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Users’ Guide 


CUMULATIVE INDEX 1993 


Catalog entries may be accessed by the following indexes: 

Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and confer- 
ences. 

Title index: An alphabetical list of titles proper, subtitles, and alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 

Series/Report index: An alphabetical listing of series statements and tracings, series numbers, and report 
numbers. 

Contract number index: An alphanumeric list of contract, grant and project numbers associated with 
technical report publications. Abridged cataloging records are not accessible by contract number. 

Stock number index: An alphanumeric list of Superintendent of Documents and other sales stock numbers. 

Classification Number Index: An alphabetical list of classification numbers used in the term of this index. 


Title keyword index: An alphabetical list of truncated titles, arranged by important words selected from 
publication titles. 


A margin index on the back cover locates the eight indexes. Listings in all of the indexes are followed by 
the catalog entry number, which refers the user to the complete bibliographic citation. Listings in the 
title and subject indexes are augmented with the publications’ author and classification number to 
enhance identification and retrieval. Cumulative indexes are published semiannually, annually, and 
quinquennially. 


Abbreviations 


The abbreviations used in the bibliographic records in the catalog are those described in the Anglo- 
American Cataloguing Rules, 2nd ed., and the GPO Classification Manual: A Practical Guide to the Superintend- 
ent of Documents Classification System. 
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DOCUMENTS SALES INFORMATION 
INTRODUCTION 


The Superintendent of Documents of the U.S. Government Printing Office is authorized by law to sell 
copies of Government publications. The Superintendent of Documents currently sells more than 14,000 titles, 
which are just a small portion of the publications issued each year by the Federal Government. Prices for all 


U.S. Government publications sold by the Superintendent of Documents are established in accordance with 
Title 44 of the United States Code. 


SOURCES OF INFORMATION ABOUT GPO SALES PUBLICATIONS 


Publications Reference File—The GPO Sales Publications Reference File (PRF) is a catalog of all 
publications and subscription services currently for sale by the Superintendent of Documents. It is available in 
48x microfiche and on machine-readable magnetic tape. The microfiche service consists of bimonthly mailings 
of the complete master file (approximately 175 to 225 fiche) and monthly mailings of a single fiche listing new 
sales publications. The magnetic tape service consists of biweekly mailings of the complete file. An annual 
subscription to the microfiche is $115.00 (domestic) and $143.75 (foreign). A subscription to the magnetic tapes 
is $850.00 a year (domestic) or $1,062.50 a year (foreign). To order either service, use the form in this catalog. 
Please enter the identifying letters PRF for the microfiche or GPRFT for the magnetic tapes in the ID 
column on the order form. 

DIALOG and DIALORDER are computerized reference systems available from the DIALOG Informa- 
tion Service Inc. of Palo Alto, California. Information on all U.S. Government Printing Office sales items, 
subject bibliographies and catalogs listed on the Publications Reference File can be found through the 
DIALOG system. Subscribers to DIALOG can use it to determine if a publication is for sale by the 
Superintendent of Documents, if the item is in stock, and its stock number and current price. 

An additional service, DIALORDER, is also available from DIALOG. Subscribers to DIALOG can 


place an order for publications with the U.S. Government Printing Office by computer at a special charge. 
For additional information on DIALOG/DIALORDER, please contact: 


DIALOG Information Service, Inc. 
3460 Hillview Ave. 

Palo Alto, CA 94304 

Telephone: 800-3-DIALOG 


The Out-of-Print GPO Sales Publications Reference File provides users with access to historical records for 
publications which were once available through the Sales Program. Two 6-year cumulations have been 
produced. The first was published in 1980 and is known as the Exhausted GPO Sales Publications Reference 
File (EPRF). It includes 25,000 items which went out-of-print at GPO between 1972 and 1978. The second, 
known as the Out-of-Print PRF (OPRF), was published in 1986. It contains 35,000 titles which went out-of- 
print between 1979 and 1984. The EPRF and the OPRF continue to be supplemented each year. Supplements 


are sold annually and will cumulate until a third 6-year set is available in 1992. 
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Copies of publications listed on the EPRF and the OPRF may be found in regional depository library 
collections. Copies of certain technical publications no longer sold by the Superintendent of Documents may 
be available from: 

National Technical Information Service 
5285 Port Royal Road 
Springfield, VA 22161 


There are currently more than 230 Subject Bibliographies that list publications and subscriptions on a single 
subject or a specific field of interest. Each entry is listed by title and contains the GPO stock number and 
price. The bibliographies also provide a brief description of some of the publications and subscriptions listed, 
ordering information, and the date of imprint of a publication. The Superintendent of Documents has also 
prepared a Subject Bibliography Index to assist customers in selecting the subject bibliography that is most 


cioseiy reiated to their needs. To obtain your free copy of the Subject Bibliography Index, please write to: 


U.S. Government Printing Office 
Superintendent of Documents 
Stop: SSOP 

Washington, DC 20402-9328 


U.S. Government Books is an annotated and illustrated catalog of almost 1,000 of the Government’s new 
and popular books. Single copies are available free of charge and may be obtained by writing to: 


FREE CATALOG 
Box 37000 
Washington, DC 20013 


The Consumer Information Catalog, a catalog of free and low-priced consumer publications, is published 


four times a year. Approximately 40 percent of these publications are issued free upon request. The General 
Services Administration’s Consumer Information Center, which issues this catalog, maintains a mailing list for 
educators, libraries, consumer and non-profit groups wishing to receive 25 or more copies of this quarterly 
catalog. To obtain your copy of the catalog or to receive an application to be placed on the bulk mailing list, 
please write to: 


Consumer Information Center 
Pueblo, Colorado 81009 


Government Periodicals and Subscription Services (Price List 36), is a quarterly catalog of all Superintendent 
of Documents subscription services. To obtain your copy, please write to: 


Superintendent of Documents 
U.S. Government Printing Office 
Stop: SSOP 

Washington, DC 20402-9328 


New Books is an unannotated bimonthly listing of all new titles entering the sales program in the two 
months preceding each issue. To be placed on the free mailing list, please write to: 


New Books 

U.S. Government Printing Office 
Superintendent of Documents 
Washington, DC 20402-9328 
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HOW TO ORDER PUBLICATIONS 


. Publications sold by the Superintendent of Documents may be ordered directly from the Office of the 
Superintendent of Documents, U.S. Government Printing Office, Washington, DC 20402-9325. 

. Customers may submit orders for publications by indicating the GPO stock number and price on the 
order form in this catalog. Photocopies of this form are acceptable. When ordering, please include the 
complete title for each publication requested. 

. If a GPO stock number does not appear in a Monthly Catalog text entry or if it does not say “For sale 
by the Superintendent of Documents,” the publication cannot be ordered from the Government 
Printing Office. 

. Customers requesting subscription services, or single issues of a subscription service, should refer to the 
Periodicals Supplement or to the Government Periodicals and Subscriptions Services, Price List 36. 

. Customers may order by telephone from 7:30 a.m. to 4:00 p.m. Monday through Friday. You may have 
your orders charged to your VISA, MasterCard or Superintendent of Documents deposit account (see 
below). To place an order, please call (202) 783-3238. 

. Customers with teletype equipment can charge their orders to their deposit account or credit card 
account by dialing GPO TWX #710-822-9413; ANSWER BACK USGPO WSH. Customers on the 
DIALOG system may transfer their orders via DIALORDER. 

. FAX Numbers to Use: 

Price and availability for publications and subscriptions (202) 512-2529. 
Government Purchase Orders for Publications and subscriptions (202) 512-9067. 
Inquires regarding a previously ordered subscription (202) 512-7703. 

Inquires regarding a previously ordered publication (202) 512-7810. 

Deposit Account inquires (202) 512-9067. 

New subscription orders (202) 512-0019. 

New publication orders (202) 512-2529. 


A complete shipping address and payment must accompany all orders. If you order by FAX or telephone, 


please furnish your VISA or MasterCard account number (with expiration date) or your U.S. Government 
Printing Office Deposit Account number. Telephone orders can be placed from 8 a.m. to 4 p.m. eastern time, 
by calling (202) 783-3238. If you order by mail, payment can be made by check, money order, VISA, 
MasterCard, or U.S. Government Printing Office Deposit Account. Please made all checks or money orders 
payable to the Superintendent of Documents and include the expirate date if paying with a VISA or 
MasterCard. Address all mail orders to: Superintendent of Documents, U.S. Government Printing Office, 
Washington, DC 20402. 


SUPERINTENDENT OF DOCUMENTS DEPOSIT ACCOUNTS 


More than 30,000 customers find that a prepaid Superintendent of Documents deposit account is a 
convenient way to do business. Upon receipt of an initial deposit ($50.00 minimum), an account will be 
established and a unique number will be assigned. Future purchases may be charged against the deposit 
account, including telephone orders, as long as sufficient funds are available in the account. Order blanks are 
provided and monthly statements are mailed to all customers with active deposit accounts. For more 
information and the necessary authorization forms, please write: 


U.S. Government Printing Office 
Deposit Account Unit 

Stop: FMCP 

Washington, DC 20402 


To telephone your request to set up a deposit account, please call (202) 512-2481. 
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STANDING ORDER SERVICE 


For your convenience, the Superintendent of Documents offer a “standing order” service for many of our 
recurring or series publications. With standing order service, customers can request to be placed on a specific 
standing order list and will receive publications on the list as soon as they become available. Customers may 
maintain a Superintendent of Documents deposit account, or have their VISA or MasterCard account charged 
for these publications. Please note, however, that our subscription services are not available on a “standing 
order” basis. To receive a publication on standing order, customers should submit GPO Form 3468, “Authori- 
zation for Standing Order Service.” This form is available from the Superintendent of Documents at no 
charge. For more information on standing order service, please write to: 


U.S. Government Printing Office 
Superintendent of Documents 
Siop: SSOP 

Washington, DC 20402-9328 


QUANTITY AND BOOKDEALER DISCOUNTS 


Individuals are authorized a 25-percent discount for purchases of 100 or more copies of a single 
publication mailed to one address. Bookdealers buying for the purpose of resale will receive the same 25 
percent discount, regardless of quantity, if the publications are mailed to their place of business. No discount is 
allowed on certain periodicals or groups of publications which fall into a special pricing category. 


INTERNATIONAL CUSTOMERS 


In order to provide the special handling required by international mailing regulations, a surcharge of 25 
percent of the domestic price must be added on all items shipped to a foreign address. Remittance in U.S. 
dollars should accompany every order and be in the form of a check drawn on a bank located in the U.S. or 
Canada, a VISA or MasterCard account, a UNESCO coupon, or an International Postal Money Order made 
payable to the Superintendent of Documents. NOTE: Due to Treasury Department regulations, we cannot 
accept checks drawn on Canadian banks for less than $4.00 (U.S. dollars). If your order totals less than $4.00 
(U.S. dollars), we suggest that you use your VISA or MasterCard account. International customers may also 
charge their mail, telephone and telex orders to a Superintendent of Documents deposit account. Please 
include the expiration date of your credit card with your order. Orders are sent via surface mail unless 
otherwise requested. 

Should you desire airmail service, please contact us in advance by letter, telephone (202) 783-3238, or 
Telex (710-822-9413; ANSWER BACK USGPO WSH) for the total cost of your order. Foreign currency, 
checks on foreign banks, and postage stamps will not be accepted. Please submit all orders in English. 


DIRECTORY FOR ORDERING ASSISTANCE 


. Telephone Order and Information Section (Order Desk) (202) 783-3238 
(General ordering information) 

. Congressional Information Desk (202) 512-3030 
(Information on Congressional publications) 

. Publication Service Section (202) 512-3050 
(Inquiries about your publication order) 

. Subscription Research Section (202) 512-3054 
(Inquiries about your subscription order) 

. Deposit Account Section ». (202) 512-2481 
(Inquiries regarding charges or deposits) 


THANK YOU FOR YOUR INTEREST IN U.S. GOVERNMENT PUBLICATIONS 
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PLEASE PRINT OR TYPE ALL INFORMATION 


ORDER FORM 


Customer’s Telephone No.’s FOR OFFICIAL USE ONLY 
| MAIL TO: QUANTITY CHARGES 
Sitti tit tt 


U.S. Government Printing Office 
Area Home Area Office Superintendent of Documents Publi 
—_ — Mail Stop: SSOP Eman etic Dedimeanmaaaeas 
MASTERCARD/VISA ACCEPTED Washington, DC 20402-9328 Special shipping charges. ____ 


International handling ........ —_____— 





























Special charges................. icnacetteal 


we. TTLELLLLEEPE Cor Di ae 


Customer’s Name and Address oo ROMP Sa 


{pOeUE eee Tes ______ Balance Due 


Discouni 
—______ Refund 




















Deposit Account Number 


Bee SS S8 


TO PLACE YOUR ORDER BY PHONE CALL OUR ORDER DESK AT 202-783-3238, MONDAY THROUGH FRIDAY, 7:30-4 EASTERN TIME 








Stock No. Quantity Unit of List Title of 


Issue iD 1 Publication 


[1 subscription 


TOTAL ENCLOSED $ 





SHIP TO: (If different from above) 


Unit of Issue Explanation 


Each - single 7 : 
Kit of multiple items in a special container 
Pad containing multiple sheets 

Package containing multiple copies 

Set of multiple items 


Subscription 


GPO Form 3430 


[THIS FORM MAY BE REPRODUCED] (R 11-91) 
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U.S. GOVERNMENT BOOKSTORES 


In addition to the mail order service provided by the Superintendent of Documents, the U.S. Government 
Printing Office operates 24 bookstores around the country. These bookstores are located in major metropolitan 
areas across the country. Each store carries many of the Government’s most popular publications, along with a 
selection of other books tailored to suit the interests and needs of its local clientele. They will be happy to special 
order any Government book currently for sale. All of our bookstores also accept VISA, MasterCard, and 
Superintendent of Documents Deposit account orders. To find the most convenient Government bookstore in 
your area, please refer to the listing provided below: 


ALABAMA 

O'Neill Building 

2023 3rd Avenue North 
Birmingham, AL 35203 
(205) 731-1056 

FAX: (205) 731-3444 


CALIFORNIA 

Arco Plaza, C-Level 

505 South Flower Street 
Los Angeles, CA 90071 
(213) 239-9844 

FAX: (213) 239-9848 


Room 1023, Federal Building 
450 Golden Gate Avenue 
San Francisco, CA 94102 
(415) 252-5334 

FAX: (415) 252-5339 


COLORADO 
Norwest Banks Bldg. 
201 W. 8th Street 
Pueblo, CO 81003 
(719) 544-3142 

FAX: (719) 544-6719 


Room 117, Federal Building 
1961 Stout Street 

Denver, CO 80294 

(303) 844-3964 

FAX: (303) 844-4000 


DISTRICT OF COLUMBIA 


U.S. Government Printing Office 


710 North Capitol Street NW 
Washington, DC 20401 

(202) 512-0132 

FAX: (202) 512-1355 


Farragut West 

1510 H Street NW 
Washington, DC 20005 
(202) 653-5075 

FAX: (202) 376-5055 


FLORIDA 

Room 158, Federal Building 
100 West Bay Street 

Suite 100 

Jacksonville, FL 32202 
(904) 353-0569 

FAX: (904) 353-1280 


GEORGIA 

First Union Plaza 

999 Peachtree Street NE 
Suite 120 

Atlanta, GA 30309 

(404) 347-1900 

FAX: (404) 347-1897 


ILLINOIS 

One Congress Center 
Suite 124 

401 South State Street 
Chicago, IL 60605 
(312) 353-5133 

FAX: (312) 353-1590 


MARYLAND 

Retail Sales Outlet 
8660 Cherry Lane 
Laurel, MD 20707 
(301) 953-7974 
(301) 792-0262 

FAX: (301) 498-9109 


MASSACHUSETTS 


Thomas P. O’Neill Jr. Federal Bidg. 


10 Causeway Street, Room 179 
Boston, MA 02222 

(617) 720-4180 

FAX: (617) 720-5753 


MICHIGAN 

Suite 160, Federal Building 
477 Michigan Avenue 
Detroit, Mi 48226 

(313) 226-7816 

FAX: (313) 226-4698 


MISSOURI 

120 Bannister Mall 

5600 East Bannister Road 
Kansas City, MO 64137 
(816) 767-8225 

FAX: (816) 767-8233 


NEW YORK 

Room 110, Federal Building 
26 Federal Plaza 

New York, NY 10278 

(212) 264-3825 

FAX: (212) 264-9318 


1st Floor, Federal Building 
1240 East 9th Street 
Cleveland, OH 44199 
(216) 522-4922 

FAX: (216) 522-4714 


Room 207, Federal Building 
200 North High Street 
Columbus, OH 43215 

(614) 469-6956 

FAX: (614) 469-5374 


OREGON 

1305 S.W. First Avenue 
Portland, OR 97201 
(503) 221-6217 

FAX: (503) 225-0563 


PENNSYLVANIA 
Robert Morris Building 
100 North 17th Street 
Philadelphia, PA 19103 
(215) 597-0677 

FAX: (215) 597-4548 


Room 118, Federal Building 
1000 Liberty Avenue 
Pittsburgh, PA 15222 

(412) 644-2721 

FAX: (412) 644-4547 


TEXAS 

Room 1C50, Federal Building 
1100 Commerce Street 
Dallas, TX 75242 

(214) 767-0076 

FAX: (214) 767-3239 


Texas Crude Building 
801 Travis Street 
Houston, TX 77002 
(713) 228-1187 

FAX: (713) 228-1186 


WASHINGTON 

Room 194, Federal Building 
915 Second Avenue 
Seattle, WA 98174 

(206) 553-4270 

FAX: (206) 553-6717 


WISCONSIN 

Room 190, Federal Building 
517 East Wisconsin Avenue 
Milwaukee, WI 53202 

(414) 291-1304 

FAX: (414) 297-1300 
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FEDERAL DEPOSITORY LIBRARY PROGRAM 


The Federal Depository Library Program was established by Congress to provide free public access to 
Government publications. Nearly 1400 public, academic, State, and law libraries serve as an information link 
with the Federal Government by maintaining collections of Government publications. These collections, 
which are tailored to local needs, are open to the public. Fifty-three of the libraries are designated as regional 
depository libraries. They have the responsibility of retaining material permanently and providing inter-library 
loan and reference services in their regions. They also assist the other depository libraries with the disposal of 


obsolete material. 


Copies of documents no longer available through the GPO Sales Program can usually be found in 
regional depository collections. A complete listing of regional depositories follows. To obtain a complete 
listing of all depository libraries, write to: 


ALABAMA 
AUBURN UNIV. AT MONTGOMERY 
LIBRARY 


7300 University Drive 
Montgomery, AL 36117-3596 
(205) 244-3650 

FAX: (205) 244-0678 


UNIVERSITY OF ALABAMA LIBRARIES 
Documents Dept.—Box $ 
Tuscaloosa, AL 35487-9784 

(205) 348-6046 

FAX: (205) 348-8833 


ALASKA 
Served by Washington State Library 


AMERICAN SAMCA 
Served by the University of Hawaii 


ARIZONA 


DEPARTMENT OF LIBRARY, ARCHIVES 
AND PUBLIC RECORDS 

Third Floor-State Capitol 

1700 West Washington 

Phoenix, AZ 85007 

(602) 542-4417 

FAX: (602) 542-4400 or 542-4500 


ARKANSAS 


Arkansas State Library 
One Capitol Mall 

Little Rock, AR 72201 
(501) 682-2326 
FAX: (501) 682-1529 


CALIFORNIA 

CALIFORNIA STATE LIBRARY 
Government Publications Section 
P.0. Box 942837 

Sacramento, CA 94237-0001 
(916) 653-0085 

FAX: (916) 654-0241 


Federal Depository Library Program 
U.S. Government Printing Office 
Superintendent of Documents 

Stop: SM 

Washington, DC 20402 


COLORADO GUAM 
UNIV. OF COLORADO LIB. Served by the University of Hawaii 
Government Pub. Division 
cone fo sna09 0184 pte 

ulcer, PS UNIVERSITY OF HAWAII LIBRARY 
(303) 492-8834 Govt. Documents Collections 
FAX: (303) 492-8875 9550 The Mall 
DENVER PUBLIC LIBRARY Honolulu, Hi 96822 
Govt. Pub. Department Hay > ar. sie 
pally i 

nver, 
(303) 640-8874 IDAHO 
FAX: (303) 640-8817 UNIV. OF IDAHO LIBRARY 

Documents Section 

CONNECTICUT 


Moscow, ID 83843 
CONNECTICUT STATE LIBRARY 


(208) 885-6344 
Government Documents Unit FAX: (208) 885-6817 
231 Capitol Avenue 


Hartford, CT 06106 ILLINOIS 

(203) 566-4971 ILLINOIS STATE LIBRARY 

FAX: (203) 566-3322 300 South Second Street 
Springfield, IL 62701-1796 

DELAWARE 


(217) 782-4887 
Served by the University of Maryland FAX: (217) 782-6437 


DISTRICT OF COLUMBIA INDIANA 


Served by the University of Maryland INDIANA STATE LIBRARY 
Serials Documents Section 
FLORIDA 


140 North Senate Avenue 
UNIVERSITY OF FLORIDA LIBRARIES Indianapolis, IN 46204 
Library West 


(317) 232-3686 
Documents Department FAX: (317) 232-3728 
Gainesville, FL 32611 


(904) 392-0367 IOWA 


FAX: (904) 392-7251 UNIV. OF IOWA LIBRARIES 
GEORGIA Govt. Documents Department 


lowa City, 1A 52242 
ee - wa (319) 335-5925 
vernment Reference Dept. FAX: a 
Athens, GA 30602 aati aiaseaaatinans 
(706) 542-8949 
FAX: (706) 542-6522 


KANSAS 

UNIVERSITY OF KANSAS 
6001 Maloot Hall 
Lawrence, KS 66045-2800 
(913) 864-4662 

FAX: (913) 864-5380 


KENTUCKY 

UNIVERSITY OF KENTUCKY LIBRARIES 
Govt. Pub. Department 

Lexington, KY 40506-0039 

(606) 257-8400 

FAX: (606) 257-1563 


LOUISIANA 


LOUISIANA STATE UNIVERSITY 
Middletown Library 


Govt. Docs. Dept. 
Baton Rouge, LA 70803 
(504) 388-2570 
FAX: (504) 388-6992 


LOUISIANA TECHNICAL UNIV. LIBRARY 
Prescott Memorial Library 

Ruston, LA 71272-0046 

(318) 257-4962 

FAX: (318) 257-2447 


MAINE 


UNIVERSITY OF MAINE 

Raymond H. Fogler Library 

Tri-State Regional Documents Deposits 
Orono, ME 04469 

(207) 581-1681 

FAX: (207) 581-1653 


MARYLAND 

UNIVERSITY OF MARYLAND 
McKeldin Lib.—Doc. Div. 
College Park, MD 20742 
(301) 405-9165 

FAX: (301) 403-4167 
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MASSACHUSETTS 


BOSTON PUBLIC LIBRARY 
Government Docs. Dept. 

666 Boylston Street 

Boston, MA 02117 

(617) 536-5400 ext. 227 

FAX: (617) 267-8273 or 267-8248 


MICHIGAN 


DETROIT PUBLIC LIBRARY 
5201 Woodward Ave. 
Detroit, MI 48202-4093 
(313) 833-1025 

FAX: (313) 833-5333 


MICHIGAN STATE LIBRARY 

Library of Michigan 

717 West Allegan Street 

P.O. Box 30007 

Lansing, MI 48909 

(517) 373-1307 

FAX: (517) 373-3381 or 373-5700 


MICRONESIA 
Served by the University of Hawaii 


MINNESOTA 


UNIVERSITY OF MINNESOTA 
Government Pubs. Division 
409 Wilson Library 

309 South 19th Street 
Minneapolis, MN 55455 
(612) 624-0241 

FAX: (612) 626-9353 


MISSISSIPPI 

UNIVERSITY OF MISSISSIPPI LIB. 
Williams Library 

University, MS 38677 

(601) 232-5857 

FAX: (601) 232-5453 


MISSOURI 
UNIVERSITY OF MISSOURI AT 
COLUMBIA 


Ellis Library-Government Documents 
Columbia, MO 65201 

(314) 882-6733 

FAX: (314) 882-8044 


MONTANA 


UNIVERSITY OF MONTANA 
Mansfield Library 
Documents Division 
Missoula, MT 59812 
(406) 243-6700 

FAX: (406) 243-6090 


NEBRASKA 

UNIVERSITY OF NEBRASKA-LINCOLN 
Love Library 

Documents Dept. 

Lincoln, NE 68588-0410 

(402) 472-2562 

FAX: (402) 472-1531 
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NEVADA 


UNIVERSITY OF NEVADA LIB. 
Govt. Pub. Department 
Reno, NV 89557-0044 
(702) 784-6579 

FAX: (702) 784-1751 


NEW HAMPSHIRE 
Served by the University of Maine 


NEW JERSEY 


NEWARK PUBLIC LIBRARY 
5 Washington Street 
Newark, NJ 07101-0630 
(201) 733-7812 

FAX: (201) 733-5648 
NEW MEXICO 
UNIVERSITY OF NEW MEXICO 
General Library 
Government Pub. Dept. 
Albuquerque, NM 87131 
(505) 277-5441 

FAX: (505) 277-6019 


NEW MEXICO STATE LIBRARY 
Reference Department 


* 325 Don Caspar Avenue 


Santa Fe, NM 87503 
(505) 827-3826 
FAX: (505) 827-3820 


NEW YORK 


NEW YORK STATE LIBRARY 
Cultural Education Center 
Albany, NY 12230 

(518) 474-3940 

FAX: (518) 474-5163 


NORTH CAROLINA 
UNIVERSITY OF NORTH CAROLINA AT 
CHAPEL HILL 


Davis Library 

CB #3912, BA/SS Division 
Chapel Hill, NC 27599 
(919) 962-1151 

FAX: (919) 962-0484 


NORTH DAKOTA 
— DAKOTA STATE UNIVERSITY 


P.0. Box 5599 

Fargo, ND 58105 
(701) 237-8863 
FAX: (701) 237-7138 


UNIVERSITY OF NORTH DAKOTA 
Chester Fritz Library 

Documents Department 

Grand Forks, ND 58202 

(701) 777-4630 

FAX: (701) 777-3319 


NORTHERN MARIANAS 
Served by the University of Hawaii 


OHIO 


STATE LIBRARY OF OHIO 
Documents Department 

65 South Front Street 
Columbus, Ohio 43266-0334 
og 644-7061 

AX: (614) 644-7004 


OKLAHOMA 

OKLAHOMA DEPT. OF LIBRARIES 
Government Documents 

200 NE 18th Street 
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fixed-area constraint [microform] / , 
93-29109 


Adams, Milton B. (Milton Bernard) 
Reliability and performance evaluation of 
systems containing embedded rule- 
based expert systems [microform] / , 
93-29250 


Adams, R. C. 

Cost of controlling directly emitted 
acidic emissions from major industrial 
sources [microform] : project summary 
/, 93-25911 


Adams, R. C. (Radford Carter) 1922- 
Baghouse efficiency on a multiple hearth 
incinerator burning sewage sludge /, 
93-4607 


Adams, Roy D. 
Proceedings of symposium : Aspen Sym- 
posium ’89, Duluth, Minnesota, July 
25-27 1989 /, 93-1267 


Adams, Susan W. 
An intergenerational approach to the 
English language usage [microform] / , 
93-13648 


Adams, Walter W. 

The admissions process [microform] : ad- 
ministrative handbook : educational de- 
velopment task #1 : adults making the 
commitment to return to school /, 93- 
25564 


Adams, William M. 

Design, test, and evaluation of three 
active flutter suppression controllers 
[microform] /, 93-19153 

Multifunction tests of a frequency domain 


based flutter suppression system [mi- 
croform] /, 93-7945 





Aday, Lu Ana. 

Health insurance and utilization of medi- 
cal care for chronically ill children 
with special needs : Health of our na- 
tion’s children, United States, 1988 /, 
93-4943 


Adcock, Rick. 
Photovoltaic fundamentals [microform] / 
» 93-13382 


Addonizio, Michael. 
Financing school choice [microform] / , 
93-16157 


Adeli, Hojjat, 1950- 

A methodology for the evaluation of 
structural design software for DOS- 
based microcomputers [microform] / , 
93-23244 


Adelman, Clifford. 
A college course map [microform] : tax- 
onomy and transcript data : based on 
the postsecondary records, 1972-1984 
of the high school class of 1972 /, 93- 
20884 


Light and shadows on college athletes 
[microform] : college transcripts and 
labor market history /, 93-25688 


Tourists in our own land : cultural litera- 
cies and the college curriculum /, 93- 
7053 


The way we are [microform] : the com- 
munity college as American thermome- 
ter /, 93-16186 


Women at thirtysomething [microform] : 
paradoxes of attainment /, 93-23496 


Adelman, Howard M. 
Fully integrated aerodynamic/dynamic 
optimization of helicopter rotor blades 
[microform] /, 93-14552 


Recent advances in multidisciplinary opti- 
mization of rotorcraft [microform] / , 
93-19266 


Adelman, Nancy E. 
Exemplary secondary vocational educa- 
tion [microform] : an exloratory study 
of seven programs /, 93-25666 


Adiguzel, Rahim Ilker, 1951- 
Prototype report generation facility in 
the Data Traffic Management System / 
, 93-1772 


Adkins, Kenneth C. 
Digital compression algorithms for 
HDTV transmission [microform] / , 
93-14750 


Adlakha, Arjun, 1941- 
Bangladesh., 93-23004 

93-10766 

93-6801 


India., 
Indonesia., 
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Adrian, Betty M. 


Adler, Lee P. 
Newer radionuclide imaging techniques 
in oncology [microform] : PET and 
SPECT /, 93-11590 


Administration on Aging. 
National Institutes of Health : grants ad- 
ministration information sources /, 
93-18698 


Administrative Conference of the United 
States. 

Administrative Conference news., 
1143 


Annual report [[microform]] / , 
12576, 93-12577, 93-17401 


Recommendations and reports /, 93- 
6246 


93- 


93- 


Administrative Conference of the United 
States. Office of the Chairman. 
Federal administrative procedure source- 
book : statutes and related materials., 
93-6245 


Mediation : a primer for federal agencies., 
93-24780 


Recommendations and reports /, 93- 
6246 


Adrian, Betty M. 

Analytical results and sample locality 
map of stream-sediment and heavy- 
mineral-concentrate samples from the 
Kelly-Cayuse  Wilderness—Proposed 
and Cook Mountain and East Weitas 
special management areas, Clearwater 
National Forest, Clearwater and Idaho 
counties, Idaho [microform] / , 93- 
28673 


Analytical results and sample locality 
map of stream-sediment, heavy-miner- 
al-concentrate, and rock samples from 
the South Warner Contiguous Wilder- 
ness Study Area, Modoc County, Cali- 
fornia [microform] / , 93-5220, 93- 
5224 


Analytical results and sample locality 
map of stream-sediment, heavy-miner- 
al-concentrate, rock samples from the 
North Pole Ridge (OR-005-008), Thir- 
tymile (OR-005-001), and Lower John 
Day (OR-005-006) wilderness study 
areas, Sherman and Gilliam counties, 
Oregon [microform] /, 93-23974 


Geochemical data for 85 heavy-mineral 
concentrates from selected areas in 
Greenville and Laurens counties, South 
Carolina, by semi-quantitative emission 
spectrography [microform] / , 93- 
26334 

Geochemical data for 608 heavy-mineral 
concentrates from the northeast part of 
the Greenville 1° X 2° quadrangle, 
South Carolina, by semi-quantitative 
emission spectrography [microform] / , 
93-5249 
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Advanced Engineering & Planning Corp. 


Advanced Engineering & Planning Corp. 
Regulations, recommendations, and as- 
sessments extracted from the Registry 
of toxic effects of chemical substances 
[microform] /, 93-4960 


Advanced Hardwood Processing and 
Technical Resource Center (U.S.) 
Directory of training programs for the 

woodworking industry [microform] / , 
93-22827 


Advertising Council. 
AIDS, another way drugs can kill /, 93- 
11629 


Advisory Panel for the Dictionary of 
Occupational Titles (U.S.) 
The new DOT : a database of occupa- 
tional titles for the twenty-first century 
: final report /, 93-26606 


Aeroesty, J. 

Human support issues and systems for the 
Space Exploration Initiative [micro- 
form] : results from Project Outreach / 
, 93-12309 


Aerospace Center (U.S.) 

Area charts, U.S., 93-396 

Enroute low altitude. U.S., 93-394 

Operational navigation chart, ONC. F-17, 
Canada, United States /, 93-15624 

Operational navigation chart, ONC. M- 
28, Brazil /, 93-15625 

Operational navigation chart, ONC. R-15, 
New Zealand /, 93-15626 

Tactical pilotage chart, TPC. C-1D, Ice- 
land /, 93-13159 

Tactical pilotage chart, TPC. D-2D, 
Denmark, Norway, Sweden /, 93- 
20577 

Tactical pilotage chart, TPC. E-4A, 
Russia, Ukraine /, 93-13160 

Tactical pilotage chart, TPC. F-4 D, 
Georgia, Russia, Turkey /, 93-13161 

Tactical pilotage chart, TPC. F-16A, 
Canada, United States /, 93-15627 

Tactical pilotage chart, TPC. G-4C, Iran, 
Iraq, Jordan, Saudi Arabia, Syria /, 
93-27812 

Tactical pilotage chart, TPC. G-4D, 
Cyprus, Iraq, Israel, Jordan, Saudi 
Arabia, Syria, Turkey /, 93-15628 

Tactical pilotage chart, TPC. G-5A, Iran, 
Armenia, Azerbaijan, Turkmenistan /, 
93-13162 

Tactical pilotage chart, TPC. G-6C, Af- 
ghanistan, India, Pakistan /, 93-13163 

Tactical pilotage chart, TPC. G-18C, 
United States, Mexico /, 93-27813 

Tactical pilotage chart, TPC. G-20B, 
United States /, 93-15629 
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Tactical pilotage chart, TPC. H-S5A, 
Egypt, Israel, Jordan, Saudi Arabia /, 
93-13164 


Tactical pilotage chart, TPC. H-6A, Iran, 
Iraq, Kuwait, Saudi Arabia /, 93- 
27814 


Tactical pilotage chart, TPC. H-6C, Bah- 
rain, Iran, Qatar, Saudi Arabia, United 
Arab Emirates /, 93-27815 


Tactical pilotage chart, TPC. H-1I1C, 
China /, 93-13165 


Tactical pilotage chart, TPC. J-27D, Do- 
minican Republic, Haiti, Puerto Rico /, 


2.19142 
93-13166 


Tactical pilotage chart, TPC. K-26B, Co- 
lombia, Venezuela, Netherlands Antil- 
les /, 93-18007 


Tactical pilotage chart, TPC. L-6D, Ethi- 
opia, Somalia /, 93-13167 


Tactical pilotage chart, TPC. L-8 A, 
India, Maldives /, 93-13168 


Tactical pilotage chart, TPC. L-8 D, 
India, Maldives /, 93-13169 


Tactical pilotage chart, TPC. L-26C, 
Brazil, Columbia, Ecuador /, 93- 
27816 

Tactical pilotage chart, TPC. L-26D, Co- 
lombia, Ecuador /, 93-15630 

Tactical pilotage chart, TPC. L-28B, 
Brazil, French Guiana /, 93-27817 

Tactical pilotage chart, TPC. M-5B, 
Kenya, Somalia, Tanzania /, 93-13170 

Tactical pilotage chart, TPC. M-25A, 
Colombia, Ecuador, Peru /, 93-15631 

Tactical pilotage chart, TPC. M-25B, 
Brazil, Colombia, Ecuador, Peru /, 
93-13171 

Tactical pilotage chart, TPC. M-25C, 
Brazil, Columbia, Peru /, 93-15632 


Tactical pilotage chart, TPC. M-25D, 
Ecuador, Peru /, 93-27818 

Tactical pilotage chart, TPC. M-28B, 
Brazil /, 93-13172 

Tactical pilotage chart, TPC. M-28C, 
Brazil /, 93-15633 

Tactical pilotage chart, TPC. N-4C, 
Angola, Mozambique, Zaire, Zambia, 
Zimbabwe /, 93-13173 

Tactical pilotage chart, TPC. N-25A, 
Peru /, 93-27819 

Tactical pilotage chart, TPC. N-25B, Bo- 
livia, Brazil, Peru /, 93-20578, 93- 
20579 

Tactical pilotage chart, TPC. N-26D, Bo- 
livia, Brazil, Peru /, 93-20580 

Tactical pilotage chart, TPC. N-28B, 
Brazil /, 93-20581 


Tactical pilotage chart, TPC. P-4B, 
Angola, Botswana, Namibia, Zambia, 
Zimbabwe /, 93-18008 
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Tactical pilotage chart, TPC. P-26B, Bo- 
livia, Paraguay /, 93-18009 

Tactical pilotage chart, TPC. P-28D, 
Brazil /, 93-15634 


Tactical pilotage chart, TPC. Q-17C, 
Kermadec Islands /, 93-13174 


Aerospace Education Services Program 
(Lewis Research Center) 
Classroom activities., 93-14510 


Aerospace Mechanisms Symposium. 
Proceedings of a symposium [[micro- 
form]] / , 93-24559, 93-24563, 93- 
24567, 93-24573 


Afferbach, Peter. 
Teacher’s evaluations of teaching and 
learning in literary and literature [mi- 
croform] /, 93-4581 


Affleck, James Q. 
Continuing education project [microform] 
: a realistic transition model for second- 
ary school handicapped : final report /, 
93-25623 


Affordable Housing Disposition Program 
(Resolution Trust Corporation) 
The Silver lining /, 93-1093 


African Development Bank. 

Finance : agreement between the United 
States of America and the African De- 
velopment Bank, signed at New York 
May 29, 1986., 93-19566 


African Development Foundation. 
ADF-funded projects [[microform]] / , 
93-29818 


Manuel pour les propositions de projets 
de recherche /, 93-24783 


Research grant proposai handbook /, 
93-27153 


Agee, Carl B. 
Workshop on the Physics and Chemistry 
of Magma Oceans from 1 Bar to 4 
Mbar [microform] /, 93-29313 


Agellatta, Rob K. 
A case study for the real-time experimen- 
tal evaluation of the VIPER micro- 
processor [microform] /, 93-9892 


Agena, W. F. 

Analysis of a seismic anomaly in Georges 
Bank Basin, Atlantic Continental 
Margin [microform] /, 93-5290 

An analysis of unique seismic anomaly in 
Georges Bank Basin, Atlantic Conti- 


nental Margin [microform] / , 93- 
11725 


Demultiplexing and archiving the tele- 
dyne-multichannel seismic reflection 
data set [microform] : lines TD-1 
through TD-6 /, 93-14261 
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Reprocessing of the COCORP data re- 
corded across the Wichita Mountain 
uplift and the Anadarko basin in south- 
ern Oklahoma [microform] / , 93- 
5212 


Ager, Alan. 

Microcomputer software for calculating 
an elk habitat effectiveness index on 
Blue Mountain winter range /, 93- 
8349 


AgExport Connections (U.S.) 


Trade leads [[microform]] /, 93-51 


Aggarwal, P.K. 
Effect of type of load on stress analysis 
of thin-walled ducts [microform] / , 
93-10032 


Agnew, Donald L. 

Large Deployable Reflector (LDR) 
system concept and technology defini- 
tion study. Volume I, Executive sum- 
mary, analyses and trades, and system 
concepts [microform] /, 93-22033 


Large Deployable Reflector (LDR) 
system concept and technology defini- 
tion study. Volume II, Technology as- 
sessment and technology development 
[microform] /, 93-22034 


Large Deployable Reflector (LDR) 
system concept and technology defini- 
tion study analysis of space station re- 
quirements for LDR [microform] / , 
93-22035 


Agrawal, Gopal. 

Guaranteeing synchronous message dead- 
lines with the timed token medium 
access control protocol [microform] / , 
93-14779 


Agricultural Bargaining Conference (34th: 

1990 : San Diego, Calif.) 

Agricultural bargaining issues for the 
1990’s : proceedings : 34th National 
Bargaining Conference, Pacific Coast 
Bargaining Conference, January 18-20, 
1990, San Diego, CA., 93-1361 


Aguilar, R. 

Runoff and sediment rates on San Mateo 
and Querencia Soils, Rio Puerco Wa- 
tershed Management Area, NM [micro- 
form] /, 93-8375 


Aguilera, Douglas. 


The Trojan [microform] /, 93-29370 


Aguirre International. 

Findings from the National Agricultural 
Workers Survey (NAWS) 1990 [micro- 
form] : a demographic and employment 
profile of perishable crop farm workers 
/, 93-7786 


Ahadi, Stephan. 


An experience sampling approach to the 








study of principal instructional leader- 





Air and Energy Engineering Research Laboratory. 


ship 1 [microform] : results from the 
principal activity sampling form /, 93- 
16053 


Ahadi, Stephan A. 
Current issues and research findings in 
the study of school leadership [micro- 
form] /, 93-18272 


Ahadi, Stephen. 

An experience sampling approach to the 
study of principal instructional leader- 
ship II [microform] : a comparison of 
activities and beliefs as bases for under- 
standing effective school leadership /, 
93-23448 


Ahadi, Stephen A. 

Reliability, validity, scope and demo- 
graphic correlates of teacher ratings of 
instructional leadership and school in- 
structional climate [microform] /, 93- 
28096 


Ahearn, Cynthia. 

Philippine brittlestars (Echinodermata: 
Ophiuroidea) described by R. Koehler 
(1922) : a corrected and annotated list 
of type specimens /,. 93-12401 


Ahearn, Mary. 
The economic well-being of farm opera- 
tor households, 1988-90 [microform] / , 
93-20163 


Limited opportunity farm households in 
1988 [microform] / , 93-27359 


Ahern, Katherine. 
Cultural landscape bibliography : an an- 
notated bibliography on resources in 
the National Park System /, 93-21737 


Ahlstrom, Richard V. N. 
Pothunting in central Arizona : the Perry 
Mesa Archeological Site Vandalism 

Study /, 93-10508 


Aho, Paul E. 
Decay fungi and wounding in advance 
grand and white fir regeneration [mi- 
croform] /, 93-15355 


Ahrens, T. J. (Thomas J.), 1936- 
Impact erosion of terrestrial planetary at- 
mospheres [microform] /, 93-19440 


Near earth asteroid orbit perturbation and 


fragmentation [microform] / , 93- 
26848 

Planetary cratering mechanics [micro- 
form] /, 93-24553 


Aiex, Nola Kortner. 
Communication strategies for employ- 
ment interviews [microform] / , 93- 
25753 


Aiken, Edwin W. 
Rotorcraft in-flight simulation research at 
NASA Ames Research Center [micro- 
form] : a review of the 80’s and plans 





for the 90’s /, 93-14529 
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Aikman, Frank, 1945- 
106-Mile Dumpsite Physical Oceanogra- 
phy Project [microform] : hydrograph- 
ic data report of the Delaware II 91-09 
Cruise /, 93-17876 


Aillery, Marcel P. 
Implementing the Conservation Reserve 
Program [microform] : analysis of envi- 
ronmental options /, 93-3624 


A user’s manual for the Irrigation Pro- 
duction Data System (IPDS) [micro- 
form] /, 93-8465 


Air and Energy Engineering Research 

Laboratory. 

Analysis of factors affecting methane gas 
recovery from six landfills [microform] 
: project summary /, 93-18450 

Analysis of historical radiatively impor- 
tant trace gases (RITG) emissions [mi- 
croform] : development of a trace gas 
accounting system (T-GAS) for 14 
countries : project summary /, 93- 
25940 

Anthropogenic emissions data for the 
1985 NAPAP inventory [microform] : 
project summary /, 93-11327 


An Assessment of soil-gas measurement 
technologies [microform] : project sum- 
mary /, 93-11331 

Assessment of SO. and NOx emission 
control technology in Europe [micro- 
form] : project summary /, 93-18444 

Chemically active fluid bed process for 
sulfur removal during gasification of 
carbonaceous fuels [microform] 
project summary /, 93-25904 

Clinton, New Jersey, radon mitigation 
follow-up and long-term monitoring 
[microform] : project summary /, 93- 
25910 


Comparison of historic SO. amd NOx 
emission data sets [microform] : project 
summary /, 93-18466 

Conceptual designs and cost estimates for 
E-SOx retrofits to coal-fired utility 
power plants [microform] : project 
summary /, 93-25909 

Control Technology Center [microform] : 
current status and future plans : project 
summary /, 93-25939 


Control technology overview report [mi- 
croform] : CFC emissions from rigid 
foam manufacturing : project summary 
/, 93-16228 


Controlling odorous emissions from iron 
foundries [microform] : project summa- 
ry /, 93-11335 

Cost of controlling directly emitted 
acidic emissions from major industrial 
sources [microform] : project summary 
/, 93-25911 
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Air and Energy Engineering Research Laboratory. 


Demonstration of fuel cells to recover 
energy from landfill gas [microform] : 
phase I final report : conceptual study 
/ G.J. Sandelli., 93-18483 


Development of a breadboard CO, laser 
photoacoustic toxic vapor monitor [mi- 
croform] : project summary /, 93- 
18468 

Development of alternate performance 
standard for radon resistant construc- 
tion based on short-term indoor radon 
concentrations [microform] : project 
summary /, 93-11332 


Development of seasonal and annual bio- 
genic emissions inveniories for the U.S. 
and Canada [Microform] : project sum- 
mary /, 93-18470 

Development of sorbent injection criteria 
for sulfur oxides control from tangen- 
tially fired coal boilers [microform] : 
project summary /, 93-25$12 

Development of the fuel choice module 
in the industrial combustion emissions 
model [microform] : project summary / 

93-18480 


Development of the 1980 NAPAP emis- 
sions inventory /, 93-1945 


Development of the 1980 NAPAP emis- 
sions inventory [microform] : project 
summary /, 93-18464 

Documentation of spatial allocation 
factor procedures for the 1980 NAPAP 
emissions inventory [microform] 
project summary /, 93-25921 


Effects of sorbent injection for sulfur di- 
oxide removal on particulate control 
systems for coal-fired boilers [micro- 
form] : project summary /, 93-25920 


Emission factors for iron and steel 
sources : criteria and toxic pollutants /, 
93-1951 

English-Russian, Russian-English glossary 
of coal cleaning terms [microform] : 
project summary /, 93-25928 


ESPVI 4.0 Electrostatic Precipitator V-I 
and Performance Model [microform] : 
user’s manual : project summary /, 
93-25947 

Evaluation of low-emission coal burner 
technology on industrial boilers [micro- 
form] : project summary /, 93-25918 


Evaluation of perchloroethylene emis- 
sions from dry cleaned fabrics [micro- 
form] : project summary /, 93-28256 

Evaluation of the effectiveness of chemi- 
cal dust suppressants on unpaved roads 
[microform] : project summary /, 93- 
16225 

Evaluation of VOC emissions from 
heated roofing asphalt [microform] : 
project summary /, 93-25867 

Evaluations of electrostatic precipitator 
performance at Edgewater Unit 4 





LIMB demonstration [microform] 
project summary /, 93-25919 

Experimental investigation of PIC forma- 
tion in CFC incineration [microform] : 
project summary /, 93-18472 


EXPOSURE version 2, a computer 
model for analyzing the effects of 
indoor air polluant sources on individ- 
ual exposure [microform] project 
summary /, 93-25934 


Field performance of woodburning and 
coalburning appliances in Crested 
Butte during the 1989-1990 heating 
season [microform] : project summary 
/, F3-i11328 

Fired heaters [microform] nitrogen 
oxides emissions and controls : project 
summary /, 93-25914 


Flexible Regional Emissions Data System 
(FREDS), documentation for the 1985 
NAPAP emissions inventory [micro- 
form] : project summary /, 93-11333 


Fundamental combustion research ap- 
plied to pollution formation. Volume 
IV, Engineering analysis [microform] : 
project summary /, 93-25908 

Guidelines for stack testing of municipal 
waste combustion facilities [microform] 
: project summary /, 93-16238 


Identification and characterization of 
missing or unaccounted for area source 
categories [microform] : project sum- 
mary /, 93-18485 

Industrial boiler furnace sorbent injection 
algorithm development [microform] : 
project summary /, 93-16237 


Industrial combustion emissions model 
(version 6.0) [microform] : software de- 
scription : project summary /, 93- 
18479 

The Influence of sorbent physical proper- 
ties upon reactivity with sulfur dioxide 
[microform] : project summary /, 93- 
16226 

Installation and testing of indoor radon 
reduction techniques in 40 eastern 
Pennsylvania houses [microform] 
project summary /, 93-18477 


Investigation for “super-sorbent” com- 
mercial processing [microform] 
project summary /, 93-25915 


Landfill air emissions estimation model 
user’s manual [microform] : project 
summary /, 93-11329 

A low NOx strategy for combusting high 
nitrogen content fuels /, 93-1954 


Manual for non-CFC aerosol packaging 
[microform] : conversion from CFC to 
hydrocarbon propellants : project sum- 
mary /, 93-25866 


Mathematical modeling of single droplet 
trajectories in combustor flow fields 
[microform] : project summary /, 93- 
25917 
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Measurement and prediction of the resis- 
tivity of ash/sorbent mixtures produced 
by sulfur oxide control processes [mi- 
croform] : project summary /, 93- 
25923 


Microprocessor control of rotogravure 
airflows [microform] : project summary 
/, 93-28241 

Mixture effects in the catalytic oxidation 
of VOCs in air [microform] : project 
summary /, 93-25916 

Natural basement ventilation as a radon 
mitigation technique [microform] 
project summary /, 93-25944 


The Northeast cooperative woodstove 
study [microform] : project summary /, 
93-25907 


NO field study /, 93-4604 


Ohio/Kentucky/TVA coal-fired utility 
SO2 and NOx retrofit study [micro- 
form] : project summary /, 93-25913 


Oxidative degradation of organic acids 
conjugated with sulfite oxidation in 
flue gas desulfurization [microform] : 
project summary /, 93-18447 


Performance and modeling of a hot po- 
tassium carbonate acid gas removal 
system in treating coal gas [microform] 
: project summary /, 93-25905 


POHC analysis methods for hazardous 
waste incineration [microform] 
project summary /, 93-25926 


Pollution control considerations for low- 
and medium-Btu coal gasification proc- 
esses [microform] : project summary /, 
93-25906 


Prevention reference manual [microform] 
: chemical specific. Volume 10, Control 
of accidental releases of hydrogen cya- 
nide : project summary /, 93-28267 


Prevention reference manual [microform] 
: Chemical specific. Volume 7, Control 
of accidental releases of chloropicrin 
(SCAQMD) : project summary /, 93- 
28264 

Prevention reference manual [microform] 
: chemical specific. Volume 8, Control 
of accidental releases of hydrogen fluo- 
ride : project summary /, 93-28265 

Prevention reference manual [microform] 
: Chemical specific. Volume 9, Control 
of accidental releases of chlorine : 
project summary /, 93-28266 


Prevention reference manual [microform] 
: control technologies. Volume 1, Pre- 
vention and protection technologies for 
controlling accidental releases of air 
toxics : project summary /, 93-28268 

Proceedings, EPA/NGA Workshop on 
Global Climate and State Actions, De- 
cember 3-4, 1990 [microform] : project 
summary /, 93-25941 
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Proceedings of the Workshop on Radon 
Potential Mapping, Florida Radon Re- 
search Program [microform] : project 
summary /, 93-28270 


Proceedings, the 1991 International Sym- 
posium on Radon and Radon Reduc- 
tion Technology [microform] : project 
summary /, 93-25942 


Proceedings, 1990 SO2 Control Symposi- 
um [microform] : project summary /, 
93-28269 


Projections of regional fuel oil and natu- 
ral gas prices [microform] : project 
summary /, 93-25932 

Radon mitigation research update [micro- 
form], 93-11317 


Recommended foundation fill materials 
construction standard of the Florida 
Radon Research Program [microform] 
: project summary /, 93-25936 

Recommended HVAC standard of the 
Florida radon research program [mi- 
croform] : project summary /, 93- 
18484 


The role of rogue droplet combustion in 
hazardous waste incineration [micro- 
form] : project summary /, 93-18465 


Source characterization and control tech- 
nology assessment of methylene chlo- 
ride emissions from Eastman Kodak 
Company, Rochester, NY /, 93-4609 


Sourcebook, NOx control technology 
data [microform] : project summary /, 
93-25856 


Standard measurement protocols, Florida 
Radon Research Program [microform] 
: project summary /, 93-25937 

A Summary of indoor air quality re- 
search through 1984 [microform] 
project summary /, 93-25938 


Technical support to the South Coast Air 
Quality Management District toxic 
chemical accidental air releases [micro- 
form] : project summary /, 93-25927 


Testing of indoor radon reduction tech- 
niques in central Ohio houses : phase 2 
(winter 1988-89) ; project summary /, 
93-4621 


Testing of toxicology and emissions sam- 
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of the national utility reference file : 
project summary /, 93-18469 

The 1985 NAPAP emissions inventory 
(version 2) [microform] : project sum- 
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(AFOQT) [microform] : forms P pre- 
implementation analyses and equating / 
» 93-1811 

Air Force Officer Qualifying Test 
(AFOQT) : predictors of undergradu- 
ate pilot training and undergraduate 
navigator training success /, 93-4307 


Air Force Officer Qualifying Test 
(AFOQT) form P : test construction /, 
93-11074 


Air Force research to link standards for 
enlistment to on-the-job performance 
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Cross-validation of experimental USAF 
pilot training performance models [mi- 
croform] /, 93-13344 


Decision support environment for con- 
current engineering requirements [mi- 
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Integrated Maintenance Information 
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[microform] : a guide for commanders, 
managers, and supervisors /, 93-1801 


Methodology for Generating Efficiency 
and Effectiveness Measures (MGEEM) 
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toring Systems Research Forum /, 
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Stress and aircraft maintenance perform- 
ance in a combat environment [micro- 
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low-level flight [microform] : a multidi- 
mensional scaling approach /, 93- 
13349 

Test manager’s operational guide [micro- 
form] /, 93-4332 

Texture discrimination research using an 
IBM PC /, 93-1800 
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[microform] : an emerging technology 
/, 93-13354 

TSAR/Dyna-METRIC graphics and sta- 
tistical processors : executive summary 
/, 93-1821 
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Acid-MODES II (1990) [microform] : 
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2256 


Breininger, David R. 
Habitat model for the Florida Scrub Jay 
on the John F. Kennedy Space Center 
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Overview of the NHES field test : Na- 
tional Household Education Survey /, 
93-1934 


Proxy reporting of dropout status in the 
NHES field test : National Household 
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Educational reform options targeted to 
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pulsion and flight control simulator 
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time [microform] /, 93-12174 
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ing data in prevention planning /, 
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Directory of training programs for the 
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Britcher, Colin P. 

Open-loop characteristics of magnetic 
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93-26431 
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Air traffic control specialists in the 
airway science curriculum demonstra- 
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Flight service specialist initial qualifica- 
tions course [microform] : content vali- 
dation of FAA Academy course 50232 
/, 93-24707 

Identifying ability requirements for oper- 
ators of future automated air traffic 
control systems [microform] / , 93- 
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Broad, William A. 
Soil survey of Greene County, New 
York /, 93-20230 


Broadhead, B. L. 
QADS, a multidimensional point kernel 
analysis module /, 93-10310 


Brocher, Thomas M. 

Wide-angle seismic recordings obtained 
during seismic reflection profiling by 
the S.P. Lee offshore the Loma Prieta 
epicenter [microform] /, 93-24011 


Brock, Jack L. 

Impact of the governmentwide computer 
security planning and review process 
[microform] : statement of Jack L. 
Brock, Jr., Director, Government In- 
formation and Financial Management 
Issues, Information Management and 
Technology Division, before the Sub- 
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and Materials, Committee on Science, 
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Information dissemination [microform] : 
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technology : statement of Jack L. 
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mation and Financial Management, In- 
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gy Division, before the Government 
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ment Operations, United States House 
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Brockman, Allen R. (Allen Richard), 1961- 
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[microform] /, 93-14420 


Brogdon, Noble J. 

Cumberland Sound and Kings Bay pre- 
Trident and basic Trident channel hy- 
drodynamic and sediment transport 
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Brokopp, Richard A. 
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Bromberg, P. A. 

Final report on CR 807392 : U.S. EPA 
cooperative agreement with the Uni- 
versity of North Carolina at Chapel 
Hill Center for Environmental Medi- 
cine microform : project summary /, 
93-25840 
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perature gas-cooled reactors [micro- 
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value-impact analysis for PWR dry 
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Interfacing systems LOCA : pressurized 
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Issues and approaches for using equip- 
ment reliabilty alert levels /, 93-6314 


Low-level waste source term model de- 
velopment and testing /, 93-6319 

Metallurgical evaluation of weld overlaid 
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shop on New Developments in Occu- 
pational Dose Control and ALARA 
Implementation at Nuclear Power 
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design criteria /, 93-10300 

Safety aspects of forced flow cooldown 
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, 93-16056 


Distinctive curriculum materials in K-6 
social studies [microform] / , 93- 
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High-Level Radioactive Waste Dispos- 
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Antibiotic-resistant strains of neisseria 

gonorrhoeae [microform] policy 
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Center for Prevention Services (U.S.). 
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Sexually transmitted disease surveillance 
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Health information 
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Schizophrenia bulletin /, 93-729 
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CSAP prevention resource guide. Drug- 
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CSAP prevention resource guide. Drug- 
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CSAP prevention resource guide. Drug- 
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Parental awareness and responsibility : a 
case study of a program to prevent and 
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National transportation statistics [[micro- 
form]}] / , 93-12553, 93-12554, 93- 
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Siemens Energy and Automation, Inc., 
Norwood, Ohio., 93-23865 
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Morbidity and mortality weekly report : 
MMWR /, 93-713 
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Injury prevention reprints /, 93-9483 

Morbidity and mortality weekly report. 
Recommendations and __ reports 
MMWR /, 93-715 


Do not order from index; see indicated entry 





Author Index 
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posed to tuberculosis /, 93-23856 


Preparing summary disease surveillance 
reports [microform] : module 13., 93- 
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CERCLA 301 Project (U.S.) 
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wood products in the northeastern 
United States /, 93-10500 


Cha, Y. S. 
Numerical simulation of natural circula- 
tion phenomena in a PWR _ during 
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Chaiken, Marcia R., 1939- 
The rise of crack and ice : experiences in 
three locales /, 93-21786 


Chaiken, Robert F. 
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Chaiken, Scott R. 

Perceptual inspection time [microform] : 
an exploration of tactics to eliminate 
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Chait, A. 
Parameterization of solar cells [micro- 
form] /, 93-19250 


Chaitovitz, Lynn. 
Working with the business community on 
eldercare [microform] : a primer for 
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Chakravarthy, Sukumar R. 
Multi-dimensional FNO schemes for gen- 
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A user guide for the EMTAC-MZ CFD 
code [microform] /, 93-12169 


Chakravorty, Alak. 
Could the electroweak scale be linked to 
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verse [microform] /, 93-24541 


Chall, Jeanne Sternlicht, 1921- 

The role of phonics in the teaching of 
reading [microform] : a position paper 
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The study of the thermal behavior of a 
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dent /, 93-6287 
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Computational simulation of surface wa- 
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form] /, 93-2790 
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havior simulation [microform] / , 93- 
29171 
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composite behavior [microform] : simu- 
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Microfracture in high temperature metal 


matrix laminates [microform] / , 93- 
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trusses [microform] /, 93-2779 
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new approach /, 93-2843 
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Chamot, Anna Uhl. 
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Chan, Kwai-Cheung. 

Over the counter drugs [microform] : 
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Chan, M. K. 

User’s manual for FIRIN : a computer 
code to estimate accidental fire and ra- 
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progress report /, 93-29367 
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Chang, Chau-Lyan. 
Validation of three-dimensional incom- 
pressible spatial direct numerical simu- 
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Do not order from index; see indicated entry 





Author Index 
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Chang, Daniei P. Y. 
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An investigation of a ray-mode represen- 
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strengthen the bank insurance fund : 
statement of Donald H. Chapin, Assist- 
ant Comptroller General, Accounting 
and Financial Management Division, 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate., 93-2046, 93-21156 


Pension Benefit Guaranty Corporation 
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Clague, D. A. 
Volcanic glass compositions from two 
spreading centers in Lau Basin, South 
Pacific Ocean [microform] /, 93-2276 


Clague, Fred R. 
Power measurement system for 1 mW at 
1 GHz [microform] /, 93-15495 


Ciaivorne, E. 
Cost analysis for potential BWR Mark I 
containment improvements /, 93- 
22557 


Generic cost estimates : abstracts from 
generic studies for use in preparing 
regulatory impact analyses /, 93-6276 


Clark, A. Van. 
Ultrasonic railroad wheel 
using EMATS /, 93-1555 


Clark, Darryl. 
Marsh management in coastal Louisiana : 
effects and issues : proceedings of a 
symposium /, 93-14389 


Clark, David W. (David Wayne), 1951- 

Plan of study for the Regional Aquifer- 
System Analysis of the northern Rocky 
Mountains Intermontane Basins, Mon- 
tana and Idaho /, 93-16587 


Clark, David L. 

Audits of employee benefit plans need to 
be strengthened : statement of David 
L. Clark, Associate Director, Financial 
Management Systems and Audit Over- 
sight, Accounting and Financial Man- 
agement Division, before the Subcom- 
mittee on Labor, Committee on Labor 
and Human Resources, United States 
Senate., 93-2045, 93-21150 


Clark, Florence. 

Transition needs assessment of high 
school students with severe disabilities 
and their parents and teachers [micro- 
form] /, 93-25615 


Clark, George W. 

Final report, NASA grant NSG-7643 
from the Massachusetts Institute of 
Technology, the Center for Space Re- 
search [microform] /, 93-22078 


Clark, Gilbert A. 
Examining discipline-based art education 
as a curriculum construct [microform] 
/, 93-11270 


Clark, Gregory M. 

Description of techniques to drill, com- 
plete, and develop wells and to test and 
sample aquifers at a surface coal mine 
in northwestern Colorado /, 93-18832 
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Clark, Herbert H. 
Analysis of routine communication in the 
air traffic control system [microform] : 
final report /, 93-2929 


Clark, Herbert J. 
Organization development [microform] : 
concept, process, and applications in 
the Department of Defense /, 93-1818 


Prioritizing research and development 
projects of the Air Force Human Re- 
sources Laboratory [microform] / , 
93-1816, 93-18131 

Total quality management [microform] : 
getting started /, 93-6961 


Clark, J. M. 

Biochemical, endocrine, and hematologi- 
cal factors in human oxygen tolerance 
extension (predictive studies VI), con- 
tract no. NAG-9-342 [microform] / , 
93-22137 


Clark, John S. 

NASA/DOE/DOD nuclear propulsion 
technology planning : summary of FY 
1991 interagency panel results micro- 
form /, 93-9984 


Nuclear thermal propulsion transporta- 
tion systems for Lunar/Mars explora- 
tion [microform] /, 93-19244 


Clark, Patrick K. 
An integrated model development envi- 
ronment [microform] /, 93-27953 


Clark, Richard. 

Remote sensing and geographic informa- 
tion systems in support of the national 
wildlife refuge monitoring program, 
James River, North and South Dakota 
[microform] /, 93-18935 


Clark, Ronald K. 
Oxidation characteristics of Beta-21S in 
the air in the temperature Range 600 to 
800 C [microform] /, 93-7909 


Clark, Sandra H. B. 

Geology and mineral resource potential 
of the Chattanooga 1° x 2° quadrangle, 
Tennessee and North Carolina : a pre- 
liminary assessment /, 93-26221 


A preliminary report on the geology of 
the geology of the volcanic-rock- 
hosted Barite Hill gold deposit, Caroli- 
na slate belt [microform] / , 93-21532 


Clark, Terry A. 
Collaboration to build competence [mi- 
croform] the urban superintendents’ 
perspective /, 93-18414 


Clark, Tim W. 
Black-footed ferret annotated bibliogra- 
phy, 1986-1990 [microform] / , 93- 
7763 
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Clark, William S. 

Calculation of unsteady linearized Euler 
flows in cascades using harmonically 
deforming grids [microform] / , 93- 
26795 


Clarke, J. S. 
Geohydrologic evaluation of spring sites 
at Social Circle, Georgia, December 5- 
8, 1988 [microform] /, 93-5196 


Clarke, Janet T. 

Distribution, abundance and behavior of 
endangered whales in ithe Aiaskan 
Chukchi and Western Beaufort Sea, 
1989 [microform] : finel report /, 93- 
2573 


Clarke, Jeffrey J. 
Riviera to the Rhine /, 93-18104 


Clarke, Joan U. 
Assessing bioaccumulation in aquatic or- 
ganisms exposed to contaminated sedi- 
ments [microform] /, 93-1765 


Preliminary recommendations for a con- 
gener-specific PCB analysis in regula- 
tory evaluation of dredged material 
[microform] /, 93-4249 


Clarke, Roy S. 
The Port Orford, Oregon, meteorite mys- 
tery /, 93-12398 


Clarke, Thomas L. 

Joint CGS-AOML acoustical bottom 
echo-formation research II : field ex- 
periment results and recommendations 
for echo-sounder design /, 93-12990 


Clary, Warren P. 
Managing grazing of riparian areas in the 
intermountain region /, 93-1260 
Proceedings-Symposium on Ecology and 
Management of Riparian Shrub Com- 
munities [microform] : Sun Valley, ID, 
May 29-31, 1991 /, 93-15373 


Vegetation, nesting bird, and _ small 
mammal characteristics—Wet Creek, 
Idaho [microform] /, 93-22820 


Claus, Richard O. 

Analyses of near- and far-field two-lobe 
patterns outside the output endface of a 
two-mode fiber [microform] / , 93- 
17160 


Noncontact measurement of high temper- 
ature using optical fiber sensors [micro- 
form] : final report / R.O. Claus, prin- 
cipal investigator., 93-2912 


Clauson, Annette L. 
Costs of producing milk, 1989 and 1990 / 
, 93-3616 


Structural and financial characteristics of 
U.S. sugar beet farms [microform] / , 
93-1211 
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Ciauss, David B. 
Round-Robin analysis of the behavior of 
a 1:6-scale reinforced concrete contain- 
ment model pressurized to failure [mi- 
croform] : posttest evaluations /, 93- 
24812 


Clawson, K. L. 

Vortex wake characteristics of B757-200 
and B767-200 aircraft using the tower 
fly-by technique [microform] / , 93- 
27725 


Claxton, John. 
Test and evaluation management guide., 
93-27805 


Clay, Jeffery D. 
Computer-based maintenance aids for 
technicians [microform] : project final 
report /, 93-11071 


Clay Minerals Society. Meeting (28th : 1991 

: Houston, Tex.) 

Program and abstracts for Clay Minerals 
Society 28th annual meeting, Houston, 
Texas, October 5-10, 1991 [microform.] 
, 93-9926 


Clayton, D. Charlynn. 
Environment, safety, and health thesau- 
rus/dictionary [microform] / , 93- 
13396 


Clayton, J. L. 

Organic geochemistry of black shales, 
marlstones, and oils of middle Pennsyl- 
vanian rocks from the northern Denver 
and southeastern Powder River Basins, 
Wyoming, Nebraska, and Colorado /, 
93-9545 


Clayton, Russ. 
N,O field study /, 93-4604 


Clearinghouse on Adult Education & 
Literacy. 
Adult education for the homeless [micro- 
form] : FY 89 project abstracts., 93- 
20908 


Profiles of state programs [microform] : 
adult education for the homeless., 93- 
20907 


State profiles of the state-administered 
adult education program for program 
year 1988 [microform], 93-20893 


Clearinghouse on Child Abuse and Neglect 
Information. 
Catalog [microform] /, 93-16512 


Child abuse and neglect [microform] : a 
shared community concern., 93-14108 


Family violence : an overview /, 93- 
5019 


Clearinghouse on Disability Information 
(U.S.). Office of Special Education and 
Rehabilitative Services. 

Pocket guide to federal help for individ- 
uals with disabilities., 93-18190 





Clearinghouse on Election Administration 
WS.) 
Advisory Panel pictorial., 93-22537 
Agency voter registration program /, 
93-12582 


Election case law /, 93-27161 


Election signature retrieval systems /, 
93-8181 

Optical scanning technology for purposes 
other than ballot counting /, 93-8180 


Using NCOA files for verifying voter 


registration lists / 
registration ists /, 


Clearinghouse on Health Indexes (U.S.) 
Bibliography on health indexes [[micro- 
form]]/, 93-710 


Cleckner, Craig S. 
An automated thermal vacuum test 
system for use in environmental testing 
of flight systems and components [mi- 
croform] /, 93-2762 


Clemensen, A. Berle. 
Pennsylvania Main Line Canal : Juniata 
and Western Divisions : special study / 
93-21726 


Clement Associates. 
Toxicological profile for asbestos [micro- 
form] /, 93-9499 


Toxicological profile for bromoform and 
chlorodibromomethane [microform] / , 
93-9500 


Toxicological profile for 
phthalate [microform] / , 


di-n-butyl 
93-14091 
Toxicological profile for nitrobenzene 
[microform] /, 93-9502 
Toxicological profile for total xylenes 
[microform] /, 93-9508 


Toxicological profile for toxaphene [mi- 
croform] /, 93-9506 


Clement International Corporation. 
Toxicological profile for aluminum and 
compounds [microform] / , 93-14092 


Toxicological profile for cresols [micro- 


93-14095 


Toxicological profile for nitrophenols 
[microform] : 2-nitrophenol, 4-nitro- 
phenol /, 93-14097 


Toxicological profile for plutonium [mi- 
croform] /, 93-9503 


Toxicological profile for radon [micro- 
form] /, 93-9504 


Toxicological profile for silver [micro- 
form] /, 93-9505 


Toxicological profile for vanadium and 
compounds [microform] / , 93-14098 


Toxicological profile for 2-butanone [mi- 
croform] /, 93-14094 


Toxicological profile for 1,3-butadiene 
[microform] /, 93-14093 
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Clifton, James R. 


Toxicological profile for 2,4-dichloro- 
phenol [microform] /, 93-14096 

Toxicological profile for 2,4,6-trichloro- 
phenol [microform] /, 93-9507 


Clements, Barbara S. 

Rec dations for improving the Na- 
tional Education Fiscal Database [mi- 
croform] /, 93-23410 

Reporting high school graduation and 
other high school completer statistics 
[microform] : recommendations devel- 
oned by the Education Data Improve- 
ment Project Task Force on High 
School Completion Rates /, 93-16167 


Clemmer, Ronald L. 
Uranium removal from drinking water 
using a small full-scale system : project 
summary /, 93-16230 


Clendenen, Gary W. 

Height growth and site index curves for 
western white pine in the Cascade 
Range of Washington and Oregon [mi- 
croform] /, 93-3675 


Cler, Gerald L. 
Market potential of storage cooling sys- 
tems in the Army [microform] /, 93- 
15769 





Cleveland Federal Executive Board. 
Directory of federal agencies and depart- 
ments, Cleveland, Ohio [[microform].] , 
93-17409 


Guide for FEB committees., 93-8185 


Clevenson, Sherman A. 
Capabilities of the thermal acoustic fa- 
tigue apparatus [microform] / , 93- 
2757 


Clifford, Candace. 
Inventory of large preserved historic ves- 
sels [microform] /, 93-18965 


Clifford, Dennis A. 
The fate of chromium (III) in chlorinated 
water [microform] : project summary / 
, 93-18439 


Clifford, Ray. 
Foreign languages and distance education 
[microform] : next best thing to being 
there /, 93-4454 


Clifford, Richard M. 
Reconceptualization of financing under 
P.L. 99-457 part H [microform] / , 
93-18329 


State financing of services under P.L. 99- 
457 part H [microform] / , 93-11228, 
93-11265 


Clifton, James R. 
Service life of concrete [microform] / , 
93-22560, 93-24815 
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Climate Analysis Center (U.S.) 
Daily weather maps. Weekly series /, 
93-225 
Monthly & seasonal weather outlook /, 
93-217 


Weekly climate bulletin., 93-223 


Climate Diagnostics Workshop. 
Proceedings of the annual Climate Diag- 
nostics Workshop [[microform].] , 93- 
20383 


Climate Monitoring and Diagnostics 
Laboratory (U.S.). Climate Research 
Division. 

Differences within and among surface 
marine datasets [raicroform] / , 93- 
20551 


Cline, Denzel R. 
Ground-water pumpage from the Colum- 
bia Plateau, Washington and Oregon, 
1945 to 1984 /, 93-26234 


Cline, Helmut P. 
User assembly and servicing system for 
space station [microform] : an evolving 
architecture approach /, 93-21999 


Cline, Martin J., 1934- 
Genetic intervention : gene transfer, gene 
therapy and gene modification /, 93- 
2175 


Clingan, Mark R. 
Reducing miner absenteeism /, 93-5455 


Clingerman, Karen J. 
Animal care and use committees /, 93- 
3818 


Clinton, Barton D. 

Equations for estimating biomass of her- 
baceous and woody vegetation in 
early-successional southern Appalach- 
ian pine-hardwood forests [microform] 
/, 93-27418 


Clinton, Bill, 1946- 

Additional measures with respect to the 
Federal Republic of Yugoslavia (Serbia 
and Montenegro) : message from the 
President of the United States transmit- 
ting his executive order taking addi- 
tional steps with respect to the actions 
and policies of the Federal Republic of 
Yugoslavia (Serbia and Montenegro), 
pursuant to 50 U.S.C. 1706(d) and 
1641(b)., 93-19750 


Adjustment of the maximum deficit 
amount : message from the President of 
the United States, transmitting notifica- 
tion of his decision that the adjustment 
of the maximum deficit amount, as al- 
lowed under section 253(g)({1)(B) of the 
Act (2 U.S.C. 903(g)(1)(B), shall be 
made, pursuant to 2 U.S.C. 904(c)., 
93-19727 


Amendment to appropriations requests : 
communication from the President of 
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the United States transmitting an 
amendment to the fiscal year 1994 re- 
quest for appropriations for the 
Agency for International Development, 
pursuant to 31 U.S.C. 1107., 93-24742 


Amendment to the Montreal protocol on 
substances that deplete the ozone layer 
: message from the President of the 
United States transmitting the amend- 
ment to the Montreal protocol on sub- 
stances that deplete the ozone layer, 
adopted at Copenhagen, November 23- 
25, 1992, by the fourth meeting of the 
parties to the Montreal protocol, 93- 
29694 


Amendments to appropriations requests : 


communication from the President of 
the United States transmitting an 
amendment to the fiscal year 1994 re- 
quest for appropriations for the De- 
partment of the Interior, pursuant to 31 
U.S.C. 1107., 93-19751, 93-24746, 
93-27100, 93-29752 


Amendments to FY 1994 appropriations 


request communication from the 
President of the United States transmit- 
ting an amendments to the fiscal year 
1994 request for appropriations for the 
Departments of Education and Agri- 
culture, pursuant to 31 U.S.C. 1107., 
93-22468 


Appropriations request EC 1310 : com- 


munication from the President of the 
United States transmitting requests for 
emergency fiscal year 1993 supplemen- 
tal appropriations to provide for emer- 
gency expenses arising from the conse- 
quences of the flooding along the Mis- 
sissippi River and its tributaries. 93- 
29691 


Appropriations request EC 1311 : com- 


munication from the President of the 
United States transmitting an amend- 
ment to the fiscal year 1994 appropria- 
tions request for the Federal Emergen- 
cy Management Agency (FEMA)., 
93-29692 


Blocking government of Haiti property 


and prohibiting transactions with Haiti 
: message from the President of the 
United States transmitting a copy of an 
executive order taking additional steps 
with respect to the actions and policies 
of the de facto regime in Haiti and the 
national emergency described and de- 
clared in executive order no. 12775, 
pursuant to 50 U.S.C. 1701 et seq., and 
1601 et seq., and 22 U.S.C. 287c., 93- 
27101 


Budget request : communication from the 
President of the United States transmit- 
ting requests for fiscal year 1993 sup- 
plemental appropriations for the De- 
partment of Agriculture, Housing and 
Urban Development, Justice, Transpor- 
tation, and Veterans Affairs, as well as 
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an additional fiscal year 1993 transfer 
authority for the Department of De- 
fense., 93-24729 


Budget request (EC 1399) : communica- 
tion from the President of the United 
States transmitting a request to consid- 
er amendments to the fiscal year 1994 
appropriations request for the Depart- 
ment of Energy., 93-29693 


Continuation of national emergency re- 


garding export control regulations : 
message from the President of the 
United States transmitting his notifica- 
tion of his declaration continuing the 
national emergency regarding export 
control regulations, pursuant to 50 
U.S.C. 1701 et seq., 93-22464 


Continuation of national emergency with 


respect to Haiti : communication from 
the President of the United States 
transmitting developments since the 
last report concerning the national 
emergency with respect to Haiti, pur- 
suant to 50 U.S.C. 1703., 93-27104 


Continuation of national emergency with 


respect to Iraq : message from the 
President of the United States transmit- 
ting notification that the Iraqi emergen- 
cy is to continue in effect beyond 
August 2, 1993, pursuant to 50 U.S.C. 
1622(d)., 93-29747 


Continuation of national emergency with 


respect to Libya : communication from 
the President of the United States 
transmitting a report on developments 
since his last report of December 30, 
1992, concerning the national emergen- 
cy with respect to Libya, pursuant to 
50 U.S.C. 1703(c)., 93-27105 


Continuation of national emergency with 


respect to Panama : communication 
from the President of the United States 
transmitting developments since his last 
report of October 5, 1992, concerning 
the continued blocking of Panamanian 
government assets, pursuant to 50 
U.S.C. 1706(d)., 93-19745 


Continuation of national emergency with 


respect to the Federal Republic of 
Yugoslavia (Serbia and Montenegro) : 
message from the President of the 
United States transmitting notification 
that the Federal Republic of Yugoslav- 
ia (Serbia and Montenegro) emergency 
is to continue in effect beyond May 30, 
1993, pursuant to 50 U.S.C. 1622(d)., 
93-22473 


Continuation of waiver authority : com- 


munication from the President of the 
United States transmitting notification 
of his determination that a continuation 
of a waiver currently in effect for Al- 
bania, Armenia, Azerbaijan, Belarus, 
Georgia, Kazakhstan, Kyrgyzstan, 
Moldova, Mongolia, Romania, Russia, 
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Tajikistan, Turkmenistan, Ukraine, and 
Uzbekistan will substantially promote 
the objectives of section 402, of the 
Trade Act of 1974, pursuant to 19 
U.S.C. 2432(d)(1)., 93-22475, 93- 
22477 


Defense Base Closure and Realignment 
Commission report to the President : 
communication from the President of 
the United States transmitting his certi- 
fication of his approval of ail the rec- 
ommendations contained in the Com- 
mission’s report, pursuant to Public 
Law 101-510, section 2903(e) (104 Stat. 
1812)., 93-27110 


Deferrals of budget authority : message 
from the President of the United States 
transmitting a report of three new de- 
ferrals of budget authority, pursuant to 
2 U.S.C. 684(a)., 93-15013 

Designating Ecuador as a beneficiary : 
communication from the President of 
the United States transmitting his intent 
to designate Ecuador as a beneficiary 
of the trade-liberalizing measures pro- 
vided for in the Andean Trade Prefer- 
ence Act, pursuant to 19 U.S.C. 3202., 
93-22462 


Developments concerning the national 
emergency with respect to Iran : mes- 
sage from the President of the United 
States transmitting a report on develop- 
ments since his last report of Novem- 
ber 10, 1992, concerning the national 
emergency with respect to Iran, pursu- 
ant to 50 U.S.C. 1641(c)., 93-22469 

Developments concerning the national 
emergency with respect to Iraq : mes- 
sage from the President of the United 
States transmitting a report on the de- 
velopments since his last report of Feb- 
ruary 16, 1993, concerning the national 
emergency with respect to Iraq, pursu- 
ant to 50 U.S.C. 1703(c)., 93-29749 

Developments concerning the national 
emergency with respect to the Federal 
Republic of Yugoslavia (Serbia and 
Montenegro) : message from the Presi- 
dent of the United States transmitting a 
report on developments since his last 
report of May 30, 1992, concerning-the 
national emergency with respect to the 
Federal Republic of Yugoslavia (Serbia 
and Montenegro), pursuant to 50 
U.S.C. 1641(c)., 93-24741 

Drafts of proposed legislation : message 
from the President of the United States 
transmitting drafts of proposed legisla- 
tion entitled the “National Service 
Trust Act of 1993” and the “Student 


to 31 U.S.C. 
27103, 93-27111 


Emigration laws and policies of the Re- 
public of Bulgaria : communication 
from the President of the United States 
transmitting his determination that Bul- 
garia meets the emigration criteria of 
the Jackson-Vanik amendment to the 
Trade Act of 1974, pursuant to 19 
U.S.C. 2432(b) and 2439(b)., 93-22476 

Emigration laws and policies of the Re- 
public of Bulgaria : message from the 
president of the United States transmit- 
ting an updated report that Bulgaria 
meets the emigration criteria of the 
Jackson-Vanik amendment to _ the 
Trade Act of 1974, pursuant to 19 
U.S.C. 2432(b)., 93-29746 


Extension of nuclear cooperation with 
the European Atomic Energy Commu- 
nity : communication from the Presi- 
dent of the United States transmitting 
his determination that continued nucle- 
ar cooperation with the European 
Atomic Energy Community (EURA- 
TOM) is needed in order to achieve 
U.S. nonproliferation objectives and to 
protect our common defense and secu- 
rity, pursuant to 42 U.S.C. 2155(a){2)., 
93-17371 

Humanitarian aid to Somalia : communi- 
cation from the President of the United 
States transmitting his report regarding 
the humanitarian crisis in Somalia, pur- 
suant to 22 U.S.C. 2151 NT., 93- 
19710, 93-19711 


Intent to suspend Mauritania from the list 
of beneficiaries under the GSP : com- 
munication from the President of the 
United States transmitting notification 
of his intent to suspend indefinitely 
Mauritania from their status as GSP 
beneficiaries, pursuant to 19 U.S.C. 
2462(a)., 93-29745 


1107., 93-150ii, 93- 


Making available appropriations : com- 
munication from the President of the 
United States transmitting notification 
making available emergency appropria- 
tions in budget authority for the De- 
partment of Agriculture, Education 


and the Interior ...., 93-19736 

Military strike on Iraq : communication 
1487 from the President of the United 
States transmitting notification of his 
decision to order a military strike on 
Iraq on June 26, 1993, pursuant to 50 
U.S.C. 1544(a)., 93-29744 


The NAFTA : expanding U.S. exports, 
jobs, and growth : Clinton administra- 
tion statement on the North American 


Clinton, Bill, 1946- 


which covers fiscal year 1992, pursuant 
to 22 U.S.C. 4413(i)., 93-15012 


Nondiscriminatory treatment to the prod- 
ucts of Romania : communication from 
the President of the United States 
transmitting a copy of the “agreement 
on trade relations between the govern- 
ment of the United States and the gov- 
ernment of Romania” will promote the 
purposes of the Trade Act of 1974 and 
is in the national interests, pursuant to 
19 U.S.C. 2437(a)., 93-27107 

Progress of Linited Statee efforts in So- 


malia : communication from the Presi- 
dent of the United States transmitting a 
report on U.S. peacekeeping contribu- 
tions and the use of U.S. armed forces 
in Somalia., 93-27102 


Progress on United States efforts in So- 


malia : communication from the Presi- 
dent of the United States transmitting 
progress report of United States efforts 
in Somalia., 93-24743 

Proposed _legislation—”Comprehensive 
Child Immunization Act of 1993” : 
message from the President of the 
United States transmitting a draft of 
proposed legislation to provide for the 
immunization of all children in the 
United States against vaccine prevent- 
able diseases, and for other purposes., 
93-19737 


Proposed legislation—”Goals 2000: Edu- 
cate America Act” : message from the 
President of the United States transmit- 
ting a draft of proposed legislation enti- 
tled “Goals 2000: Educate America 
Act.”, 93-19744 

Proposed Legislation-Expedited Exclu- 
sion and Alien Smuggling Enhanced 
Penalties Act of 1993 : message from 
the President of the United States 
transmitting a draft of proposed legisla- 
tion designed to address the growing 
abuse of legal immigration and political 
asylum systems by illegal aliens holding 
fraudulent documents and by alien 
smugglers, including a section-by-sec- 
tion analysis., 93-27116 

Proposed legislation, the Community De- 
velopment Banking and Financial Insti- 
tutions Act of 1993 : message from the 
President of the United States transmit- 
ting a draft of proposed legislation to 
facilitate the establishment of communi- 
ty development financial institutions., 
93-27112 

Proposed rescission of budget authority : 


message from the President of the 
United States transmitting one pro- 
posed rescission and one revised defer- 
ral of budget authority, pursuant to 2 
U.S.C. 683(aX(1)., 93-19743 
Requesting supplemental appropriations : 
communication from the President of 
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Loan Reform Act of 1993.”, 93-22465 
Emergency supplemental appropriations 
request : communication from the 
President of the United States transmit- 
ting his request for emergency FY 1993 
supplemental appropriations, pursuant 


Free Trade Agreement., 93-29439 
National Endowment for Democracy 
1992 annual report : message from the 
President of the United States transmit- 
ting the ninth annual report of the Na- 
tional Endowment for Democracy, 
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Clinton, Bill, 1946- 


the United States transmitting his re- 
quest for supplemental appropriations 


for fiscal year 1993, pursuant to 31 | 


U.S.C. 1107., 93-22470 


Rescissions of budget authority : commu- 
nication from the President of the 
United States transmitting six proposed 
rescissions of budget authority, pursu- 
ant to 2 U.S.C. 683(a{1)., 93-22474 


Rivised deferral of budget authority : 
message from the President of the 
United States transmitting a report of 
one revised deferral of budget author- 
ity affecting programs in the Depart- 
ment of Agriculture, pursuant to 2 
U.S.C. 685(c)., 93-19733 


Status of Iraq : communication from the 
President of the United States transmit- 
ting a report on the status of efforts to 
obtain compliance by Iraq with the res- 
olutions adopted by the U.N. Security 
Council, pursuant to Pub. L. 102-1, sec. 
3. 105 Stat.4., 93-27113 


Status on Iraq : communication from the 
President of the United States transrnit- 
ting a report on the status of efforts to 
obtain compliance by Iraq with the res- 
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form] /, 93-19157 


Page I-99 





Cucinotta, Francis A. 


Multiple lesion track structure model [mi- 
croform] /, 93-2986 


Quasi-elastic nuclear scattering at high 
energies [microform] /, 93-9865 


Target correlation effects on neutron-nu- 
cleus total, absorption, and abrasion 
cross sections [microform] / , 93- 
12080 


Cuevas, O. Miguel. 
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ground-water contamination by organic 
compounds [microform] /, 93-2293 


Cummings, Timothy R. 
Swan Falls instream flow study /, 93- 
24191 


Swan Falls instream flow study : anno- 
tated bibliography /, 93-24192 


Cummins, Jim. 
Empowering culturally and linguistically 
diverse students with learning problems 
[microform] /, 93-11212 


Empowering minority students [micro- 
form] : teacher training project for bi- 
lingual & English to speakers of other 
languages teachers /, 93-23380 


Cunningham, Diane. 

Databases available in the Research In- 
formation Center of the National Insti- 
tute of Standards and Technology [mi- 
croform] /, 93-25288 


Cunningham, R. A. 
Detection and characterization of indica- 
tions in segments of reactor pressure 
vessels /, 93-3426 


Cunnington, George R. 
Emittance measurements of space shuttle 
orbiter reinforced carbon-carbon [mi- 
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8362 


Czarnecki, John B. 
Geohydrology and evapotranspiration at 
Franklin Lake playa, Inyo County, 
California [microform] /, 93-5235 
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between the United States of America 
and the Czechoslovak Socialist Repub- 
lic, extending the agreement of Febru- 
ary 28, 1969, as amended and extended, 
effected by exchange of notes, dated at 
Prague December 18 and 29, 1985., 
93-26920, 93-26924 


Cultural property : agreement between 
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ance manual /, 93-9157 


Ellison, William. 
Assessment of SO. and NOx emission 
control technology in Europe [micro- 
form] : project summary /, 93-18444 


Ellrod, Gary P. 
A decision tree approach to clear air tur- 
bulence analysis using satellite and 
upper air data /, 93-1581 


Elrick, Kent A. 

Effect of mining-related activities on the 
sediment-trace element geochemistry of 
Lake Coeur d’Alene, Idaho, USA. Part 
1, Surface sediments [microform] / , 
93-16747 


Elrod, Harold G. 
Numerical experiments with flow of elon- 
gated granules [microform] / , 93- 
2840 


Elrod, J. L. 
Ultrasonic gelling of channelized 2:1 clay 
(palygorskite and sepiolite) in ionic 
media [microform] /, 93-15124 


Elsasser, S. 

The TRIGA reactor facility at the 
Armed Forces Radiobiology Research 
Institute [microform] : a simplified 
technical description /, 93-13194 


Elshamy, M. 
Bivariate extreme value distributions [mi- 
croform] /, 93-14639 
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Linking planning and evaluation [micro- 
form] : understanding the process in 
vocational and technical education /, 
93-11253 


A look at planning and evaluation link- 
ages across the nation [microform] / , 
93-20980 


Elson, James A. 
Active learning [microform] : creating ex- 
citement in the classroom /, 93-23521 


Elster, Charles. 
Effects of controlled, primerese language 
on the reading process [microform] / , 
93-13528 


Elston, Robert G. 
Archaeological investigations at Panaca 
Summit /, 93-9730 


Ely, Donals P. 
Trends and issues in educational technol- 
ogy, 1989 [microform] /, 93-18253 


Ely, James F. 

Properties of Lennard-Jones mixtures at 
various temperatures and energy ratios 
with a size ratio of two [microform] / , 
93-15492 


Tables for the thermophysical properties 
of ethane [microform] /, 93-27711 


Tables for the thermophysical properties 
of methane /, 93-4023 


Embrey, S. S. 

Surface-water-quality assessment of the 
Yakima River basin, Washington : areal 
distribution of fecal-indicator bacteria, 
July 1988 /, 93-7500 


Emergency Management Institute (U.S.) 
FY ... resident training programs /, 93- 
21130 


Residential program /, 93-21127 


Emerson, David E. 

Method and apparatus for direct determi- 
nation of helium-3 in natural gas and 
helium [microform] / , 93-2459, 93- 
5445 


Emerson, Douglas G. 

Documentation of a heat and water trans- 
fer model for seasonally frozen soils 
with application to the precipitation- 
runoff model [microform] / , 93- 
26313 


Emery, W. J. 

Sea surface velocities from visible and in- 
frared multispectral atmospheric map- 
ping sensor imagery [microform] / , 
93-14715 


Emge, Lou. 
Designing and evaluating desired out- 
comes for program improvement [mi- 
croform] /, 93-20925 
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Emmel, T. E. 

Cost of controlling directly emitted 
acidic emissions from major industrial 
sources [microform] : project summary 
/, 93-25911 

Ohio/Kentucky/TVA coal-fired utility 
SO2 and NOx retrofit study [micro- 
form] : project summary /, 93-25913 


Emmett, William W. 
The phytoplankton of Fremont Lake, 
Wyoming /, 93-28649 


Emmitt, G. D. 
EOSDIS prototyping [microform] : exec- 
utive summary, final report /, 93- 
26748 


Emory University. Carter Center. 
Morality and foreign policy [microform] : 
realpolitik revisited /, 93-8216 


Empie, Malcolm B. 
106-Mile Dumpsite Physical Oceanogra- 
phy Project [microform] : hydrograph- 
ic data report of the Delaware II 91-09 
Cruise /, 93-17876 


Emry, Robert J. 

Rodents of the Bridgerian (middle 
Eocene) Elderberry Canyon local 
fauna of eastern Nevada [microform] / 
, 93-14878 


Enciso, S. 
Thermal-hydraulic post-test analysis of 
OECD LOFT LP-FP-2 experiment 
[microform] /, 93-17439 


Endangered Species Program (U.S.) 
Endangered species technical bulletin /, 
93-815 


Endecott, Boyd R. 

Inhalation toxicology [microform XII, 
Comparison of toxicity rankings of six 
polymers by lethality and by incapaci- 
tation of rats] /, 93-10214 

Inhalation toxicology. IX, Times-to-inca- 
pacitation for rats exposed to carbon 
monoxide alone, to hydrogen cyanide 
alone, and to mixtures of carbon mon- 
oxide and hydrogen cyanide [micro- 
form] /, 93-29668 


Endres, Richard M. 
Aviation electronics technician 2 (inter- 
mediate) /, 93-6943 


Energetics, Inc. 

Emergency planning and community 
right-to-know act (EPCRA) [micro- 
form] /, 93-25484 

Energy Library. 

New at the Energy Library [[micro- 

form].], 93-562 
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Digital analysis of wind tunnel imagery 
to measure fluid thickness [microform] 
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Nancy. 
Drill presses [microform] / , 93-18268 
Orientation to machine shop [microform] 
: safety, machine, identification, metal 
identification /, 93-18267 
Pneumatics [microform] / , 


Engelhaupt, Darell. 

Mach 5 clectroformed nickei nozzie re- 
furbishment [microform] : FNAS inves- 
tigation of ultra-smooth surfaces /, 
93-26852 


and Research Center (U.S.) 
Publications for sale., 93-21705 


Engineering and Research Center (U.S.). 


93-20904 


Library. 
Recent library additions /, 93-762 


Engineering Sciences, Inc. 
Urban air toxics monitoring program 
{[microform]] /, 93-23599 


Engineering Services Laboratory (U.S.) 
Foam wall system for expedient facilities 
[microform] /, 93-27954 


Preliminary screening procedures and cri- 
teria for replacements for halons 1211 
and 1301 /, 93-4020 


Mapping, charting, and geodesy : agree- 
ment between the United States of 
America and the United Kingdom of 
Great Britain and Northern Ireland, 
signed at Feltham and Washington, 
July 4 and 18, 1985., 93-24653 


Taxation, defense contractors : memoran- 
dum of understanding between the 
United States of America and the 
United Kingdom of Great Britain and 
Northern Ireland, signed at Washing- 
ton July 7, 1987., 93-24657 


England, Harvey M. 

Comparisons of molecular sieve oxygen 
concentrators for potential medical use 
aboard commercial aircraft [microform 
/ Harvey M. England, Jr., Bruce C. 
Wilcox, Jr., Garnet A. McLean.], 93- 
27032 


Inward contaminant leakage tests of S- 
Tron Corporation emergency escape 
breathing device [microform] / , 93- 
22408 


England-Joseph, Judy. 

Perspectives on potential agricultural and 
budgetary impacts from an increased 
use of ethanol fuels [microform] : state- 
ment for the record of Judy England- 
Joseph, Associate Director, Energy 
Issues, Resources, Community, and 
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Economic Development Division, 
before the Committee on Ways and 
Means, House of Representatives /, 
93-13848 


England-Joseph, Judy A. 

Alaskan crude oil exports [microform] : 
testimony by Judy A. England-Joseph, 
Associate Director, Resources, Com- 
munity, and Economic Development 
Division, before the Subcommittee on 
International Economic Policy and 
Trade, Committee on Foreign Affairs, 


‘ ar Anes 
House of Renresentatives., 93-2057 


Comments on proposed legislation to re- 
structure DOE’s uranium enrichment 
program [microform] : statement of 
Judy A. England-Joseph, associate di- 
rector, Energy Issues, Resources, Com- 
munity, and Economic Development 
Division, before the Subcommittee on 
Energy and the Environment, Commit- 
tee on Interior and Insular Affairs, 
House of Representatives /, 93-11409 


Flood insurance [microform] : informa- 
tion on the mandatory purchase re- 
quirement : statement of Judy A. Eng- 
land-Jospeh, Director, Housing and 
Community Development Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Housing and Urban Af- 
fairs, Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate /, 93-23770 


Grant management [microform] : im- 
provements needed in federal oversight 
of NSF grants : statement of Judy A. 
England-Joseph, Associate Director, 
Energy Issues, Resources, Community, 
and Economic Development Division, 
before the Committee on Governmen- 
tal Affairs, U.S. Senate /, 93-13857 


Public housing [microform] : issues in 
housing the nonelderly mentally dis- 
abled with the elderly : statement of 
Judy A. England-Joseph, Director, 
Housing and Community Development 
Issues, Resources, Community, and 
Economic Development Division, 
before the Congressional Staff Sympo- 
sium on Nonelderly Disabled Persons 
Living in Public Housing for the El- 
derly /, 93-21179 


Rural rental housing [microform] : exces- 
sive profits and program abuses in mul- 
tifamily housing : statement of Judy A. 
England-Joseph, Director, Housing and 
Community Development Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Oversight and Investiga- 
tions, Committee on Energy and Com- 
merce, House of Representatives /, 
93-21182 


Small business [microform] : federal agen- 
cies’ contracting goals for women- 
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owned businesses : statement of Judy 
A. England-Joseph, Director, Housing 
and Community Development Issues, 
Resources, Community, and Economic 
Development Division, before the 
Committee on Small Business, House 
of Representatives /, 93-21184 


Small business [microform] : the Small 
Business Administration’s progress in 
restructuring its 8(a) business develop- 
ment program : statement of Judy A. 
England-Joseph, director, Housing and 
Community Development Issues, Re- 
sources, Community, and Economic 
Development Division, before the 
Committee on Small Business, House 
of Representatives /, 93-11419 


Englander, Evelyn A. 
U.S. Marines in the Persian Gulf, 1990- 
1991 : anthology and annotated bibliog- 
raphy /, 93-13328 


Engler, Robert M. 
Update of the Corps’ Environmental Ef- 
fects of Dredging Programs (FY 89) 
[microform] /, 93-1763 


Englert, Carol Sue. 
Establishing a case for writing interven- 
tion [microform] : the what and why of 
expository writing /, 93-23355 


Englert, Gerald W. 

Damping and scattering of electromag- 
netic waves by small ferrite spheres 
suspended in an insulator [microform] / 
, 93-19230 


English, Donald B. K. 

Effective recreation opportunity set 
(EROS) index [microform] : a comput- 
able measure of recreation supply /, 
93-27409 


English, Jill. 
Drug education through literature [mi- 
croform] : an annotated bibliography 
for grades K-6 /, 93-28081 


Drug education through literature [mi- 
croform] : an annotated bibliography 
for grades 7-12 /, 93-21026 


Englund, Evan J. 

Geo-EAS (geostatistical environmental 
assessment software) user’s guide [mi- 
croform] : project summary /, 93- 
25893 


Engquist, Bjorn. 
Fast wavelet based algorithms for linear 
evolution equations [microform] / , 
93-12210 


Engquist, Sheree K. 
Applicability of utility models to the 
evaluation of military manpower and 
personnel research programs [micro- 
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form] : a critical review and illustra- 
tions /, 93-4339 


Applying neural networks to Air Force 
personnel analysis [microform] /, 93- 
11086 


Neural network applications [microform] 
: a literature review /, 93-20755 


Enns, Dale F. 
Application of nonlinear feedback control 
theory to supermaneuverable aircraft 
[microform] : final report /, 93-12314 


Enriquez, Clara V. 
A preliminary design for a satellite power 
system [microform] /, 93-12234 


Ensign, Arselia. 
Cookbooks and good eating [microform] 
: cookbooks for special populations : 
let’s eat /, 93-1900 
Home accessibility [microform] : living as 
you like to live /, 93-20936, 93- 
20937 


Ensign, Arselia S. 
Low tech solutions [microform] : a place 
to begin /, 93-21073 


Entine, Gerald. 
Solid state neutron dosimeter for space 
applications [microform] : final report / 

, 93-26765 


Entropy Environmentalists. 
Performance audit procedures for opacity 
monitors [microform] /, 93-11342 


Envia, Edmane. 
Prediction of noise field of a propfan at 
angle of attack [microform] / , 93- 
2936 


Environmental Laboratory (U.S. Army 
Engineer Waterways Experiment Station) 
Determination of the chemical suitability 

of a dredged material containment area 
for aquaculture [microform] / , 93- 
15741 


Evaluation of dredged material disposal 
alternatives for US Navy homeport at 
Everett, Washington [microform] / , 
93-4247 


Evaluation of loading and dredged mate- 
rial overflow from mechanically filled 
hopper barges in Mobile Bay, Alabama 
[microform] /, 93-1771 


Inland waterways [microform] : proceed- 
ings of a national workshop on the 
beneficial uses of dredged material, 27- 
30 October 1987, St. Paul, Minnesota /, 
93-4244 


Leachate testing of Hamlet City Lake, 
North Carolina, sediment [microform] 
/, 93-23238 


Long-term evaluation of plants and ani- 
mals colonizing contaminated estuarine 
dredged material placed in both upland 
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and wetland environments [microform] 
: interim report /, 93-1768 

Long-term management strategy for 
dredged material disposal for the Naval 
Weapons Station, Yorktown, York- 
town, Virginia; Naval Supply Center, 
Cheatham Annex, Williamsburg, Vir- 
ginia; and Naval Amphibious Base, 
Little Creek, Norfolk, Virginia. Phase 
I, Evaluation of existing management 
options and data [microform] / , 93- 
1770 

Proceedings of the National Workshop 
on Methods to Minimize Dredging Im- 
pacts on Sea Turtles, 11 and 12 May 
1988, Jacksonville, Florida [microform] 
/, 93-11034 


Synthesis of the results of the Field Veri- 
fication Program Wetland Disposal al- 
ternative [microform] /, 93-4246 


Environmental Management Support (Firm) 
Alternative Treatment Technology Infor- 
mation Center (ATTIC) [microform] : 
user’s manual /, 93-25833 


Environmental Monitoring and Support 

Laboratory (Las Vegas, Nev.) 

Analytical methods manual for the 
direct/delayed response project soil 
survey [microform] : project summary 
/, 93-18473 


Environmental Monitoring and Support 
Laboratory (Research Triangle Park, N.C.) 
Performance audit procedures for opacity 

monitors [microform] /, 93-11342 


Environmental Monitoring Systems 
Laboratory (Cincinnati, Ohio) 
Experimental design and data analysis ap- 
plicable to assays for monitoring water- 
borne viruses [microform] : project 
summary /, 93-25895 

Methods for measuring the acute toxicity 
of effluents and receiving waters to 
freshwater and marine organisms [mi- 
croform] /, 93-25824 


Environmental Monitoring Systems 

Laboratory (Las Vegas, Nev.) 

The determination of pH by flow injec- 
tion analysis and by fiber optrode anal- 
ysis [microform] : project summary /, 
93-16236 


Direct/delayed response project [micro- 
form] : field operations and quality as- 
surance report for soil sampling and 
preparation in the Southern Blue Ridge 
Province of the United States : project 
summary /, 93-18459 


Environmental methods testing site 
project [microform] : data management 
procedures plan : project summary /, 
93-18458 


Evaluation of existing total human expo- 
sure models [microform] : project sum- 
mary /, 93-16235 
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Geo-EAS (geostatistical environmental 
assessment software) user’s guide [mi- 
croform] : project summary /, 93- 
25893 

Geophysics Advisor Expert System [mi- 
croform] /, 93-26375 

Guide to site and soil description for haz- 
ardous waste site characterization [mi- 
croform] project summary., 93- 
25899 


An !Interlaboratory study of inductively 
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troscopy “method 6010 and digestion 
method 3050 [microform] project 
summary /, 93-16234 


Molecular optical spectroscopic tech- 
niques for hazardous waste site screen- 
ing [microform] : project summary /, 
93-25896 

Monitoring and research strategy for for- 
ests [microform] : Environmental Mon- 
itoring and Assessment Program 
(EMAP) project summary., 93- 
25948 

National stream survey, Phase I [micro- 
form] : field operations report : project 
summary /, 93-18460 


National stream survey, Phase I [micro- 
form] : quality assurance report., 93- 
25823 


National surface water survey [micro- 
form] : eastern lake survey (phase I - 
synoptic chemistry) quality assurance 
report : project summary /, 93-18457 

National surface water survey national 
stream survey [microform] : phase I, 
pilot survey : summary of quality as- 
surance data results : project summary 
/, 93-25930 


Pre-concentration method for inductively 
coupled plasma-mass spectrometry /, 
93-4617 


Production and management of small- 
quantity-generator hazardous-waste in 
Florida [microform] : project summary 
/, 93-25894 

Protein adducts for exposure monitoring 
[microform] : a computerized database 
(software and user’s manual) : project 
summary /, 93-25943 


Proximity of sanitary landfills to wetlands 
and deepwater habitats : an evaluation 
and comparison of 1,153 sanitary land- 
fills in 11 states /, 93-4618 


Proximity of Texas sanitary landfills to 
wetlands and deepwater habitats /, 
93-4619 

Soil gas sensing for detection and map- 
ping of volatile organics [microform] : 
project summary /, 93-18474 

Tank issues. Design and placement of 


floating liquid monitoring wells., 93- 
23592 
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Tank issues. Design and placement of 
vapor monitoring wells., 93-23591 


Tank issues. Site characterization for ex- 
ternal leak monitoring., 93-23593 


Time spent in activities, locations, and 
microenvironments [microform] : a 
California national comparison ; 
project summary /, 93-11325 

Wetlands detection methods investigation 
[microform] : project summary /, 93- 
25897 


Environmental Monitoring Systems 
Laboratory (Las Vegas, Nev.). Office of 
Research and Development. 

Indoor air pollutants from household 
product sources [microform] / , 93- 
9286 


Environmental Monitoring Systems 
Laboratory (Research Triangle Park, N.C.) 
Benzene continuous emission monitoring 

systems for gasoline bulk storage [mi- 
croform] : project summary /, 93- 
28262 


Development of collection methods for 
semivolatile organic compounds in am- 
bient air [microform] : project summa- 
ry /, 93-28263 


Evaluation of sampling and analytical 
methods for nicotine and polynuclear 
aromatic hydrocarbon in indoor air 
[microform] : project summary /, 93- 
28261 


Indoor air quality in public buildings [mi- 
croform] : project summary /, 93- 
18462 


Precision and accuracy assessments for 
state and local air monitoring net- 
works., 93-9287 


Sampling and analytical methods devel- 
opment for dry deposition monitoring 
[microform] : project summary /, 93- 
25891 


Supercritical fluid extraction [microform] 
: gas chromatography of volatile or- 
ganic compounds (VOC) from Tenax 
devices : project summary /, 93-25892 


Environmental Research Information Center. 
Technology transfer /, 93-23710 


Environmental Research Laboratories (U.S.) 
Air sampling procedures and measure- 
ments of the air composition of the 
second boat pit of Khufu’s Pyramid /, 
93-12991 


The annual mean transport in Puget 
Sound [microform] /, 93-4047 

Atmospheric propagation issues relevant 
to optical communications /, 93-12994 

Beaufort Sea Mesoscale Circulation 
Study [microform] hydrography, 
USCGC Polar Star cruise, October 
1986 /, 93-4075 
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BETA [microform] : a program for cal- 
culating and archiving backscatter pro- 
files /, 93-4058 


Calibration of ground-based microwave 
radiometers for atmospheric remote 
sensing [microform] /, 93-4056 


Current velocity and hydrographic obser- 
vations in the southwestern North At- 
lantic Ocean [microform] : subtropical 
Atlantic Climate Studies (STACS), 
1987 /, 93-4069, 93-4073 


Development of a “generic” mobile flux 
platform with demonstration on 2 small 
airplane [microform] /, 93-4046 


Drift buoy intercomparison test results 
[microform] /, 93-4072 


Drifting buoy data from western tropical 
Pacific Ocean for the period of Febru- 
ary 1, 1986 through February 28, 1989 
[microform] /, 93-4070 


ECC ozonesonde observations at South 
Pole, Antarctica, during 1987 /, 93- 
12998 


Fisheries-Oceanography Coordinated In- 
vestigations [microform] : field oper- 
ations 1988 /, 93-6810 


Fisheries-Oceanography Coordinated In- 
vestigations (FOCI) [microform] : sur- 
face meteorological observations at 
Cherni Island and Ugaiushak Island - 
fiscal year 1986 /, 93-4076 


Further guide for the retrieval of drop- 
size distributions in water clouds with a 
ground-based clear-air-sensing doppler 
radar [microform] /, 93-23135 


Monitoring for 
Summary report. 
93-17990 


Geostrophic flow in the central Bering 
Sea, fall 1986 and summer 1987 /, 93- 
15516 


Global change expedition [microform] : 
nutrient, chlorophyll-A and primary 
productivity data, NOAA ship Mt. 
Mitchell, 14 July-6 September 1988 /, 
93-4071 


Hazard index calculation for May 31, 
1984 microburst at Erie, Colorado /, 
93-17874 


The IPS data acquisition and communica- 
tion system [microform] / , 93-4050 


Joint CGS-AOML acoustical bottom 
echo-formation research II : field ex- 
periment results and recommendations 
for echo-sounder design /, 93-12990 


A method for using a CalComp 9480 dig- 
itizer coupled with menu-driven soft- 
ware to measure amphipod body 
length and gut fullness /, 93-15525 


A Multiply-connected channel model of 
tides and tidal currents in Puget Sound, 
Washington and a comparison with up- 
dated observations /, 93-15527 


Climatic 
[[micro- 


Geophysical 
Change. 
form].] , 
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The NOAA King Air Airborne Data Ac- 
quisition System description and 
user’s guide /, 93-8887 

Observations of atmospheric emission and 
attenuation at 20.6, 31.65, and 90 GHz 
by a ground-based radiometer /, 93- 
17875 


Observations of spherical-wave scintilla- 
tion in strong refractive-index turbu- 
lence /, 93-8889 


Optical remote sensing [microform] / , 
93-4055 


Proceedings of the 1988 International 
Aerospace and Ground Conference on 
Lightning and Static Electricity [mi- 
croform] : April 19-22, 1988, Oklahoma 
City, Oklahoma, USA., 93-23031 


PROFILE [microform] : a program to 
generate profiles form HARPO/ 
HARPA environmental models /, 93- 
4057 


Programs and plans [[microform]] / , 
93-4084, 93-15584 


Progress report on analysis of differential 
attenuation radar data obtained during 
WISP-91 [microform] /, 93-4060 


PSGRAPH [microform] : a plotting pro- 
gram for PC-HARPO, PROFILE, 
CONPLIT, and EIGEN /, 93-6808 


Solar-geophysical data [[microform]] / , 
93-267 


Space Environment Laboratory Data Ac- 
quisition and Display System II [micro- 
form] /, 93-4048 

The Statistical treatment of CO. data 
records /, 93-15523 


The Suitability of diffusion and wind-field 
techniques for an emergency-response 
dispersion model /, 93-15522 


Surface meteorological and near surface 
oceanographic atlas of the tropical 
Indian Ocean [microform] / , 93-4045 


TRIAD, a puff-trajectory model for reac- 
tive gas dispersion with application to 
UF. releases into the atmosphere /, 
93-17873 


Use of the Sun Unix system [microform] : 
beginner’s guide /, 93-20420 


User’s guide and data dictionary for 
Kenai Lakes Investigation Project /, 
93-11305 


Water vapor profiles for Boulder, Colora- 
do, and Pago Pago, American Samoa 
during the period 1986-1989 [micro- 
form] /, 93-4074 


Environmental Research Laboratories (U.S.). 
Environmental Sciences Group. 
The operational meteorology of convec- 
tive weather. Volume II. Storm scale 
analysis [microform] / , 93-23023 





1993 


annual 
93-4085 


Environmental Research Laboratory (Athens, 

Ga.) 

CORMIX2_ = [microform] an expert 
system for hydrodynamic mixing zone 
analysis of conventional and toxic mul- 
tiport diffuser discharges /, 93-11307 

Expert system for hydrodynamic mixing 
zone analysis of conventional and toxic 
submerged single port discharges 
(CORMIX1) /, 93-4605 

Microbial transformation rate constants 
of structurally diverse man-made 
chemicals [microform] : project sum- 
mary /, 93-25889 


Risk of unsaturated/saturated transport 
and transformation of chemical concen- 
trations (RUSTIC) [microform] / , 
93-25819 

WASP4, a hydrodynamic and water 
quality model : model theory, user’s 


manual and programmer’s guide /, 
93-13671 


Weather Research Program 
report, FY ... [[microform].] , 


Environmental Research Laboratory (Duluth, 
Minn.) 

An automated monitoring system for fish 

physiology and toxiology /, 93-1953 


Environmental Research Laboratory (Gulf 

Breeze, Fla.) 

Microinjection of fish embryos as a labo- 
ratory assay for chemical carcinogens 
[microform] : project summary /, 93- 
16233 


Environmental Science and Engineering, Inc. 
Southwest Florida shelf ecosystems study 
[microform] /, 93-2565 


Environmental Sciences Group (U.S.) 

The distribution of summertime lightning 
as a function of low-level wind flow in 
central Florida [microform] / , 93- 
15524 


EPA/NGA Workshop on Global Climate and 

State Actions (1990) 

Proceedings, EPA/NGA Workshop on 
Global Climate and State Actions, De- 
cember 3-4, 1990 [microform] : project 
summary /, 93-25941 


EPA Workshop on the Development of Risk 
Assessment Methodologies for Tumor 
Promoters (1987 : Bethesda, Md.) 

Report of the EPA Workshop on the De- 
velopment of Risk Assessment Method- 
ologies for Tumor Promoters [micro- 
form] : project summary /, 93-18482 


Epp, Lawrence W. 

Summary of methods for measuring elec- 
trical properties of geological strata to 
estimate electromagnetic shielding ef- 
fectiveness /, 93-18089 
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Epstein, Jack Burton, 1935- 
Geology of the New Tripoli quadrangle, 
Lehigh, Berks, Schuylkill, and Carbon 
counties, Pennsylvania /, 93-23943 


Stratigraphy of Silurian rocks in Shawan- 
gunk Mountain, southeastern New 
York : including a historical review of 
nomenclature /, 93-23940 


Epstein, Joel J. 
Local prosecution of environmental 


crime /, 93-29011 


Epstein, Joyce Levy. 
Education in the middle grades [micro- 
form] : overview of national practices 
and trends /, 93-18307 


Effects of the teachers involve parents in 
schoolwork (TIPS) social studies and 
art program on student attitudes and 
knowledge [microform] / , 93-11155 


Improving school and family partnerships 
in urban elementary schools [micro- 
form] : reading activity packets and 
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ers [microform] : field experiment for 
model validation testing /, 93-29842 


Fayetteville (N.C) 
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Voting information /, 93-429 


Voting information news : a monthly 
roundup of voting news and issues 


fram the Federal VUntina Accictance 
irOm tne xs‘ecera: ¥ 


oting Assistance 
Program (FVAP)., 


93-428 
Federman, Steven Robert. 

Laboratory astrophysics under the ultra- 
violet, visible, and gravitational astro- 
physics research program [microform] 
/, 93-12221 


FEDLINK (Network) 
FEDLINK technical notes., 


Fee, John T. 
Reports of the United States Tax Court / 
» 93-29023, 93-29024 


Feed Materials Production Center (U.S.) 
Safety appraisal of the program to con- 
trol and monitor worker internal radi- 
ation exposure at the Feed Materials 
Production Center, Fernald, Ohio : 
with transmittal memorandum., 93- 
15876 


Feid, John J. 
Thrifts’ pricing of adjustable-rate mort- 
gages [microform] /, 93-14972 


Feigelson, Robezt S. 

Annual technical report on protein crys- 
tal growth in low gravity ... for the 
period June 6, 1990 through June 5, 
1991 [microform] /, 93-26808 

Semi-annual technical report on protein 
crystal growth in low gravity ... for the 
period June 6, 1991 through December 
6, 1991 [microform] /, 93-24521 


Feiler, Charles E. 
Institute for Computational Mechanics in 
Propulsion (ICOMP) [microform] 
sixth annual report—1991 /, 93-9966 


Feinleib, Manning, 1935- 

Proceedings of the 1991 International 
Symposium on Data on Aging /, 93- 
28581 
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development of the resource cost sub- 
system /, 93-11077 


Felippa, Carlos A. 
Coupled fluid-structure interaction. Part 
I, Theory. Part II, Application [micro- 
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stracts of selected articles /, 93-16187 


Field Artillery Association (U.S.) 
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Field, Bruce F. 
Solid-state DC voltage standard calibra- 
tions /, 93-10772 


Video processing with the Princeton 
engine at NIST [microform] / , 93- 
15485 


Field, Michael E. 

Core descriptions, grain size, and carbon 
analyses data of cores collected on 
Cruises F5-87-SC, F1-88-SC and F3-89- 
SC from the Monterey Fan, off central 
California [microform] /, 93-16731 


Field, Thomas G. 
Avoiding patent, trademark and copy- 
right problems /, 93-10093 


Fielder, William L. 
Oz reduction at the IFC modified O2 fuel 
cell electrode [microform] / , 93- 
14586 


A study of NAxPtsO, as an O2 electrode 
bifunctional electrocatalyst [microform] 
/, 93-5764 


Fielding, Glen. 

The relationship of high school teachers’ 
class testing practices to students’ feel- 
ings of efficacy and efforts to study 
[microform] /, 93-25545 


Fielding, Glen D., 1951- 
Communication development in young 
children with deaf-blindness [micro- 
form] : literature review /, 93-13512 


Fields, Roger A. 
Flight vehicle thermal testing with infra- 
red lamps [microform] /, 93-12084 


Fifield, Mary L. 
Training for trade [microform] : commu- 
nity college programs to promote 
export /, 93-20930 


Fight, Roger D. 
Financial analysis of pruning ponderosa 
pine [microform] /, 93-20187 
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PP PRUNE users guide [microform] / , 
93-3768 


Price projections for selected grades of 
Douglas-fir, coast hem- fir, inland hem- 
fir, and ponderosa pine lumber [micro- 
form] /, 93-8350 


SAMM : a prototype southeast Alaska 
multiresource model /, 93-1275 


Sport fishing [microform] : a comparison 
of three indirect methods for estimating 
benefits /, 93-3672 


Tree value system [microform] : users 
guide /, 93-3757 


Filby, Nikola. 
Early intervention for students at risk 
[microform] : three profiles from Ari- 
zona’s rural schools /, 93-28021 


Filby, Nikola N. 
Middle grades reform [microform] : a 
casebook for school leaders /, 93- 
16128 


Resource guide for middle grades reform 
[microform] : a casebook for school 
leaders /, 93-18341 


Filip, Gregory M. 
Decay fungi and wounding in advance 
grand and white fir regeneration [mi- 
croform] /, 93-15355 


Fillingane, Walter B. 
Seaman /, 93-23261 


Filman, Robert E. 
Compiling knowledge-based systems 
specified in KFE to Ada [microform] / 
, 93-12266 


Financial Management Conference. 
The proceedings of the ... annual Finan- 
cial Management Conference [[micro- 
form].], 93-13753 


Finch, Curtis R. 
Assessing leadership behavior [micro- 
form] : beyond task analysis /, 93- 
28013 


Leadership behaviors of successful voca- 
tional education administrators [micro- 
form] /, 93-9222 


Teacher preparation, qualifications, and 
demand [microform] /, 93-18366 


Finch, Deborah M. 
Population ecology, habitat requirements, 
and conservation of neotropical migra- 
tory birds [microform] /, 93-6550 


Finch, Johnny C. 

Excess and surplus personal property 
transfer program [microform] : state- 
ment of Johnny C. Finch, Director, 
Planning and Reporting, General Gov- 
ernment Division, before the Subcom- 
mittee on Government Activities and 
Transportation, Committee on Govern- 





ment Operations, United States House 
of Representatives /, 93-16355 


Findlay, W. O. 

Testing of indoor radon reduction tech- 
niques in central Ohio houses : phase 2 
(winter 1988-89) ; project summary /, 
93-4621 


Findley, Jean C. 
The Wisdom of practice. Volume II [mi- 
croform : Managing the multigraded 
classroom] /, 93-18237 


Fine, Beth. 


. : at Tesh. asA 
Library Services for Indian Tribes and 


Hawaiian Natives Program [micro- 
form] : Library Services and Construc- 
tion Act, Title IV : review of program 
activities, 1989 /, 93-23468 


Fine, Carole S. 
Telecc [microform, elec- 
tronic tools for Chicago school reform] 
/, 93-13501 
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Finegold, Lawrence S. 

Human factors design guidance during 
the conceptual design phase of system 
development [microform] : a methodo- 
logical approach /, 93-13343 


Finger, Harold. 

Maintaining the program balance [micro- 
form] : a report by an Academy panel 
examining the distribution of NAA Sci- 
ence and Engineering work betwwen 
NASA and contractors and the effect 
on NASA’s in house technical capabil- 
ity, volume 1 /, 93-14702 


Fingerhut, Lois A. 

Firearm mortality among children, youth, 
and young adults 1-34 years of age, 
trends and current status United 
States, 1985-90 /, 93-21359 


Fink, Larry. 
Design optimization of gas generator 
hybrid propulsion boosters [microform] 
/, 93-2869 


Fink, Pamela K. 

Research into the development of a 
knowledge acquisition taxonomy [mi- 
croform] : monthly progress reports /, 
93-14696 


Research into the interaction between 
high performance and cognitive skills 
in an intelligent turtoring system [mi- 
croform] : final report /, 93-26792 

User documentation for the MSK and 
OMS intelligent tutoring systems [mi- 
croform / Pamela K. Fink, L. Tandy 
Herren, David T. Lincoln.], 93-26790 


Finkel, Joe M. 
Standard measurement protocols, Florida 
Radon Research Program [microform] 
: project summary /, 93-25937 
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Finkelman, Robert B. (Robert Barry) 
Analysis of ten coal samples from the 
Michigan Basin [microform] / , 93- 
11755 


Combustion and leaching behavior of ele- 
ments in the USGS coal standard 
CLB-1 [microform] /, 93-14247 


Development and evaluation of determi- 
nistic models for predicting the weight 
of fouling deposits from coal combus- 
tion [microform] /, 93-5191 


Finkelstein, Peter L. 
A climatology of temperature and pre- 
cipitation variability in the United 
States [microform] / , 93-25883 


Finland. 

Protocol to the Treaty of Friendship, 
Commerce, and Consular Rights with 
the Republic of Finland : message from 
the President of the United States 
transmitting the protocol between the 
government of the United States of 
America and the government of the 
Republic of Finland to the Treaty of 
Friendship, Commerce, and Consular 
Rights of February 13, 1934, as modi- 
fied by the protocol of December 4, 
1952, signed at Washington on July 1, 
1991., 93-3123 

Taxation, shipping and aircraft : agree- 
ment between the United States of 
America and Finland, effected by ex- 
change of notes dated at Helsinki April 
8 and 22, 1988., 93-29489 


Finley, Brian. 

Space Acceleration Measurement System 
description and operations on the first 
Spacelab Life Sciences mission [micro- 
form] /, 93-2786 


Finley, Brian D. 

Development of and flight results from 
the Space Acceleration Measurement 
System (SAMS) [microform] / , 93- 
17030 


Space acceleration measurement system 
triaxial sensor head error budget [mi- 
croform] /, 93-12126 


Finn, Cory. 
Techniques for optimal crop selection in 
a controlled ecological life support 
system [microform] /, 93-19181 


Finnegan, John Patrick. 
Military intelligence : a picture history /, 
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U.S. Army Signals Intelligence in World 
War II : a documentary history /, 93- 
23253 


Finney, Robert T. 
History of the Air Corps Tactical School, 
1920-1940 /, 93-20757 
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Rover nuclear rocket engine program 
[microform] overview of Rover 
engine tests, final report /, 93-22050 


Firestone, William A. 

Building commitment among students 
and teachers [microform] : an explora- 
tory study of ten urban high schools /, 
93-25628 


Explaining differences between elementa- 
ry and secondary schools [microform] : 
individual, organizational, and institu- 
tional perspectives /, 93-28200 


Fisch, Shalom M. 
SQUARE ONE TV jmicrofornj : using 
television to enhance children’s prob- 


lem solving /, 93-28084 


Fischer, James C. 

Final report on the modulation and EMC 
considerations for the HRPT transmis- 
sion system in the post NOAA-M polar 
orbiting satellite era [microform] / , 
93-4040 


Fischer, Jeffrey M. 

Sediment properties and water movement 
through shallow unsaturated alluvium 
at an arid site for disposal of low-level 
radioactive waste near Beatty, Nye 
County, Nevada /, 93-7502 


Selected meteorological data for an arid 
site near Beatty, Nye County, Nevada, 
calendar year 1986 [microform] / , 
93-11728 


Fischer, L. E. 

A highway accident involving unirradiat- 
ed nuclear fuel in Springfield, Massa- 
chusetts, on December 16, 1991 [micro- 
form] /, 93-15109 


Fischer, Patrick R. 
Hydrologic conditions at the Idaho Na- 
tional Engineering Laboratory, 1982 to 
1985 /, 93-5038 


Fischer, William C. 
Fire ecology of forests and woodlands in 
Utah [microform] /, 93-3740 


Fire ecology of the forest habitat types of 
eastern Idaho and western Wyoming 
[microform] /, 93-12846 


Fischl, Robert. 
Formulation of a strategy for monitoring 
control integrity in critical digital con- 
trol systems [microform] / , 93-2763 


A monitor for the laboratory evaluation 
of control integrity in digital control 
systems operating in harsh electromag- 
netic environments [microform] / , 
93-19160 


Robust control of systems with real pa- 
rameter uncertainty and unmodelled 


dynamics [microform] semi-annual 
progress report /, 93-29367 
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Fish Technology Center (U.S.) 
Type B technical information document : 
injury to fish and wildlife species /, 
93-9541 


Fishel, David K. 

Evaluation of agricultural best-manage- 
ment practices in the Conestoga River 
Headwaters, Pennsylvania : description 
and water quality of the Little Cones- 
toga Creek Headwaters prior to the im- 
plementation of nutrient management /, 
93-21453 


Fisher, Ann. 
Evaluation and effective risk communica- 
tion proceedixn ee ees 


prccecaimgs jmicro- 


form] : project summary /, 93-11334 


Fisher, Bobbi. 
Reading and writing in a kindergarten 
classroom [microform] /, 93-9225 


Fisher, Cynthia G. 
Bibliography and inventory of Holocene 
varved and laminated marine sediments 
[microform] /, 93-17882 


workshop 


Fisher, D. R. 
Evaluation of health effects in Sequoyah 
Fuels Corporation workers from acci- 


dental exposure to uranium hexafluor- | 


ide /, 93-6309 


Fisher, David F. 

Correlation of forebody pressures and air- 
craft yawing moments on the X-29A 
aircraft at high angles of attack [micro- 
form] /, 93-19164 


A summary of the forebody high-angle- 
of-attack aerodynamics research on the 
F-18 and the X-29A aircraft [micro- 
form] /, 93-19189 


Fisher, David P. 
In-flight leading-edge extension vortex 
flow-field survey measurements on a F- 
18 aircraft at high angle of attack [mi- 
croform] /, 93-16996 


Fisher, Douglas. 
The structure and formation of natural 
categories [microform] /, 93-12165 


Fisher, Frederick S., 1937- 
Geologic map of the Challis 1° x 2° quad- 
rangle, Idaho /, 93-11816 


Fisher, Michael A. 
Multichannel seismic-reflection data col- 
lected in 1980 in Norton Sound, Alaska 
[microform] /, 93-5264 


Fisk, Arthur D. 

Automatic information processing and 
high performance skills [microform] : 
acquisition, transfer, and retention /, 
93-13345 


Automatic information processing and 
high-performance skills [microform] : 
principles of consistency, part-task 
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training, context, retention, and com- 
plex task performance /, 93-13362 


The role of stimulus-to-rule consistency 
in learning rapid application of spatial 
tules /, 93-4286 


Fisk, D. J. 

Snow conditions during MLRS-TGW 
BBS European captive flight program, 
Hessen, Germany, February 1992 [mi- 
croform] /, 93-27897 


Snow conditions during MLRS-TGW 
BBU1 captive flight program, Fort 
Drum, New York, January-February 
1991 [microform] /, 93-15747 


Fittipaldi, J. J. 

Development of the regulatory communi- 
cation and knowledge base system and 
investigation of possible augmentation 
technologies /, 93-4256 


Fittipaldi, John J. 
Procedures for conducting installation 
compatible use zone (ICUZ) studies /, 
93-15792 


Fitzgerald, Gail. 

Using the computer with students with 
emotional and behavioral disorders [mi- 
croform] : tech use guide : using com- 
puter technology., 93-13638 


Fitzgerald, John. 
Is it a screw— or is it a bolt? : an illus- 
trated introduction to fastener stand- 
ards /, 93-10116 


Fitzgerald, Martha D. 

Conditions affecting the restructuring of 
rural secondary schools [microform] : 
for presentation at the American Edu- 
cational Research Association Confer- 
ence, Chicago, Illinois, April 7, 1991 /, 
93-13575 


Fitzgerald, Stephanie A. 
State and local elections and the federal 
campaign law /, 93-17405 


Fitzgibbon, Todd T. 
ALACARTE installation and system 
manual [microform] /, 93-14238 


ALACARTE user interface [microform] 
: AML code and demonstration maps / 
, 93-14237 


ALACARTE user manual [microform] / 
93-14239 


Fitzjarrald, David R. 
How well can regional fluxes be derived 
from smaller-scale estimates? [micro- 
form] /, 93-22133 


Fitzmaurice, Mercedes. 

Spotlight on rural schools in New Jersey 
[microform] : a directory of effective 
programs, practices, and resources for 
rural educators /, 93-18392 
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Fitzmaurice, N. 
An investigation of chaotic Kolmogorov 
flows [microform] /, 93-5825 


Fitzpatrick, Joan J. 
EPOCH 2002 user’s guide for ultrasonic 
velocity measurements in glacier ice 
[microform] /, 93-28716 


Fitzpatrick, R. G. 
Interfacing systems LOCA : pressurized 
water reactors /, 93-10293 


Flaharty, David. 
Preserving historic ornamental plaster 
jmicroform] /, 93-14371 


Flaherty, David C. 
Mount St. Helens [microform] : the after- 
math /, 93-26424 


Flandro, G. A. 

Dynamic interactions between hypersonic 
vehicle aerodynamics and propulsion 
system performance [microform] : final 
report to Aircraft Guidance and Con- 
trols Branch, Guidance and Control 
Division ... /, 93-22159 


Flanegan, Mark. 
Small Explorer Data System MIL-STD- 
1773 fiber optic bus [microform] / , 
93-10031 


Flather, Curtis H. 
An analysis of the wildlife and fish situa- 
tion in the United States : 1989-2040 /, 
93-3777 


Flechner, Stuart G. 
Slotted-wall flow-field measurements in a 
transonic wind tunnel [microform] / , 
93-29108 


Fleischer, Michael, 1908- 
The distribution of lanthanides and yttri- 
um in the minerals of the monazite 
family [microform] /, 93-14231 


Fleischman, Marvin. 
Waste minimization assessment for a man- 
ufacturer of industrial coatings /, 93- 
4624 


Waste minimization assessment for a man- 
ufacturer of injection-molded car and 
truck mirrors /, 93-4628 


Fleishman, E. A. 
Basic considerations in predicting error 
probabilities in human task perform- 
ance /, 93-10307 


Fleming, Douglas S. 

Making sure it sticks [microform] : the 
school improvement leader’s role in in- 
stitutionalizing change : the school im- 
provement leader : four perspectives 
on change in schools /, 93-16030 


Fleming, Michael L. 
On protection of Freedom’s solar dynam- 
ic radiator from the orbital debris envi- 





ronment. Part 2, Further testing and 
analyses [microform] /, 93-5745 


Flemings, Merton C., 1929- 
Rheological behavior and microstructure 
of ceramic particulate/aluminum alloy 
composites [microform] / , 93-14700 


Fletcher, Bobby P. 
Alton Pumping Station, Alton, Illinois 
[microform] : hydraulic model investi- 
gation /, 93-1750 


Center Hill Fuseplug Spillway, Caney 
Fork River, Tennessee [microform] : 
hydraulic model investigation /, 93- 
23237 


Cinque Hommes, Jones Cutoff, Bois 
Brule, and Missouri Chute pumping 
stations [microform] : Perry County, 
Missouri, and Randolph County, Iili- 
nois : hydraulic model investigation /, 
93-1727 


Formed suction intake approach appurte- 
nance geometry [microform] / , 93- 
1735 


Morning glory inlet and manifold outlet 
structure, McCook Reservoir, Chicago, 
Illinois [microform] : hydraulic model 
investigation /, 93-1751 


Old River Control Auxiliary Structure 
[microform] : hydraulic model investi- 
gation /, 93-1728 

St. Johns Bayou Pumping Station, Mis- 


souri [microform] : hydraulic model in- 
vestigation /, 93-1747 


Yazoo Backwater Pumping Station sump, 
West-Central Mississippi [microform] : 
hydraulic model investigation /, 93- 
1739 


Fletcher, Harry R. 


Air Force bases., 93-27955 


Fletcher, Peter C. 
Soil survey of Barnstable County, Massa- 
chusetts /, 93-20227 


Flickinger, William H. 

Design Criteria Information System [mi- 
croform] : an online system for the 
timely distribution of Army design cri- 
teria /, 93-25436 


Initial development of a MACOM engi- 
neer decision support system (DSS) /, 
93-4259 


Recommendations for enhancement of 
the Design Criteria Information System 
(DCIS) [microform] /, 93-23243 


Flint, Alan L, 

Preliminary permeability and water-reten- 
tion data for nonwelded and bedded 
tuff samples, Yucca Mountain area, 
Nye County, Nevada [microform] / , 
93-5244 
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Flint, Lorraine E. 

Preliminary permeability and water-reten- 
tion data for nonwelded and bedded 
tuff samples, Yucca Mountain area, 
Nye County, Nevada [microform] / , 
93-5244 


Flood, Dennis J. 
Advanced power systems for EOS [mi- 
croform] /, 93-9936 


High efficiency thermal to electric 
energy conversion using selective emit- 
ters and spectrally tuned solar cells 
[microform] /, 93-17045 


Monolithic and mechanical multijunction 
space solar cells [microform] / , 93- 
17062 


NASA programs in space photovoltaics 
[microform] /, 93-7929 

Thin film, concentrator and multijunction 
space solar cells [microform] : status 
and potential /, 93-9913 


Flora, Donald F. 

Effects of new export rules, a spotted 
owl plan, and recession on timber 
prices and shipments from the Doug- 
las-fir region [microform] / , 93-6527 


Future Pacific Rim flows and prices of 
softwood logs, differentiated by grade 
[microform] /, 93-6523 


Flores, Barbara M. 
Children’s sociopsychogenesis of literacy 
and biliteracy [microform] / , 93- 
28149 


Florez, Vida. 

Differing site conditions module for the 
claims guidance system : initial devel- 
opment of an expert system /, 93- 
4260 


Florian, Victor. 

Returning the individual with traumatic 
brain injury to the community [micro- 
form] : an overview of programs and 
services in Israel /, 93-16092 


Florida. 

Allanton quadrangle, Florida, 1982 : 7.5 
minute series orthophotomap (topo- 
graphic-bathymetric) /, 93-24086 

Arlington quadrangle, Florida—Duval 
Co., 1963 : 7.5 minute series (topo- 
graphic) /, 93-24062 

Bakersville quadrangle, Florida—St. 
Johns Co., 1970 : 7.5 minute series 
(topographic) /, 93-24049 

Beacon Beach quadrangle, Florida—Bay 
Co., 1982 : 7.5 minute series orthopho- 
tomap (topographic-bathymetric) /, 
93-14299 

Boulogne quadrangle, Florida—Georgia, 
1970 : 7.5 minute series (topographic) / 
, 93-24071 
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Branford quadrangle, Florida, 1968 : 7.5 
minute series (topographic) /, 93- 
24051 


Carrabelle quadrangle, Florida—Franklin 
Co., 1981 : 7.5 minute series orthopho- 
tomap (topographic-bathymetric) /, 
93-24057 

Cobb Rocks quadrangle, Florida, 1982 : 
7.5 minute series orthophotomap (topo- 
graphic) /, 93-14297 

Crooked Island quadrangle, Florida—Bay 
Co., 1982 : 7.5 minute series orthopho- 
tomap (topographic-bathymetric) /, 
93-24058 

Daytona Beach NW quadrangle, Flori- 
da—Volusia Co., 1962 : 7.5 minute 
series (topographic) /, 93-24043 

Dog Island quadrangle, Florida—Frank- 
lin Co., 1982 : 7.5 minute series ortho- 
photomap (topographic-bathymetric) /, 
93-14292 


Fort Barrancas quadrangle, Florida—Es- 
cambia Co., 1970 : 7.5 minute series 
(topographic) /, 93-16787 

Fort Walton Beach quadrangle, Florida— 
Okaloosa Co., 1970 : 7.5 minute series 
(topographic) /, 93-11769 


Garcon Point quadrangle, Florida, 1970 : 
7.5 minute series (topographic) /, 93- 
11772 

Halfmoon Lake quadrangle, Florida— 
Marion Co., 1970 : 7.5 minute series 
(topographic) /, 93-24044 

Holley quadrangle, Florida, 1970 : 7.5 
minute series (topographic) /, 93- 
16785 

Kings Ferry quadrangle, Florida—Geor- 
gia, 1970 : 7.5 minute series (topo- 
graphic) /, 93-24070 

Lighthouse Point quadrangle, Florida, 
1982 : 7.5 minute series orthophotomap 
(topographic-bathymetric) /, 93-14293 

Mayport quadrangle, Florida—Duval 
Co., 1964 : 7.5 minute series (topo- 
graphic) /, 93-24065 

Mc Intyre quadrangle, Florida, 1982 : 7.5 
minute series orthophotomap (topo- 
graphic-bathymetric) /, 93-14295 

New Smyrna Beach quadrangle, Flori- 
da—Volusia Co., 1956 : 7.5 minute 
series (topographic) /, 93-24041 

Oriole Beach quadrangle, Florida, 1969 : 
7.5 minute series (topographic) /, 93- 
16786 

Palatka quadrangle, Florida—Putnam 
Co., 1968 : 7.5 minute series (topo- 
graphic) /, 93-24048 

Pardon Island quadrangle, Florida, 1949 : 
7.5 minute series (topographic) /, 93- 
16780 

Point Washington quadrangle, Florida— 
Walton Co., 1970 : 7.5 minute series 
(topographic) /, 93-11767 
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Port St. Joe quadrangle, Florida—Gulf 
County, 1982 : 7.5 minute series ortho- 
photomap (topographic-bathymetric) /, 
93-14296 


Riomar quadrangle, Florida—Indian 
River Co., 1948 : 7.5 minute series 
(topographic) /, 93-16779 

Sarasota quadrangle, Florida—Sarasota 
Co., 1973 : 7.5 minute series (topo- 
graphic) /, 93-11757 


South of Holley quadrangle, Florida, 
1970 : 7.5 minute series (topographic) / 
, 93-11768 


Sprague Island quadrangle, Florida—Wa- 
kulla Co., 1982 : 7.5 minute series orth- 
ophotomap (topographic) /, 93-14298 


Spring Creek quadrangle, Florida— 
Wakula Co., 1972 : 7.5 minute series 
(topographic) /, 93-11766 


Spuds quadrangle, Florida—St. Johns 
Co., 1970 : 7.5 minute series (topo- 
graphic) /, 93-11760 


St. Teresa quadrangle, Florida, 1981 : 7.5 
minute series orthophotomap (topo- 
graphic-bathymetric) /, 93-14294 


Valparaiso quadrangle, Florida—Okla- 
loosa Co., 1970 : 7.5 minute series 
(topographic) /, 93-11770 


West Bay quadrangle, Florida—Bay Co., 

1982 : 7.5 minute series orthophotomap 

~+ (topographic—bathymetric) /, 93- 
24087 


Florida. Dept. of Environmental Regulation. 
Factors that affect public-supply water 
use in Florida, with a section on pro- 
jected water use to the year 2020 /, 
93-2258 


Hydrochemistry of the surficial and inter- 
mediate aquifer systems in Florida /, 
93-21454 


Hydrogeologic setting and preliminary 
data analysis for the hydrologic-budget 
assessment of Lake Barco, an acidic 
seepage lake in Putnam County, Flori- 
da/by, 93-14140, 93-16581 


Reconnaissance of water quality at nine 
dairy farms in north Florida, 1990-91 /, 
93-7503 


Salinity distribution and variation with 
freshwater inflow and tide, and poten- 
tial changes in salinity due to altered 
freshwater inflow in the Charlotte 
Harbor estuarine system, Florida /, 
93-21458 


Simulation of the effects of proposed tide 


gates on circulation, flushing, and 
water quality in residential canals, 
Cape Coral, Florida [microform] / , 
93-14171 


Water withdrawals, use, and trends in 
Florida, 1990 /, 93-21462 
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Information, education and training : a 

multi-faceted approach to improving 

the mental health of the elderly., 93- 
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Florida, State Road Dept. 
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graphic) /, 93-24073 

Marietta quadrangle, Florida—Duval 
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Fund. 
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Marietta quadrangle, Florida—Duval 
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graphic) /, 93-24063 


Florida Center for the Book. 
The mask beneath the face [microform] : 
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Florida Institute of Phosphate Research. 
Hydrology and water quality of unmined 
and reclaimed basins in phosphate- 
mining areas, west-central Florida /, 
93-26244 


Florida International University. 

Electron beam treatment for removal of 
trichloroethylene and tetrachloroethy- 
lene from streams and sluge /, 93- 
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Florida State University. Dept. of 
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Numerical modeling studies of the Gulf 
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meaning [microform] /, 93-28129 
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Floyd, Stephen A. 
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mission planning [microform] : final 
report /, 93-5836 


Flueck, John A. 
DAR°E-I evaluation [microform] : an 
overview /, 93-20392 


Flugman, Bert. 
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final report 1988-1991 /, 93-16200 
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Fobes, James L. 
Multiple integrated laser engagement 
system training checklist [microform] / 

93-13304 


Focazio, Michael J. 

Documentation of geographic-informa- 
tion-system coverages and data-input 
files used for analysis of the geohydro- 
logy of the Virginia Coastal Plain /, 
93-26245 


Foertsch, Mary A. 
Reading in and out of school [microform] 


Fa ntace 
140t07S 


inflranninae Lenenncs 
AALAUULIULLES awiayy 
achievement of American students in 
grades 4, 8, and 12, in 1988 and 1990 /, 


93-28192 
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Fogel, Richard L. 

Activities of securities subsidiaries of 
bank holding companies [microform] : 
statement of Richard L. Fogel, Assist- 
ant Comptroller General, General 
Government Programs, before the Sub- 
committee on General Oversight and 
Investigations, Committee on Banking, 
Finance and Urban Affairs, House of 
Representatives /, 93-16344 


Deposit insurance and related reforms 
[microform] : statement of Richard L. 
Fogel, Assistant Comptroller General, 
General Government Programs, before 
the House Committee on Banking, Fi- 
nance and Urban Affairs, House of 
Representatives /, 93-16354 


Failed thrifts [microform] : Resolution 
Trust Corporation and 1988 Bank 
Board resolution actions : statement of 
Richard L. Fogel, Assistant Comptrol- 
ler General, General Government Pro- 
grams, before the Committee on Bank- 
ing, Finance and Urban Affairs, House 
of Representatives /, 93-16348 


Federal white-collar employee salary 
reform [microform] statement of 
Richard L. Fogel, Assistant Comptrol- 
ler General for General Government 
Programs, before the Committee on 
Governmental Affairs, United States 
Senate /, 93-16347 


H.R. 4716, “Federal Pay Reform Act of 
1990” [microform] : statement of Rich- 
ard L. Fogel, Assistant Comptroller 
General for General Government Pro- 
grams, for the Subcommittee on Com- 
pensation and Employee Benefits, 
Committee on Post Office and Civil 
Service, House of Representatives /, 
93-16353 


How to enhance congressional oversight 
[microform] : statement of Richard L. 
Fogel, Assistance Comptroller General, 
General Government Division, before 
the Senate Committee on Banking, 
Subcommittee on HUD/Mod Rehab 
Investigations /, 93-16350 





Insurer failures [microform] : life/health 
insurer insolvencies and limitations of 
state guaranty funds : statement of 
Richard L. Fogel, Assistant Comptrol- 
ler General, General Government Pro- 
grams, before the Subcommittee on 
Antitrust, Monopolies, and Business 
Rights, Committee on the Judiciary, 
United States Senate /, 93-23719 


IRCA Anti-Discrimination Amendments 
of 1990 [microform] : statement of 
Richard L. Fogel, Assistant Comptrol- 
ler General, General Government Pro- 
grams, before the Subcommittee on Im- 
migration, Refugees, and International 
Law, Committee on the Judiciary, 
House of Representatives /, 93-13767 


Resolution Trust Corporation Oversight 
Board [microform] : GAO views on 
strategic planning efforts : statement of 
Richard L. Fogel, Assistant Comptrol- 
ler General, General Government Pro- 
grams, before the Resolution Trust 
Corporation Task Force, Committee 
on Banking, Finance and Urban Af- 
fairs, House of Representatives /, 93- 
16340 


Risks and oversight of government spon- 
sored enterprises [microform] : state- 
ment of Richard L. Fogel, Assistant 
Comptroller General, General Govern- 
ment Programs, before the Subcommit- 
tee on Oversight, Committee on Ways 
and Means, House of Representatives / 
, 93-16351, 93-16352, 93-16358 

Thrift crisis [microform] : strategic plan 
for Resolution Trust Corporation and 
management of FSLIC deals : state- 
ment cf Richard L. Fogel, Assistant 
Comptroller General, General Govern- 
ment Programs, before the House 
Committee on Banking, Finance and 
Urban Affairs, House of Representa- 
tives /, 93-16342 


Foglesong, M. Teresa. 

Water-related scientific activities of the 
U.S. Geological Survey in Nevada, 
fiscal years 1989-90 [microform] / , 
93-14212 


Foley, Jeffrey Y. 
Ophiolitic and other mafic-ultramafic me- 
tallogenic provinces in Alaska (west of 
the 14ist meridian) [microform] / , 
93-28676 


Foley, Kevin M. 

Pliocene planktic foraminifer census data 
from Ocean Drilling Program Holes 
659A and 667A [microform] / , 93- 
24027 


Foley, N. K. 

Mineralogy, mineral chemistry, and para- 
genesis of gold, silver, and base-metal 
ores of the North Amethyst vein 
system, San Juan Mountains, Mineral 
County, Colorado /, 93-28641 
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Fontenla, Juan M. 


Foley, W. J. 

Closeout of IE bulletin 80-02 [microform] 
: inadequate quality assurance for nu- 
clear supplied equipment : final report 
/, 93-19816 

Closeout of IE bulletin 80-10 : contamina- 
tion of nonradioactive system and re- 
sulting potential for unmonitored, un- 
controlled release of radioactivity to 
the environment /, 93-6297 


Closeout of IE bulletin 80-17 : failure of 
76 of 185 control rods to fully insert 


tum 7 


aden nt ~ a 4 - FB 9747 
UULINE @ Wialll at a DWI /, 


$3-12606 

Closeout of IE bulletin 85-02 [microform] 
: undervoltage trip attachments of Wes- 
tinghouse DB-50 type reactor trip 
breakers /, 93-19811 


Folger, David W. 
3rd annual Southern Lake Michigan 
Coastal Erosion Study Workshop [mi- 
croform] : February 5-6, 1991, held at 
the USGS Center for Coastal Geology, 
St. Petersburg, FL /, 93-11738 


Folger, Peter F. 
Geochemical survey of the Baird Moun- 
tains 1°X3° quadrangle, Northwest 
Alaska /, 93-26220 


Folkman, Judah. 
Antiangiogenesis [microform] : a poten- 
tial therapeutic strategy /, 93-14055 


Folsom, B. 
Waste combustion system analysis [Mi- 
croform] : project summary /, 93- 

18471 


Folsom, Blair A. 
Evaluation of low-emission coal burner 
technology on industrial boilers [micro- 
form] : project summary /, 93-25918 


Folsom, William. 
World salmon culture [microform] 
Europe, North and South America, 
and Pacific /, 93-27726 


Foltz, Stuart D. 
Long term field test results of experimen- 
tal EPDM and PUF roofing [micro- 
form] /, 93-15783 


Fontaine, Richard A. 

Estimation of median streamflows at pe- 
rennial stream sites in Hawaii /, 93- 
7507 

Flood of April 1987 in Maine [micro- 
form] /, 93-21515 


Fontenla, Juan M. 
FNAS [microform] : the magnetic config- 
uration leading to solar flares : semi- 
annual report /, 93-19430 
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Food and Agriculture Organization 


Food and Agriculture Organization of the 

United Nations. 

Evaluacion de tierras y recursos para la 
planeacion nacional en las zonas tropi- 
cales = Land and resource evaluation 
for national planning in the tropics : an 
international conference & workshop, 
Chetumal, Mexico, January 25-31, 1988 
fie. 1987]., 93-1287 


Food and Nutrition Information Center 
(U.S.) 
Electronic sources for food and nutrition 
information /, 93-27452 


Sources of free or low-cost food and nu- 
trition materials /, 93-27451 


Foong, Chee Seng. 

Conceptual design of equipment to exca- 
vate and transport regolith from the 
lunar Maria [microform] : final design 
report /, 93-26846 


Foote, Mary, 1949- 
Directory of residential community cor- 
rections facilities in the United States 
[microform] /, 93-5629 


Foote, Richard Q. 

Geologic framework for petroleum as- 
sessment of the Western Gulf basin, 
Province 112 [microform] / , 93- 
16677 


Forbes, Gregory S. 

Development and application of a time- 
space conversion technique for analysis 
of weather systems passing over the 
Kennedy Space Center [microform] / , 
93-29225 


Forbes, John. 

Regional document delivery system [mi- 
croform] : in cooperation with state 
land-grant libraries : report for 1981 
and comparative data, 1974-81 /, 93- 
25020 


Force, Eric R. 

Structural context of mid-Tertiary miner- 
alization in the Mammoth and San 
Manuel districts, southeastern Arizona 
/, 93-26223 


Ford, Donnie R. 
Applications of artificial intelligence to 
mission planning [microform] : final 
report /, 93-5836 


Ford, Gary L. 

Soil-gas data for the underground hydro- 
carbon contamination site in the High- 
land Avenue area, Fayetteville, Arkan- 
sas [microform] /, 93-16745 


Ford, J. Kevin. 
Linking training evaluation to training 
needs assessment [microform] : a con- 
ceptual model /, 93-4346 
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of the United 


Forecast Systems Laboratory (U.S.). 
Annual report for the fiscal year ... [[mi- 
croform]] /, 93-20387 


Coherent interference tests for wind pro- 
filers [microform] /, 93-20405 


FSL in review /, 93-27784 


A hydrostatically consistent North Amer- 
ican radiosonde data base at the Fore- 
cast Systems Laboratory, 1946-present 
[microform] /, 93-23024 


Meteorological analysis of the Cheyenne, 
Wyoming, flash flood and hailstorm of 
1 August 1985 [microform] / , 93- 


Foreign Affairs Document and Reference 
Center (U.S.) 
Key officers of foreign service posts., 
93-1028 


Foreign Service Institute (U.S.) 
Schedule of courses [[microform]] / , 
93-5925, 93-5926, 93-5927 


Training for overseas cashiers [micro- 
form], 93-8007 


Foreign Service Office: Program (U.S.) 
Application for the roreign Service Offi- 
cer Program /, 93-24630 


Foreman, Brent. 
Future regional transport aircraft market, 
constraints, and technology stimuli [mi- 
croform] /, 93-19267 


Foreman, John R. 
Guidelines for the construction program 
/, 93-5437 


Forensic Science Research and Training 

Center (FBI Academy) 

Proceedings of the International Sympo- 
sium on Driving Under the Influence 
of Alcohol and/or Drugs [microform] 
/, 93-26531 


Forest Conference (1993 : Portland, Or.) 
Forest ecosystem management : an eco- 
logical, economic, and social assess- 
ment /, 93-27371 


Forest Ecosystem Management Assessment 
Team (U.S.) 
Forest ecosystem management : an eco- 
logical, economic, and social assess- 
ment /, 93-27371 


Forest History Society. 
American forests : a history of resiliency 
and recovery /, 93-27367 


Forest Products Laboratory (U.S.) 
Analytical chemistry and microscopy lab- 
oratory., 93-17687 


Behavior of stress-laminated parallel- 
chord timber bridge decks : experimen- 
tal and analytical studies /, 93-8342, 
93-17691 
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Chronicle of 65 years of wood finishing 
research at the Forest Products Labo- 
ratory [microform] /, 93-3726 


Condensed tannins : base-catalysed reac- 
tions of polymeric procyanidins with 
phloroglucinol : intramolecular rearran- 
gements / Peter E. Laks and Richard 
W. Hemingway, Anthony H. Conner., 
93-12832 


Decay fungi and wounding in advance 
grand and white fir regeneration [mi- 
croform] /, 93-15355 


Development of a six-year research needs 
assessment for timber transportation 
structures /, 93-20197 


Dividends from wood research /, 93- 
1230, 93-3646, 93-27377 


Enzymatic “combustion” : the microbial 
degradation of lignin /, 93-10497 


Enzymatic “combustion” : the microbial 
degradation of lignin',? /, 93-10496 


Field performance of timber bridges 1, 
Teal River stress-laminated deck bridge 
/, 93-15360 


Fire endurance model for a metal-plate- 
connected wood truss /, 93-27402 


Improved performance of Southern Pine 
structural glued-laminated timber /, 
93-8343 


Investigation of fundamentals of two- 
stage, dilute sulfuric acid hydrolysis of 
wood /, 93-12829, 93-12830 


Light-frame wall and floor systems [mi- 
croform] : analysis and performance /, 
93-3725 


Measurement of flake alignment in flake- 
board with grain angle indicator /, 
93-25005 

Mycofibrillar cell wall extensions in the 
hyphal sheath of Postia placenta /, 
93-22795 


Properties related to drying defects in red 
oak wetwood /, 93-20180 


Statistical determination of preservative 
threshold retention in soil block tests /, 
93-12831 


Stiffness and strength properties of shear 
transfer plate connections /, 93-22809 


The use of senescent cultures of postia 
placenta, gloeophyllum saepiarium, and 
gloeophyllum trabeum in the study of 
wood decay /, 93-17688 


Yellow Popular glulam timber beam per- 
formance /, 93-27401 


Forest Products Research Society. 
Proceedings of symposium : Aspen Sym- 
posium ’89, Duluth, Minnesota, July 
25-27 1989 /, 93-1267 





1993 


Forest Resources Development Program 
(U.S.) 
TVA/Forestry on track for the future., 
93-6334 


Forestry Sciences Laboratory (Rapid City, 
S.D.) 
Great Plains ecosystem research., 
27370 


Forgione, Pascal D. (Pascal Dominic) 

A guide to improving the national educa- 
tion data system [microform] : a report 
by the National Education Statistics 
Agenda Committee of the National 
Forum on Education Statistics, Octo- 
ber 1990 /, 93-20944 


A guide to improving the national educa- 
tion data system [microform] : execu- 
tive summary, October 1990 /, 93- 
16107 


Fork, Donald J. (Donald Joseph) 
Public library construction [microform] : 
an overview and analysis, fiscal year 
1987 /, 93-23456 


FormyDuval, Jack L. 
Navy electricity and electronics training 
series. Module 19, The technician’s 
handbook /, 93-11046 


Forney, Glenn P. 

A programmer’s reference manual for 
CFAST, the unified model of fire 
growth and smoke transport [micro- 
form] /, 93-15484 


Forney, L. J. (Larry J.), 1944- 
Frequency response in short thermocou- 
ple wires [microform] : final report, 
April 1989 - June 1992 /, 93-19466 


Forrant, Robert. 
What do workers have to say? [micro- 
form] : skills & technological change /, 
93-20905 


Forrest, K. A. (Katherine A.) 

Tunneling calculations for GaAs- 
AlxGa(l-x) as graded band-gap saw- 
tooth superlattices [microform] /, 93- 
9869 


Forsbacka, M. 

Maximum temperature calculation and 
operational characteristics of fuel fol- 
lower control rods for the AFRRI 
TRIGA reactor facility [microform] / , 
93-15638 


Forsythe, Kenneth W. 

The U.S. Enterprise for the Americas Ini- 
tiative [microform] : support for SVest- 
ern Hemisphere economic and trade 
reform /, 93-27358 


Fort Belknap Tribal Council. 
Lithologic logs of observation wells and 
test holes drilled in 1987 in valley fill 
along the north flank of the Little 


93- 





Rocky Mountains, Fort Belknap Indian 
Reservation, north-central Montana /, 
93-26240 


Fort Huachuca (Ariz.) 

Military intelligence., 93-473 

Fort Peck Tribes. 

Water-surface profile and flood bound- 
aries for the computed 100-year flood, 
Porcupine Creek, Fort Peck Indian 
Reservation and adjacent area, Mon- 
tana /, 93-23967 


Fort Stockton (Tex.) 
Ground-water conditions in 
County, Texas, 1987 /, 93-26242 


Fortinsky, Richard H. 
The National Eldercare Systems project : 
a national study comparing successful 
community-based systems of care for 
older people /, 93-2219 


Fortney, Suzanne M. 

Effect of aerobic capacity on Lower 
Body Negative Pressure (LBNP) toler- 
ance in females [microform] / , 93- 
29408 


Thermoregulation during space flight 
[microform] /, 93-14537 


Forum, Federal Information Policies (6th : 

1989 : Library of Congress) 

Forum on Federal Information Policies : 
the Congressional iniative : the sixth 
annual forum held March 22, 1989 at 
the Library of Congress, Washington, 
D.C. : a summary of proceedings /, 
93-24322 


Forum on Innovative Hazardous Waste 
Treatment Technologies: Domestic and 
International (4th ; 1992 : San Francisco, 
Calif.) 

Abstract proceedings : Fourth Forum on 
Innovative Hazardous Waste Treat- 
ment Technologies, Domestic and 
International : San Francisco, CA, No- 
vember 17-19, 1992., 93-23584 


Forum on Issues in Corrections (1989 Dec. 1 

: Springfield, Mo.) 

The December 1, 1989, Conference on 
Issues in Corrections [microform] : a 
record and proceedings on “medical 
issues.”, 93-28997 


Forum on Issues in Corrections (1989 Dec. 
12 : Washington, D.C.) 
The December 12, 1989, Conference on 
Issues in Corrections [microform] : reli- 
gious issues in prisons., 93-28998 


Forum on Issues in Corrections (1990 : 

Washington, D.C.) 

The December 7, 1990, Forum on Issues 
in Corrections [microform] : a record 
and proceedings : “long-term confine- 
ment and the aging inmate popula- 
tion.”, 93-28999 


Pecos 
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Foukal, Peter 


Forum on Issues in Corrections (1991 June 7 

: Washington, D.C.) 

The June 7, 1991, Forum on Issues in 
Corrections [microform] : a record and 
proceedings : “female offenders.”, 93- 
29000 


Forum on Issues in Corrections (3rd : 1989 

June 9 : Washington, D.C.) 

The June 9, 1989, Conference on Issues 
in Corrections [microform] : a record 
and proceedings : “correctional pro- 
grams in the year 2000.”, 93-28996 


Fosberg, F. Raymond (Francis Raymond), 
1908- 


Flora of Micronesia. 5 Bignoniaceae-Ru- 
biaceae /, 93-19607 


Foster, David S. (David Smith) 

Maps and seismic profiles showing thick- 
ness and distribution of postglacial de- 
posits beneath the southern two-thirds 
of Lake Michigan /, 93-5430 


Foster, Gaines M. 
The demands of humanity [microform] : 
Army medical disaster relief /, 93- 
15812 


Foster, Helen Laura, 1919- 
Geologic map of the eastern Yukon- 
Tanana Region, Alaska [microform] / , 
93-26339 


Foster, J. H. 

Geologic map of the Telegraph Peak 7.5 
minute quadrangle, San Bernardino 
County, California [microform] / , 
93-14158 


Foster Wheeler Enviresponse, Inc. 
Potential reuse of petroleum-contaminat- 
ed soil [microform] : a directory of per- 
mitted recycling facilities /, 93-25829 


Foster, Willis R. 
Gallstones and laparoscopic cholecystec- 
tomy : Janaury 1989 through August 
1992 : 683 citations /, 93-4934 


Foti, Charles C. 
The effect of drug testing in New Orle- 
ans /, 93-19086 


Fotouhi, Carolyn H. 
Techniques to infer job competency 
levels from hands-on job performance 
scores [microform] /, 93-11092 


Foudriat, Edwin C. 
Extremely high data rate, reliable net- 
work systems research [microform] / , 
93-12253 


Foukal, Peter 
Interim report to the National Aeronau- 
tics and Space Administration, Mar- 
shall Space Flight Center on Wave- 
length-tunable liquid crystal imaging 
filters for remote sensing from geosyn- 
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Foukal, Peter 


chronous platforms [microform] / , 
93-17202 


Foulke, Judith E. 
Cosmetic ingredients : 
puffery /, 93-11604 
Good news about good nutrition /, 93- 
2197 


Found, Elaine. 
Mexican American and Puerto Rican el- 
derly [microform] : the training of 
medical social workers /, 93-9526 


understanding the 


Fournier, D. J. (Donald J.), 1962- 

The fate of trace metals in a rotary kiln 
incinerator with a single-stage ionizing 
wet scrubber [microform] : project 
summary /, 93-25858 


Fowle, Barry W., 1930- 
Builders and fighters : U.S. Army Engi- 
neers in World War II /, 93-11029 


Fowler, Charles S. 

Development of alternate performance 
standard for radon resistant construc- 
tion based on short-term indoor radon 
concentrations [microform] : project 
summary /, 93-11332 


Fowler, R. D. 
Development and use of a train-level 
probabilistic risk assessment [micro- 
form] /, 93-27180 


Fowler, Walter. 

The simulated space proton environment 
for radiation effects on Space Tele- 
scope Imaging Spectrograph (STIS) 
[microform] /, 93-22156 


Fowler, William. 
Maintenance manager’s manual for small 
transit agencies [microform] / , 93- 
27005 


Fox, Charles H. 

Subsonic aerodynamic characteristics of a 
proposed advanced manned launch 
system orbiter configuration [micro- 
form] /, 93-29111 


Fox, D. E. 
The effect of weld porosity on the cryo- 
genic fatigue strength of ELI grade Ti- 
5AI-2.5Sn [microform] /, 93-21903 


Fox, Douglas G. 
A Screening procedure to evaluate air 
pollution effects on Class I wilderness 
areas /, 93-15385 


Fox, Jane Lee. 
Annual report for Analysis of EUV 
dayglow spectra of Triton, Titan and 
Earth [microform] /, 93-17188 


Fox, R. A. 
Performance testing of extremity dosi- 
meters [microform] : pilot test /, 93- 

29841 


Page I-184 





Fox, Wayne. 

A model for early childhood special edu- 
cation program development in rural 
settings [microform] : final report : 
handicapped children’s early education 
program demonstration projects (non- 
directed) /, 93-20963 


Project TEEM outreach [microform] : 
transition into the elementary education 
mainstream throughout rural Vermont : 
state-wide outreach project, handi- 
capped children’s early education pro- 
gram demonstration projects : final 
report /, 93-28134 


Foxley, Deanna S. 
Increasing service access of Asian elderly 
in title III programs : final report /, 
93-5020 


Fradd, Sandra, H., 1941- 
Foundations of multicultural education 
[microform] /, 93-4473 


Language assessment. module 2 : Bilin- 
gual/ESOL Special Education Col- 
laboration and Reform Project [micro- 
form] /, 93-11171 


Fraker, Thomas. 
The effects of food stamps on food con- 
sumption [microform] : a review of the 
literature /, 93-25052 


France. 

Agriculture : agreement between the 
United States of America and France, 
extending the memorandum of under- 
standing of March 15, 1982, signed at 
Paris March 3, 1987., 93-24650 


Atomic energy : technical information ex- 
change and cooperation in nuclear 
safety matters, signed at Paris Septem- 
ber 17, 1984., 93-14850 


Aviation, transport services : agreement 
between the United States of America 
and France, amending and modifying 
the agreement of March 27, 1946, as 
amended, effected by of notes, signed 
at Washington May 6, 1985 with relat- 
ed letters., 93-14860 


Defense, bases : memorandum agreement 
between the United States of America 
and France, signed at Paris March 27, 
1986., 93-22320 


Mapping arrangement between the 
United States of America and France, 
signed at Washington and Paris, Sep- 
tember 13 and 19, 1985., 93-14846 


Maritime matters, salvage of CSS Ala- 
bama : agreement between the United 
States of America and France, signed 
at Paris October 3, 1989., 93-29559 


Scientific cooperation, geological sciences 
: agreement between the United States 
of America and France, amending and 
extending the memorandum of under- 
standing of July 8 and 23, 1982, signed 
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at Washington July 17, 93- 


29543 


1989., 


France. Commissariat a l’energie atomique. 
Assessment of TRAC-PF1/MOD1 ver- 
sion 14.3 using separate effects critical 
flow and blowdown experiments /, 
93-15111 


Franchi, E. R. 

A boundary scattering strength extraction 
algorithm for the analysis of long-range 
reverberation data [microform] /, 93- 
15826 


Francingues, Norman R. 

Long-term management strategy (LTMS) 
for dredged material [microform] 
Corps of Engineers assessment and 
summary of the National Forum on 
Implementation Strategies, 28-31 Janu- 
ary 1991, Baltimore, Maryland /, 93- 
23236 


Francis, John K. 
Naturalized exotic tree species in Puerto 
Rico [microform] /, 93-8417 


Francis, Richard E. 
Vegetation establishment on reclaimed 
coal mine spoils in northwestern New 
Mexico [microform] /, 93-3692 


Franco, Peter A. 
Forest statistics for northeast Oklahoma 
counties—1993 [microform] / , 93- 
22817 


Forest statistics for southeast Oklahoma 
counties—1993 [microform] / , 93- 
27429 


Franczyk, Karen J. 

Cretaceous and Tertiary paleogeographic 
reconstructions for the Uinta-Piceance 
basin study area, Colorado and Utah /, 
93-5030 


Franke, John M. 

A Stroboscopic technique for using CCD 
cameras in flow visualization systems 
for continuous viewing and stop action 
photography [microform] /, 93-17080 


Franke, O. Lehn. 
Concepts and modeling in ground-water 
hydrology [microform] : a self-paced 
training course /, 93-16690 


Study guide for a beginning course in 
ground-water hydrology /, 93-24038 


Frankel, Martin M. 
New teachers in the job market, 1987 
update [microform] /, 93-18226 


Franklin, David L. 
School finance equity [microform] : the 
courts intervene : a national perspec- 
tive /, 93-1896 





1993 


Franklin, James A. 

Collaborative research on V/STOL con- 
trol system/cockpit display tradeoffs 
under the NASA/MOD joint aeronau- 
tical program [microform] / , 93- 
14535 


Franz, D. D. 
A system for generating long streamflow 
records for study of floods of long 
return period /, 93-6273 


Franzen, Douglas L. 
Technical digest, Symposium on Optical 
Fiber Measurements, 1990 [microform] 
: digest of a symposium /, 93-1545 


Frasca, A. J. 
Neutron, gamma ray, and temperature ef- 
fects on the electrical characteristics of 
thyristors [microform] /, 93-14596 


Frascella, Joseph. 
Neurobiological approaches to brain-be- 
havior interaction /, 93-7447 


Frazel, Denis W. 

Global change expedition [microform] : 
nutrient, chlorophyll-A and primary 
productivity data, NOAA ship Mt. 
Mitchell, 14 July-6 September 1988 /, 
93-4071 


Frazier, A. W. 
Redistribution of impurities in wet-proc- 
ess phosphoric acid / A.W. Frzier, 
Y.K. Kim., 93-6336 


Frazier, Billie H. 

Selected resources on emotional abuse of 
children : an annotated bibliography 
for researchers, educators, and consum- 
ers /, 93-27480 


Frazier, Franklin. 

Direct student loans could save money 
and simplify program administration 
[microform] : statement of Franklin 
Frazier, Director, Education and Em- 
ployment Issues, Human Resources Di- 
vision, before the Committee on Labor 
and Human Resources, United States 
Senate /, 93-13800 


Occupational Safety and Health [micro- 
form] : worksite programs and commit- 
tees : statement of Franklin Frazier, Di- 
rector of Education and Employment 
Issues, Human Resources Division, 
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Aeromagnetic map of the Palm Springs 
1:100,000 scale quadrangle, California 
[microform] /, 93-28729 


Aeromagnetic map of the Tonopah 1° x 
2° quadrangle, central Nevada /, 93- 
14337 


Aeromagnetic maps and terrace magneti- 
zation map centered on the Idaho 
batholith and Challis volcanic field, 
northwestern United States /, 93- 
24126 


Aetna Springs quadrangle, California, 
1958 : 7.5 minute series (topographic) / 
, 93-21600 


AFCMODEL [microform] : a Microsoft 
Excel workspace for modeling com- 
bined assimilation-fractional crystalliza- 
tion in igneous systems /, 93-21477 


Afognak (A-1) quadrangle, Alaska, 1952 : 
63 360 series (topographic) /, 93-2395 

Age and correlation of the Calera Lime- 
stone in the Permanente Terrane of 
northern California [microform] / , 
93-21533 


Age dating ground water by use of chlor- 
ofluorocarbons (CCI;F and CCI.F,), 
and distribution of chlorofluorocarbons 
in the unsaturated zone, Snake River 
Plain aquifer, Idaho National Engineer- 
ing Laboratory, Idaho /, 93-26252 

Ages of rocks in southwestern Washing- 
ton and northwestern Oregon as indi- 
cated by paleontological and isotopic 
dates [microform] /, 93-21538 

Agua Fria Mountain : Texas 1:50,000 /, 
93-21682 

Agua Fria quadrangle, New Mexico— 
Santa Fe Co., 1951 : 7.5 minute series 
(topographic) /, 93-21591 

Air temperature and precipitation data, 
1967-88, Wolverine Glacier basin, 
Alaska [microform] /, 93-16702 

Akron West quadrangle, Ohio, 1967 : 7.5 
minute series (topographic) /, 93-7652 

ALACARTE installation and system 
manual [microform] /, 93-14238 

ALACARTE user interface [microform] 
: AML code and demonstration maps / 
, 93-14237 
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ALACARTE user manual [microform] / 
93-14239 


The Alaska Mineral Resource Assessment 
Program : background information to 
accompany mineral-resource and geo- 
logic maps of the Anchorage Quadran- 
gle, south-central Alaska /, 93-26224 


Alaska topographic series : Juneau, 1962 


/, 93-18903 

Alaska topographic series : Livengood, 
1956 /, 93-18904 

Alaska topographic series : 
1958 /, 93-9646 

Aledo East quadrangle, Illinois—Mercer 
Co. : 7.5 minute series (topographic) /, 
93-7668 


Aledo West quadrangle, Illinois—Mercer 
Co. : 7.5 minute series (topographic) /, 
93-2354 


Alexandria quadrangle, Louisiana—Ra- 
pides Parish, 1972 : 7.5 minute series 
(topographic) /, 93-21571 


Alice, Texas, 1985 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-2415 


Allanton quadrangle, Florida, 1982 : 7.5 
minute series orthophotomap (topo- 
graphic-bathymetric) /, 93-24086 

Allen quadrangle, Louisiana—Natchi- 
toches Parish : 7.5 minute series (topo- 
graphic) /, 93-16789 


Allentown East quadrangle, Pennsylva- 
nia, 1964 : 7.5 minute series (topo- 
graphic) /, 93-7634 


Allentown West quadrangle, Pennsylva- 
nia, 1965 : 7.5 minute series (topo- 
graphic) /, 93-11794 


Allie Canyon quadrangle, New Mexico— 
Grant Co. : 7.5 minute series (topo- 
graphic) /, 93-5352 


Allophaiomys and the age of the Olyor 
Suite, Krestovka sections, Yakutia /, 
93-23947 


Aloha quadrangle, Louisiana : 7.5 minute 
series (topographic) /, 93-5333 


Talkeetna, 


Alpine Butte quadrangle, California—Los 
Angeles Co., 1957 : 7.5 minute series 
(topographic) /, 93-21587 

Altitude and configuration of the poten- 
tiometric surface in Springfield Town- 
ship, Bucks County, Pennsylvania, 
April 1991 through October 1991 /, 
93-21463 


Altitude and configuration of the poten- 
tiometric surface in the crystalline and 
metasedimentary rocks, northeastern 
Chester County, Pennsylvania, May 
through October 1990 /, 93-11686 


Altitude and configuration of the poten- 
tiometric surfaces of the upper and 
lower aquifer systems in Bridgeton, 
Nockamixon, and Tinicum townships, 
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Bucks County, Pennsylvania, April 
1991 through April 1992 /, 93-23968 


Altitude of top of bedrock in the vicinity 
of Wright-Patterson Air Force Base, 
Ohio /, 93-9563 


Ambler River (A-5) quadrangle, Alaska— 
Northwest Artic borough, 1955 : 63 
360 series (topographic) /, 93-9645 


Amelia City quadrangle, Florida, 1958 : 
7.5 minute series (topographic) /, 93- 
24068 


Ames quadrangle, Washington, 1980 : 7.5 
minute series (topographic) /, 93- 
14334 


Amity quadrangle, Oregon, 1957 : 7.5 
minute series (topographic) /, 93- 
28846 

Analyses and descriptions of geochemical 
samples, northeastern part of the Dah- 
lonega gold belt and vicinity, north- 
eastern Georgia [microform] / , 93- 
26311 


Analyses and descriptions of geochemical 
samples, southwestern part of the Dah- 
lonega gold belt and vicinity, Georgia, 
and seven samples from Clay, Cle- 
burne, and Tallapoosa counties, Ala- 
bama [microform] /, 93-21554 


Analyses and descriptions of some rock 
samples, Virgilina district and vicinity, 
North Carolina and Virginia [micro- 
form] /, 93-16777 


Analysis of a seismic anomaly in Georges 
Bank Basin, Atlantic Continental 
Margin [microform] /, 93-5290 

Analysis of residential use of water in the 
Denver metropolitan area, Colorado, 
1980-87 / by David W. Litke and 
LeRoy F. Kauffman ; prepared in co- 
operation with the City and County of 
Denver, Board of Water Commission- 
ers., 93-26237 


Analysis of ten coal samples from the 
Michigan Basin [microform] / , 93- 
11755 


Analysis of the magnitude and frequency 
of floods and the peak-flow gaging net- 
work in Montana /, 93-5044 


An analysis of unique seismic anomaly in 
Georges Bank Basin, Atlantic Conti- 
nental Margin [microform] / , 93- 
11725 


Analytical data for soil and well core 
samples from the Carson River basin, 
Lyon and Churchill counties, Nevada 
[microform] /, 93-14234 


Analytical results and sample locality 
map for rock samples from the Detroit 
mining district, Juab and Millard coun- 
ties, Utah [microform] /, 93-21481 

Analytical results and sample locality 
map of stream-sediment, and heavy- 
mineral-concentrate samples from the 
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Payette Crest, Secesh, and South Fork 
roadless study areas, Valley and Idaho 
counties, Idaho [microform] / , 93- 
14187, 93-28673 


Analytical results and sample locality 
map of stream-sediment, heavy-miner- 
al-concentrate, and rock samples from 
the Orocopia Mountains Wilderness 
Study area (CDCA-344), Riverside 
County, California [microform] / , 
93-5224, 93-14281 


Analytical results and sample locality 
map of stream-sediment, heavy-miner- 
al-concentrate, rock samples from the 
North Pole Ridge (OR-005-008), Thir- 
tymile (OR-005-001), and Lower John 
Day (OR-005-006) wilderness study 
areas, Sherman and Gilliam counties, 
Oregon [microform] /, 93-23974 


Analytical results and sample locality 
map of stream-sediment, heavy-miner- 
al-concentrate, soil, and rock samples 
from the western part (west of the 
Snake River) of the Palisades Roadless 
Study Area, Bonneville County, Idaho 
[microform] /, 93-14180 


Analytical results and sample locality 
map of stream-sediment samples from 
the Turtle Canyon Wilderness Study 
Area (UT-060-067), Emery County, 
Utah [microform] /, 93-5206 


Analytical results and sample locality 
map of volcanic rocks from the Pedre- 
gosa Mountains, Arizona [microform] : 
appendix to geologic map and cross 
sections of the Pedregosa Mountains, 
Cochise County, Arizona, U.S. Geo- 
logical Survey Map I-1827 /, 93- 
14248 


Analytical results and sample locality 
maps for rock samples collected in and 
near the Delta 1° x 2° quadrangle, 
Tooele, Juab, Millard, and Utah coun- 
ties, Utah [microform] /, 93-14167 


Analytical results and sample locality 
maps of rock samples from the eastern 
Goodnews Bay quadrangle, southwest 
Alaska [microform] /, 93-28675 


Analytical results and sample locality 
maps of skarn, porphyry, and vein sam- 
ples from the Dillon, Butte, and 
Dubois 1° x 2° quadrangles, Idaho— 
Montana [microform] /, 93-16623 


Analytical results and sample locality 
maps of stream-sediment and heavy- 
mineral-concentrate samples from the 
Smoky Mountains Roadless Study 
Area, Blaine and Camas counties, 
Idaho [microform] /, 93-5277 


Analytical results and sample locality 
maps of stream-sediment, heavy-miner- 
al-concentrate, and rock samples from 
the Black Warrier, Hanson Lakes, 
Lime Creek, Red Mountain, and Trini- 
ties roadless study areas, Boise, Camas, 





Custer, Elmore, and Valley counties, 
Idaho [microform] /, 93-14178 


Analytical results and sample locality 
maps of USGS and NURE samples 
from the Hailey 1° x 2° quadrangle, 
Idaho [microform] /, 93-16740 


Analytical results for platinum, palladi- 
um, rhodium, ruthenium, and iridium in 
rock samples from selected mines and 
prospect areas, Delta 1° x 2° quadran- 
gle, Utah [microform] /, 93-26348 


Analytical results for rock and stream- 
sediment samples, Kaibab National 
Forest, Coconino County, Arizona [mi- 
croform] /, 93-28712 


Analytical results for rock samples col- 
lected from the Mercur and Ophir 
mining districts, Utah, the Lookout 
Pass prospect area, Utah, and the 
Ferber mining district, Nevada [micro- 
form] /, 93-14177 


Analytical results for stream sediment 
and soil samples from the Common- 
wealth of Puerto Rico, Isla de Culebra, 
and Isla de Vieques [microform] / , 
93-24021 


Analytical results for 41 water samples 
from the South Kawishiwi River study 
area, northeastern Minnesota [micro- 
form] /, 93-2296 


Analytical results of insoluble-residue 
samples from the Paducah 1° x 2° quad- 
rangle, Missouri, Illinois, and Ken- 
tucky, drill holes nos. K1-K4 [micro- 
form] / , 93-5282, 93-5287, 93- 
14181, 93-14250, 93-14256 


Analytical results of rock samples from 
the Brooks Spring 7.5 minute quadran- 
gle, Nevada [microform] / , 93-14226 


Analytical results of soil, stream sedi- 
ment, panned concentrate, and water 
samples from the Lik deposit, north- 
western Brooks Range, Alaska [micro- 
form] /, 93-14264 


Analytical results, sample locality map, 
and descriptions of rock samples from 
the Bethel and southern part of the 
Russian Mission 1°x 3° quadrangles, 
southwest Alaska [microform] / , 93- 
28696 


Analytical solution for one-, two-, and 
three-dimensional solute transport in 
ground-water systems with uniform 
flow [microform] : supplemental report 
: source codes for computer programs 
and sample data sets /, 93-16746 


Anchorage (A-7) quadrangle, Alaska— 
Greater Anchorage Area Borough, 
1960 : 63 360 series (topographic) /, 
93-28882 

Anchorage (C-2) quadrangle, Alaska— 
Susitna Borough, 1960 : 63 360 series 
(topographic) /, 93-2398 

Anchorage (C-6) SW _ quadrangle, 
Alaska—Matanuska—Susitna borough : 
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1:25 000-scale series (topographic) /, 
93-9633 


Anchorage (C-7) SE _ quadrangle, 
Alaska—Matanuska—Susitna borough : 
1:25 000-scale series (topographic) /, 
93-9634 


Anchorage (C-7) SW _ quadrangle, 
Alaska—Mat: ka—Susitna borough : 
1:25 000-scale series (topographic) /, 
93-9635 


Anchorage (C-8) SE quadrangle, 
Alaska—Matanuska—Susitna borough : 
1:25 000-scale series (topographic) /, 
93-9636 


Andalusia quadrangle,  Illinois—Iowa, 
1991 : 7.5 minute series (topographic) / 
, 93-7670 

Andover quadrangle,  Illinois—Henry 
Co., 1991 : 7.5 minute series (topo- 
graphic) /, 93-2358 


Angola West quadrangle, Indiana—Steu- 
ben Co. : 7.5 minute series (topograph- 
ic) /, 93-18897 


Annual peak discharges from small drain- 
age areas in Montana through Septem- 
ber 1989 [microform] /, 93-5245 


Annual report on Alaska’s mineral re- 
sources., 93-21448 


Annual water-resources review, White 
Sands Missile Range [[microform]] / , 
93-26277, 93-26365 


Annual yield and selected hydrologic 
data for the Arkansas River basin com- 
pact, Arkansas-Oklahoma _ [[micro- 
form].] , 93-16619, 93-16624, 93- 
16651, 93-16665, 93-23995 


Annual yield and selected hydrologic 
data for the Arkansas River basin com- 
pact Arkansas-Oklahoma [microform] : 
1991 water year /, 93-14269 


Antelope Spring quadrangle, Idaho— 
Owyhee Co. : 7.5 minute series (topo- 
graphic) /, 93-5393 


Apache quadrangle, Oklahoma—Caddo 
Co., 1991 : 7.5 minute series (topo- 
graphic) /, 93-9583 

Appalachia quadrangle, Virginia—Ken- 
tucky, 1955 : 7.5 minute series (topo- 
graphic) /, 93-16802 

Apple Grove quadrangle, Ohio—West 
Virginia, 1968 : 7.5 minute series (topo- 
graphic) /, 93-7611 


Application of a hydrochemical model 
and a multivariate soil-solution mixing 
model to alpine watersheds in the 
Sierra Nevada, California /, 93-26247 


Application of digital elevation models to 
delineate drainage areas and compute 
hydrologic characteristics for sites in 
the James River Basin, North Dakota / 
, 93-9550 
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Application of grade and tonnage deposit 
models [microform] : the search for ore 
deposits possibly amenable to small- 
scale mining /, 93-2295 


Application of structural geology to min- 
eral and energy resources of the central 
and western United States : papers pre- 
sented at a workshop sponsored by the 
U.S. Geological Survey, October 9-10, 
1990, Colorado School of Mines, 
Golden, Colorado /, 93-11674 


APRAS [microform] : analytic petroleum 
resource appraisal system : microcom- 
puter programs for play analysis using 
a field-size model /, 93-14266 

Arinosa : Utah 1:50,000 /, 93-16853 


Arizona : index to topographic and other 
map coverage /, 93-11681 

Arlington quadrangle, Florida—Duval 
Co., 1963 : 7.5 minute series (topo- 
graphic) /, 93-24062 

Artesia NE quadrangle, New Mexico, 
1955 : 7.5 minute series (topographic) / 
, 93-16790 

Ashland City quadrangle, Tennessee— 
Cheatham Co., 1957 : 7.5 minute series 
(topographic) /, 93-7576 

Ashley quadrangle, Indiana : 7.5 minute 
series (topographic) /, 93-24120 

Ashton quadrangle, Idaho—Fremont Co., 
1965 : 7.5 minute series (topographic) / 
, 93-28840 

Ashville quadrangle, Florida, 1962 : 7.5 
minute series (topographic) /, 93- 
24084 

Assawoman Bay quadrangle, Maryland— 
Delaware : 7.5 minute series (topo- 
graphic) /, 93-7608 

Assessment for undiscovered resources of 
coalbed methane in nine Wyoming 
BLM wilderness study areas [micro- 
form] /, 93-14240 

Assessment of geochemical variability 
and a listing of geochemical data for 
soils, drain sediments, alfalfa, 
greasewood, groundwater and water 
extractable soil constituents from the 
TJ-Drain study area, Nevada [micro- 
form] /, 93-14232 

Assessment of nonpoint-source contami- 
nation of the High Plains aquifer in 
south-central Kansas, 1987 [microform] 
/, 93-14172 


Assessment of spring discharge to the 
Snake River, Milner Dam to King Hill, 
Idaho [microform] , 93-21516 

Assessment of the effects of local geology 
using long-period microtremors and the 
1989 Loma Prieta earthquake motions 
[microform] /, 93-16752 

Assessment of the Joplin 1° x 2° quadran- 
gle, Kansas and Missouri, for Mississip- 
pi Valley-type deposits and other min- 
erals /, 93-28909 
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Assessment of undiscovered porphyry 
copper deposits within the range of the 
northern spotted owl, northwestern 
California, western Oregon, and west- 
ern Washington [microform] / , 93- 
5286 


Atkins quadrangle, Virginia—Smyth Co., 
1958 : 7.5 minute series (topographic) / 
93-24092 


Atkinson quadrangle, Illinois—Henry 
Co., 1991 : 7.5 minute series (topo- 
graphic) /, 93-2364 

Audio-magnetotelluric survey of Nevada 
volcanic arc near Reno and Carson 
City, Nevada [microform] : location 
map and data report /, 93-11737 


Audiomagnetotelluric investigation at 
Bursum caldera, Mogollon mining dis- 
trict, westcentral New Mexico [micro- 
form] : location map and data report /, 
93-16730 


Augusta quadrangle, Arkansas, 1968 : 7.5 
minute series (topographic) /, 93- 
28794 


Augusta quadrangle, Maine—Kennebec 
Co., 1980 : 7.5 minute series (topo- 
graphic) /, 93-7676 


Austell quadrangle, Georgia : 7.5 minute 
series (topographic) /, 93-7558 


Austin, Texas, 1985 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-9658 


Authorities and organizations involved 
with geographic names : United States, 
Canada, Mexico microform /, 93- 
18977 


Availability and suitability of municipal 
wastewater information for use in a na- 
tional water-quality assessment [micro- 
form] : a case study of the upper Illi- 
nois River basin in Illinois, Indiana, 
and Wisconsin /, 93-5237 


Average near-bottom currents in Massa- 
chusetts Bay and Cape Cod Bay meas- 
ured with Woodhead drifters [micro- 
form] : progress report for drifters re- 
leased Sept. 1990 through May 1991 /, 
93-5279 


Average topography, isostatic residual 
gravity, and aeromagnetic maps of the 
Parkfield Region, California [micro- 
form] /, 93-16663 

Awendaw quadrangle, South Carolina— 
Charleston Co., 1943 : 7.5 minute series 
(topographic) /, 93-7554 

Ayudando a su hijo aprender la geografia 
/, 93-21437 

Babcock Ridge quadrangle, Washington, 
1966 : 7.5 minute series (topographic) / 
, 93-5421 

Bacons Castle quadrangle, Virginia, 1969 
: 7.5 minute series (topographic) /, 
93-18876 
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Bakersville quadrangle, Florida—St. 
Johns Co., 1970 : 7.5 minute series 
(topographic) /, 93-24049 


Balanced Rock quadrangle, Idaho—Twin 
Falls Co., 1980 : 7.5 minute series 
(topographic) /, 93-21624 

Baldwin quadrangle, Florida, 1964 : 7.5 
minute series (topographic) /, 93- 
24064 

Ballston quadrangle, Oregon, 1956 : 7.5 
minute series (topographic) /, 93- 
21650 

Bangor quadrangle, Maine—Penobscot 
Co., 1978 : 7.5 minute series (topo- 
graphic) /, 93-7675 

BAP [microform] : BASIC strong-motion 


accelerogram processing software /, 
93-24015 


Barker Canyon quadrangle, Washington, 
1968 : 7.5 minute series (topographic) / 
, 93-5423 


Barnes quadrangle, Wyoming—Goshen 
Co., 1960 : 7.5 minute series (topo- 
graphic) /, 93-28832 


Barrow (A-5) quadrangle, Alaska, 1955 : 
63 360 series (topographic) /, 93-2410 


Barstow SE quadrangle, California—San 
Bernardino Co., 1971 7.5 minute 
series (topographic) /, 93-28790 

Base flow of 10 south-shore streams, 
Long Island, New York, 1976-85, and 
the effects of urbanization on base flow 
and flow duration /, 93-9557 


Basic data and preliminary density profile 
from a borehole gravity survey made 
in the Cajon Pass Scientific Drilihole, 
California [microform / by L.A. Beyer, 
F.G. Clutsom and F.V. Grubb.] , 93- 
5218 


Basin Butte quadrangle, Idaho—Custer 
Co., 1963 : 7.5 minute series (topo- 
graphic) /, 93-28841 

Batavia Franklin quadrangle, Ohio—Cler- 
mont Co., 1965 : 7.5 minute series 
(topographic) /, 93-7620 

Bathymetry at the head of the Cape Fear 
Slide, offshore North Carolina /, 93- 
28911 


Baton Rouge East quadrangle, Louisi- 
ana—East Baton Rouge Parish : 7.5 
minute series (topographic) /, 93-5323 

Baton Rouge West quadrangle, Louisiana 
: 7.5 minute series (topographic) /, 
93-5324 

Bay View quadrangle, Maryland—Penn- 
sylvania : 7.5 minute series (topograph- 
ic) /, 93-28815 

Bayou Pierre Lake quadrangle, Louisi- 
ana, 1980 : 7.5 minute series (topo- 
graphic) /, 93-5342 





1993 


Bayou Sorrel quadrangle, Louisiana— 
Iberville Parish : 7.5 minute series 
(topographic) /, 93-2310 

Beach profile measurements after Hurri- 
cane Hugo [microform] Sullivans 
Island and Isle of Palms, South Caroli- 
na /, 93-5252 


Beacon Beach quadrangle, Florida—Bay 
Co., 1982 : 7.5 minute series orthopho- 
tomap (topographic-bathymetric) /, 
93-14299 

Bear Branch quadrangle, Indiana, 1959 : 
7.5 minute series (topographic) /, 93- 
26399 

Beaumont, Texas, 1986 : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-7682 

Beaver (B-2) quadrangle, Alaska, 1956 : 
63 360 series (topographic) /, 93-2407 

Bedrock geologic map of the Blue Dia- 
mond NE 7.5’ quadrangle, Clark 
County, Nevada [microform] / , 93- 
26346 


Bedrock geologic map of the Blue Dia- 
mond SE 7.5’ quadrangle, Clark 
County, Nevada [microform] / , 93- 
21521 


Bedrock geologic map of the Gloucester 
and Rockport quadrangles, Essex 
County, Massachusetts /, 93-11836 


Bedrock geologic map of the Seattle 30’ 
by 60’ quadrangle, Washington [micro- 
form] /, 93-26305 

Bedrock geologic map of the Sunderland 
quadrangle, Bennington and Windham 
counties, Vermont /, 93-26421 


Bedrock geologic map of the Unionville 
quadrangle, Orange County, New 
York, and Sussex County, New Jersey 
/, 93-11811 


Bedrock geology and mineral resources 
of the Knoxville 1° x 2° quadrangle 
Tennessee, North Carolina, and South 
Carolina /, 93-16568 


Bedrock geology and seismotectonics of 


the Oscawana Lake Quadrangle, New 
York /, 93-11671 

Beeville, Texas, 1985 : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-2416 

Beggs quadrangle, Louisiana—St. Landry 
Parish, 1983 : 7.5 minute series (topo- 
graphic) /, 93-5328 

Belen : New Mexico 1:50,000 /, 93- 
16865 

Belfry quadrangle, Kentucky—Pike Co. : 
7.5 minute series (topographic) /, 93- 
7586 

Bellbrook quadrangle, Ohio, 1965 : 7.5 
minute series (topographic) /, 93- 
7626, 93-7627 

Bellefontaine, Ohio 1:100 000-scale 
metric topographic map : 30 x 60 





minute series (topographic) /, 93- 
18910 

Ben Hur quadrangle, Virginia—Lee Co., 
1947 : 7.5 minute series (topographic) / 
, 93-16803 


Benns Church quadrangle, Virginia, 1965 
: 7.5 minute series (topographic) /, 
93-11774 

Bentonite and fuller’s earth resources of 
the United States /, 93-7493 


The Beowawe Geysers, Nevada, before 
geothermal development /, 93-18821 


Bertrandville quadrangle, Louisiana : 7.5 
minute series (topographic) /, 93-5312 


Bethany Beach quadrangle, Delaware— 
Sussex Co., 1984 : 7.5 minute series 
(topographic) /, 93-7609 


Bethel quadrangle, Ohio, 1968 : 7.5 
minute series (topographic) /, 93-7613 


Beverly Beach quadrangle, Florida— 
Flager Co., 1956 : 7.5 minute series 
(topographic) /, 93-24045 


Bibliographies and location maps of pub- 
lications on aeromagnetic and aerora- 
diometric surveys [microform] / , 93- 
5281 


Bibliography, index, and data sources for 
ground-water hydrology and geology 
of Colorado west of the Continental 
Divide [microform] /, 93-21501 


Bibliography of hydrogeology for the 
Willamette Valley, Oregon [microform] 
/, 93-16719 


Bibliography of publications prepared by 
U.S. Geological Survey personnel 
under cooperative programs with the 
U.S. Department of Energy and prede- 
cessor agencies, 1957-1991, with em- 
phasis on nuclear testing programs [mi- 
croform] /, 93-28710 


Bibliography of radon in the outdoor en- 
vironment and -selected references on 
gas mobility in the ground [microform] 
/, 93-21539 


Bibliography of selected water-resources 
publications on Nevada by the USS. 
Geological Survey, 1885 through 1990 
[microform] /, 93-2304, 93-24001 


Bibliography of the Pacific to Arizona 
Crustal Experiment (PACE) [micro- 
form] : investigation of a transect of 
the lithosphere across the southwestern 
United States /, 93-21471 

Bibliography of well-log applications 
annual update [microform] : September 
1, 1990 to October 1, 1991 /, 93- 
16727 


Big Clifty quadrangle, Kentucky, 1991 : 
7.5 minute series (topographic) /, 93- 
2340 

Big Delta (B-6) NW _ quadrangle, 
Alaska—Fairbanks North Star borough 
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: 1:25,000-scale series (topographic) /, 
93-21670 

Big Delta (C-6) NW _ quadrangle, 
Alaska—Fairbanks North Star borough 
: 1:25,000-scale series (topographic) /, 
93-28875 

Big Delta (C-6) SW quadrangle, Alaska— 
Fairbanks North Star borough 
1:25,000-scale series (topographic) /, 
93-28874 

Big Delta (D-5) quadrangle, Alaska— 
Fairbanks North Star Borough, 1958 : 
63 360 series (topographic) /, 93-2404 

Big Delta (D-6) NW _ quadrangle, 
Alaska—Fairbanks North Star borough 
: 1:25,000-scale series (topographic) /, 
93-21672 

Big Delta (D-6) SW _ quadrangle, 
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(topographic) /, 93-7566 

Big Spring quadrangle, Kentucky, 1991 : 
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Bossburg quadrangle, Washington, 1969 : 
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graphic) /, 93-28821, 93-28822 
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1953 : 7.5 minute series (topographic) / 
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minute series orthophotomap (topo- 
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7.5 minute series (topographic) /, 93- 
14320 

Buxton quadrangle, Oregon—Washington 
Co., 1979 : 7.5 minute series (topo- 
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Co., 1991 : 7.5 minute series (topo- 
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93-24057 

Carrie quadrangle, Kentucky : 7.5 minute 
series (topographic) /, 93-14313 
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Castle Butte quadrangle, Idaho : 7.5 
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Channel and bank stability of Standing 
Pine Creek at State Highway 488 near 
Freeny, Leake County, Mississippi [mi- 
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21488 


Chemical and isotopic composition and 
potential for contamination of water in 
the Upper Floridan Aquifer, west-cen- 
tral Florida, 1986-89 [microform] / , 
93-21496 


Chemical and physical data related to 
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93-3664, 93-3665, 93-3666 

Cherry Valley East quadrangle, Arkansas 
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(topographic) /, 93-28872 
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9625 

Circle (C 4) quadrangle, Alaska, 1952 : 63 
360 series (topographic) /, 93-2403 
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(topographic) /, 93-11800 
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Combustion and leaching behavior of ele- 
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Chaves Co., 1952 : 7.5 minute series 
(topographic) /, 93-14306 
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minute series (topographic) /, 93-7683 
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Coppei quadrangle, Washington, 1966 : 
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analyses data of cores collected on 
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Co., 1961 : 7.5 minute series (topo- 
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Crater Rings quadrangle, Idaho—Elmore 
Co. : 7.5 minute series (topographic) /, 
93-9624 

Crater Rings SE quadrangle, Idaho— 
Elmore Co. : 7.5 minute series (topo- 
graphic) /, 93-9621 

Crater Rings SW quadrangle, Idaho : 7.5 
minute series (topographic) /, 93-9622 
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reconstructions for the Uinta-Piceance 
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ia, 1968 : 7.5 minute series (topograph- 
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Critical coastal wetland problem areas 
along the Michigan-Wisconsin shore- 
line of Lake Michigan, and their priori- 
tization for further study [microform] / 
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Crockett, Texas, 1985 : 1:100 000-scale 
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Co., 1982 : 7.5 minute series orthopho- 
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Crystal Lake quadrangle, Illinois : 7.5 
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minute series (topographic) /, 93-7657 
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Defiance, Ohio—Indiana, 1986 : 1:100 
000-scale metric topographic map : 30 
x 60 minute series (topographic) /, 
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Delineation of recharge areas for selected 
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graphic) /, 93-9593 


Density data for drill cores from wells in 
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Alaska [microform] /, 93-5233 
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Depositional environments and facies in 
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26332 


Depositional systems of a synorogenic 
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minute series (topographic) /, 93- 
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locity data, south San Francisco Bay, 
California, February-April 1987 [micro- 
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Description of techniques to drill, com- 
plete, and develop wells and to test and 
sample aquifers at a surface coal mine 
in northwestern Colorado /, 93-18832 
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traverses near Old Station and Mineral, 
California [microform] /, 93-14287 
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of fouling deposits from coal combus- 
tion [microform] /, 93-5191 


Development and organization of a geo- 
graphic information system data base 
and its application to investigation of 
rainfall/runoff-model parameters in IIli- 
nois [microform] /, 93-5257 
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Diatoms from ice-rafted sediment collect- 
ed from the Beaufort Sea, Arctic 
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Dietrich Butte quadrangle, Idaho—Lin- 
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Dietrich quadrangle, Idaho—Lincoln 
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Digital data acquisition and development 
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, 93-28655 
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with the Woods Hole Image Process- 
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minute series (topographic) /, 93-7606 
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Dinsmore quadrangle, Florida, 1964 : 7.5 
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Directory of member organizations of the 
National Water Data Exchange 
(NAWDEX) [microform] / , 93- 
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applications to large rivers and estu- 
aries [microform] / , 93-21483, 93- 
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Discharge rating for tainter and roller 
gates at lock and dam no. 25 on the 
Mississippi River near Winfield, Mis- 
souri /, 93-7508 


Discharge rating for tainter gates at lock 
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River at Clarksville, Missouri /, 93- 
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Distribution and variability of fecal-indi- 
cator bacteria in Scioto and Olentangy 
Rivers in the Columbus, Ohio, area /, 
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Distribution, facies, ages, and proposed 
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The distribution of lanthanides and yttri- 
um in the minerals of the monazite 
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Distribution of selected Campanian and 
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Documentation of geographic-informa- 
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Documentation of model input and 
output values for simulation of regional 
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states [microform] /, 93-14203 
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Documentation of model input and 
output values for the simulation of 
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County, California [microform] / , 
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Dog Island quadrangle, Florida—Frank- 
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minute series (topographic) /, 93-5395 
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Co., 1952 : 7.5 minute series (topo- 
graphic) /, 93-28812 
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Dugway Pass quadrangle, Utah—Juab 
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93-5363, 93-5364 
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Co., 1991 : 7.5 minute series (topo- 
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Durbin quadrangle, Florida, 1952 : 7.5 
minute series (topographic) /, 93- 
24059 

Durmid SE quadrangle, California—Im- 
perial Co., 1956 : 7.5 minute series 
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Eagle Lake, California : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93- 
28892 

Eagle Lake, Texas, 1985 : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-7680 
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1963 : 7.5 minute series (topographic) / 

93-28798 

Eagle Pass, Texas—Coahuila, 1985 
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: 30 x 60 minute series (topographic) /, 
93-18906 


Eagles Nest quadrangle, Wyoming, 1951 : 
7.5 minute series (topographic) /, 93- 
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Earle quadrangle, Arkansas—Crittenden 
Co., 1974 : 7.5 minute series (topo- 
graphic) /, 93-26387 


Early Proterozoic volcanogenic  se- 
quences in central Colorado [micro- 
form] : Colorado Scientific Society fall 
field trip, September 6-8, 1991 /, 93- 
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Earth-fissure movements associated with 
fluctuations in ground-water levels near 
the Picacho Mountains, south-central 
Arizona, 1980-84 [microform] / , 93- 
11716, 93-23956 


Earthquake effects [microform] : a com- 
puter animation and paper model /, 
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Earthquake hazards in the Pacific North- 
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Earthquake hazards in the Pacific North- 
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Tectonics of the Willamette Valley, 
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Earthquake hazards in the Pacific North- 
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Earthquake hazards in the Pacific North- 
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earthquakes and their relationship to 
regional tectonic stress [microform] / , 
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Earthquake hazards in the Pacific North- 
west of the United States. F, GIS ap- 
plications in seismic loss estimation 
model for Portland, Oregon water and 
sewer systems [microform] / , 93- 
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Earthquake hazards in the Pacific North- 
west of the United States. G, Ap- 
proaches for seismic-hazard mitigation 
by local governments [microform] : an 
example from King County, Washing- 
ton /, 93-14192 
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Geologic map of the Fife Peak quadran- 
gle, Cochise County, Arizona [micro- 
form] /, 93-26330 


Geologic map of the Garnett East quad- 
rangle and parts of the Garnett SE, 
Garnett NW, and Lane quadrangles, 
Anderson County, Kansas /, 93-11839 


Geologic map of the Garnett West quad- 
rangle and part of the Richmond quad- 
rangle, Anderson County, Kansas /, 
93-11838 
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Geologic map of the Gyp Pocket quad- 
rangle, northern Mohave County, Ari- 
zona [microform] /, 93-26351 


Geologic map of the Hailey 1° x 2° quad- 
rangle, Idaho [microform] / , 93- 
16704 


Geologic map of the Hole-N-Wall 
Canyon quadrangle, northern Mohave 
County, Arizona [microform] / , 93- 
26358 


Geologic map of the Issaquah 7.5’ quad- 
rangle, King County, Washington /, 
93-11846 


Geologic map of the Jumpup Canyon 
and Big Springs quadrangles, Mohave 
and Coconino counties, Arizona /, 
93-24134 


Geologic map of the Kemmerer 30’ x 60’ 
quadrangle, Lincoln, Uinta, and Sweet- 
water counties, Wyoming /, 93-2412 


Geologic map of the Mount Bachelor 
volcanic chain and surrounding area, 
Cascade Range, Oregon /, 93-11819 


Geologic map of the MTM -90000 area, 
Planum Australe Region of Mars /, 
93-16863 


Geologic map of the Mustang Knoll 
quadrangle, northern Mohave County, 
Arizona [microform] /, 93-14221 


Geologic map of the Newark 7.5 minute 
quadrangle, Alameda County, Califor- 
nia [microform] /, 93-26338 


Geologic map of the north flank of the 
Sadlerochit Mountains, Mount Michel- 
son C-l, C-2, and C-3 quadrangles, 
northeastern Alaska [microform] / , 
93-16662 


Geologic map of the northern part of the 
Rectortown quadrangle, Virginia [mi- 
croform] /, 93-26296 


Geologic map of the Pahroc Spring SE 
quadrangle, Lincoln County, Nevada 
[microform] /, 93-26320 


Geologic map of the Philadelphia Creek 
quadrangle, Rio Blanco County, Colo- 
rado /, 93-26420 


Geologic map of the Planet 2 SE quad- 
rangle, Mohave and La Paz counties, 
Arizona [microform] /, 93-16706 


Geologic map of the Poachie Range, 
Mohave and Yavapai counties, Arizona 
/, 93-11824 


Geologic map of the Pompeii quadrangle 
(MTM 20057), Maja Valles Region of 
Mars /, 93-16862 


Geologic map of the Red Pinnacle quad- 
rangle, Garfield County, Colorado /, 
93-14340 


Geologic map of the Red Pockets quad- 


rangle, Mohave County, Arizona /, 
93-11837 





Geologic map of the Rock Canyon quad- 
rangle, northern Mohave County, Ari- 
zona [microform] /, 93-26364 


Geologic map of the Romoland 7.5 
minute quadrargle, Riverside County, 
California [microform] /, 93-14163 


Geologic map of the Rustler Park quad- 
rangle, southeast Arizona [microform] 
/, 93-26329 


Geologic map of the Slate Creek-John 
Day Creek area, Idaho County, Idaho 
/, 93-21694 


Geologic map of the St. George Canyon 
quadrangle, northern Mohave County, 
Arizona [microform] /, 93-14222 


Geologic map of the Steele Peak 7.5 
minute quadrangle, Riverside County, 
California [microform] /, 93-14161 


Geologic map of the Sullivan Draw 
South quadrangle, northern Mohave 
County, Arizona [microform] / , 93- 
14219, 93-14220 


Geologic map of the Table Mountain 
quadrangle, Churchill County, Nevada 
/, 93-2432 


Geologic map of the Tehipite Dome 
quadrangle, Fresno County, California 
/, 93-18899 


Geologic map of the Telegraph Peak 7.5 
minute quadrangle, San Bernardino 
County, California [microform] / , 
93-14158 


Geologic map of the Tillie Hall Peak 
quadrangle, Greenlee County, Arizona, 
and Grant County, New Mexico /, 
93-11812 


Geologic map of the Tonopah 1° by 2° 
quadrangle, central Nevada /, 93- 
26417 


Geologic map of the Valdez A-4, B-3, B- 
4, C-3, C-4, and D-4 quadrangles, 
northern Chugach Mountains and 
southern Copper River Basin, Alaska /, 
93-21687 


Geologic map of the Weiser Ridge quad- 
rangle, Clark County, Nevada /, 93- 
26411 


Geologic map of the west half of the 
Klamath Falls 1° by 2° quadrangle, 
south-central Oregon /, 93-11823 


Geologic map of the Willows 1:100,000 
quadrangle, California [miczoform] / , 
93-26335 


Geologic map of the Yellowhorse Flat 
quadrangle, northern Mohave County, 
Arizona [microform] /, 93-26360 


Geologic map showing ages and mineral- 
ization of the Quien Sabe volcanics, 
Mariposa Peak quadrangle, west-cen- 
tral California /, 93-11845 


Geologic map showing distribution of 
clinker in the tertiary Fort Union and 
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Wasatch formations, northern Powder 
River Basin, Montana /, 93-24125 


Geologic map showing thickness of the 
upper Cretaceous Pierre Shale in the 
south half of the Powder River Basin, 
northeastern Wyoming and adjacent 
areas /, 93-24136 


Geologic mapping of tunnels using pho- 
togrammetry [microform] : camera and 
target positioning /, 93-5228 

Geologic mapping of tunnels using pho- 
togrammetry [microform] control- 
point configuration /, 93-5226 


Geologic maps of the Big Mallard, 
Middle Bargamin, and Magruder addi- 
tions to the Frank Church-River-of- 
No-Return Wilderness, Lemhi and 
Idaho counties, Idaho /, 93-5432 


Geologic maps of upper Cenozoic depos- 
its in central California /, 93-24130 


A geologic overview and one-day field 
guide of the Taos Plateau volcanic 
field, Taos County, New Mexico [mi- 
croform] /, 93-28714 


A geologic overview of Cape Cod [mi- 
croform] : a guide for the Sigma XI 
field trip, September 26, 1992 /, 93- 
28731 


Geologic setting, characteristics, and geo- 
chemistry of gold-bearing quartz veins 
in the Klamath Mountains in the Red- 
ding 1 x 2 degree quadrangle, northern 
California [microform] /, 93-14243 


Geologic studies in Alaska by the U.S. 
Geological Survey during ..., 93-9549 


Geological investigations of the Wamsut- 
ter Rim Canneloid coal bed in the 
Eocene Niland Tongue of the Wasatch 
Formation, northern Washakie Basin, 
southwest Wyoming /, 93-7484 


Geological map of the McCoy Peak 
quadrangle, Southern Cascade Range, 
Washington [microform] / , 93-26340 


Geological maps : portraits of the earth /, 
93-16563 


Geology and mineral resource potential 
of the Chattanooga 1° x 2° quadrangle, 
Tennessee and North Carolina : a pre- 
liminary assessment /, 93-26221 


Geology and mineral resources of the 
Reno 1° by 2° quadrangle, Nevada and 
California /, 93-23944 


Geology and stream infiltration of North 
Halawa Valley, Oahu, Hawaii /, 93- 
16582 


Geology, geochemistry, and mineral re- 
source assessment of the Big Branch 
and Peru Peak wildernesses and the 
Wilder Mountain Roadless Area, Rut- 
land and Bennington Counties, Ver- 
mont /, 93-9546 
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Geology, geophysics, geochemistry, and 
deep-sea mineral deposits, Federated 
States of Micronesia [microform] 
KORDI-USGS R.V. Farnella Cruise 
F11-90-CP /, 93-14284 


Geology handbook for the Cooperative 
Monterey organic geochemistry study, 
Santa Maria and Santa Barbara-Ven- 
tura basins, California [microform] / , 
93-28722 


Geology, hydrology and mechanics of 
the Alani-Paty landslide, Manoa 
Valley, Oahu, Hawaii [microform] / , 
93-26368 


Geology of caves [microform] / , 93- 
11666 


The geology of radon /, 93-7477 


Geology of the New Tripoli quadrangle, 
Lehigh, Berks, Schuylkill, and Carbon 
counties, Pennsylvania /, 93-23943 


Geology of volcanic rocks in the south 
half of the Ishpeming greenstone belt, 
Michigan /, 93-23941 


Geometry and structural evolution of gil- 
sonite dikes in the eastern Uinta Basin, 
Utah /, 93-26215 


Geomorphic and vegetative recovery 
processes along modified stream chan- 
nels of west Tennessee [microform] / , 
93-23998 


The Geophysical expression of selected 
mineral deposit models [microform] / , 
93-28735 


Geophysical, lithologic, and water qual- 
ity data from Bristol Dry Lake, San 
Bernardino, California [microform] / , 
93-23980 


Geophysical, lithologic, and water qual- 
ity data from Broadwell Dry Lake, San 
Bernardino County, California [micro- 
form] /, 93-23984 


Geophysical, lithologic, and water qual- 
ity data from Danby Dry Lake, San 
Bernardino County, California [micro- 
form] /, 93-23981 


Geophysical, lithologic, and water qual- 
ity data from Ivanpah Valley, San Ber- 
nardino County, California [microform] 
/, 93-23982 


Geophysical, lithologic, and water qual- 
ity data from Soda Dry Lake, San Ber- 
nardino County, California [microform] 
/, 93-23983 

Geophysical logging of cored section in 
the Long Valley exploratory well, 
Long Valley, California [microform] / 
» 93-28726 

Geophysical logging studies in the Snake 
River Plain aquifer at the Idaho Na- 
tional Engineering Laboratory - wells 
44, 45, and 46 /, 93-21464 

Geophysical logs from a copper oxide de- 
posit, Santa Cruz project, Casa 
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Grande, Arizona [microform] / , 93- 
5276 


Geophysically inferred structural and 
lithologic map of the precambrian base- 
ment in the Joplin 1° x 2° quadrangle, 
Kansas and Missouri /, 93-21703 

Geophysics Advisor Expert System [mi- 
croform] /, 93-26375 

George West, Texas, 1985 : 1:100 000- 
scale metric topographic map : 30 x 60 
minute series (topographic) /, 93-2418 

Georgetown quadrangle, Arkansas, 1968 : 
7.5 minute series (topographic) /, 93- 
28793 


Georgetown quadrangle, Delaware— 
Sussex Co. : 7.5 minute series (topo- 
graphic) /, 93-24113 

German Corner quadrangle, Illinois— 
Henry Co., 1991 : 7.5 minute series 
(topographic) /, 93-2356 

Gillette, Wyoming, 1974 : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93- 
18915 

Givens Hot Springs quadrangle, Idaho : 
7.5 minute series (topographic) /, 93- 
5398 


Glade Mountain quadrangle, Colorado— 
Dolores Co. : 7.5 minute series (topo- 
graphic) /, 93-28803 


Glastonbury quadrangle, Connecticut, 
1964 : 7.5 minute series (topographic) / 
93-24119 
Glenns Ferry quadrangle, Idaho—Elmore 
Co. : 7.5 minute series (topographic) /, 
93-9613 


Glossary of terms for chaos, fractals, and 
dynamics [microform] /, 93-16736 
Gloyd quadrangle, Washington—Grant 
Co., 1956 : 7.5 minute series (topo- 

graphic) /, 93-5422 


Goat Hill quadrangle, New Mexico—Va- 
lencia Co., 1967 : 7.5 minute series 
(topographic) /, 93-5361 

Gold Hill quadrangle, Utah—Tooele Co., 
1973 : 7.5 minute series (topographic) / 
, 93-16812 


Gold, silver, and mercury rock chemistry 
for the Adelaide Mining District, 
Sonoma Range, Humboldt County, 
Nevada [microform] /, 93-5225 

Goliad, Texas, 1985 : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-2417 

Gooding Butte quadrangle, Idaho— 
Gooding Co., 1950 : 7.5 minute series 
(topographic) /, 93-21641 

Gooding quadrangle, Idaho—Gooding 
Co., 1971 : 7.5 minute series (topo- 
graphic) /, 93-21640 

Gooding SE quadrangle, Idaho, 1971 : 
7.5 minute series (topographic) /, 93- 
16817 
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Goose Creek quadrangle, California, 1968 
: 7.5 minute series (topographic) /, 
93-21597 

Goshute Canyon quadrangle, Utah, 1972 : 
7.5 minute series (topographic) /, 93- 
21603, 93-21604 

Goshute quadrangle, Utah, 1972 : 7.5 
minute series (topographic). /, 93- 
16811 

GPRMODEL [microform] : one-dimen- 
sional pull waveform forward modeling 
of ground penetrating radar data /, 
93-24036 


Grade and tonnage data for Climax Mo 
and Creede epithermal vein deposit 
models [microform] /, 93-14288 


Grade-tonnage and target-area models of 
Au-Ag-Te veins associated with alkalic 
rocks [microform] /, 93-14282 

Granada NE quadrangle, Colorado— 
Prowers Co., 1955 : 7.5 minute series 
(topographic) /, 93-9596, 93-9597 

Grand River quadrangle, Louisiana : 7.5 
minute series (topographic) /, 93-5322 

Grand View Mine quadrangle, Califor- 
nia—San Bernardino Co.: 7.5 minute 
series (topographic) /, 93-16793 

Grand View Peak quadrangle, Idaho, 
1965 : 7.5 minute series (topographic) / 
, 93-21616, 93-28835 


Grand View quadrangle, Idaho : 7.5 
minute series (topographic) /, 93-5391 

Gravity data at the western rim of the 
Bursum caldera, New Mexico; includ- 
ing principal facts, profiles and gravity 
contour maps [microform] / , 93- 
26369 


A Gravity survey of parts of quadrangles 
26E, 26F, 27E, and 27F, northeastern 
Arabian Shield, Kingdom of Saudi 
Arabia [microform] /, 93-2282 


Grayback Hills quadrangle, Utah— 
Tooele Co., 1973 : 7.5 minute series 
orthophotomap (topographic) /, 93- 
5377 


Grays quadrangle, Arkansas—Woodruff 
Co., 1971 : 7.5 minute series (topo- 
graphic) /, 93-26389 

Great Falls North, Montana, 1976 : 1:100 
000-scale metric topographic map : 30 
x 60 minute series (topographic) /, 
93-28905 

Great Fox Island quadrangle, Virginia— 
Maryland, 1968 : 7.5 minute series 
(topographic-bathymetric) /, 93-11780 

Great Machipongo Inlet quadrangle, Vir- 
ginia—Northampton Co., 1968 : 7.5 
minute series (topographic) /, 93- 
18873 

Green Hills quadrangle, Michigan—Mar- 
quette Co. : 7.5 minute series (topo- 
graphic) /, 93-16823 
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Green Rock quadrangie, Illinois : 7.5 
minute series (topographic) /, 93-7669 

Greene Reservoir quadrangle, Arizona, 
1981 : 7.5 minute series (topographic) / 
, 93-21576 


Greenville NE quadrangle, Florida, 1954 
: 7.5 minute series (topographic) /, 
93-24082 

Greenwood quadrangle, Delaware : 7.5 
minute series (topographic) /, 93- 
24116 

Gregory quadrangle, Arkansas—Wood- 
ruff Co., 1968 : 7.5 minute series (topo- 
graphic) /, 93-18869 


Grindstone Butte quadrangle, Idaho : 7.5 
minute series (topographic) /, 93-9606 

Grosse Tete quadrangle, Louisiana : 7.5 
minute series (topographic) /, 93-5326 

Grosse Tete SW quadrangle, Louisiana— 
Iberville Parish : 7.5 minute series 
(topographic) /, 93-7546 

Ground- and surface-water interaction 
between the Kansas River and associat- 
ed alluvial aquifer, northeastern Kansas 
/, 93-21461 


Ground failure produced by the 29 April 
1991 Racha earthquake in Soviet Geor- 
gia [microform] /, 93-11740 


Ground-water and water-quality data 
through 1990 for selected wells and 
springs on the Wind River Indian Res- 
ervation, Wyoming [microform] / , 
93-24030 


Ground water atlas of the United States., 
93-16861 


Ground-water availability from a dune- 
sand aquifer near Coos Bay and North 
Bend, Oregon [microform] / , 93- 
16688 


Ground-water conditions in Georgia [[mi- 
croform].], 93-23996 


Ground-water conditions in Georgia, 
1989 [microform] /, 93-2305 


Ground-water conditions in 
County, Texas, 1987 /, 93-26242 


Ground-water data collected at the 
Nevada test site and vicinity, Nye 
County, Nevada, water years 1988-89 
[microform] / , 93-24007 


Ground-water data for San Nicolas 
Island, California, 1989-90 [microfiche] 
/, 93-2308 


Ground-water exploration using deep 
Schlumberger soundings at Edwards 
Air Force Base. Part II, Rogers Lake 
and north of Edwards Air Force Base 
[microform] /, 93-14198 


Ground-water flow analysis of the Missis- 
sippi embayment aquifer system, south- 
central United States [microform] / , 
93-14199 


Ground-water-flow modeling and optimi- 
zation techniques applied to high- 
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ground-water problems in San Bernar- 
dino, California [microform] / , 93- 
5187 


Ground-water hydrology and simulation 
of saltwater encroachment, shallow aq- 
uifer system of southern Cape May 
County, New Jersey /, 93-5040 


Ground-water hydrology of the lower 
Wolftever Creek basin, with emphasis 
on the Carson Spring area, Hamilton 
County, Tennessee /, 93-21455 


Ground-water level data for North Caro- 
lina [[microform].] , 93-26278 


Ground-water level data for North Caro- 
lina, 1988-90 [microform] / , 93-11754 


The ground-water-level monitoring net- 
work in Iowa [microform] / , 93- 
28679 


Ground-water levels in Alaska, water 
year ... [[microform]] / , 93-26267 


Ground-water levels in Arkansas [[micro- 
form].], 93-16661, 93-16685 


Ground-water levels in the alluvial aqui- 
fer in eastern Arkansas [[microform].] , 
93-26272, 93-26324 


Ground-water levels in the alluvial aqui- 
fer in eastern Arkansas, 1990 [micro- 
form] /, 93-754i 


Ground-water levels in the United States, 
1966-70 : southwestern states /, 93- 
11676 


Ground-water pumpage from the Colum- 
bia Plateau, Washington and Oregon, 
1945 to 1984 /, 93-26234 


Ground-water-quality assessment of the 
Carson River basin, Nevada and Cali- 
fornia [microform] : analysis of avail- 
able water-quality data through 1987 /, 
93-5213 


Ground-water quality at the University 
of Tennessee Space Institute, Franklin 
County, Tennessee [microform] / , 
93-16742 


Ground-water quality in the Bethpage- 
Hicksville-Levittown area, Long 
Island, New York, with emphasis on 
volatile organic compounds /, 93- 
7501 


Ground-water quality of the Upper Flori- 
dan aquifer near an abandoned manu- 
factured gas plant in Albany, Georgia / 
, 93-26249 


Ground-water resources of the Caguas- 
Juncos Valley, Puerto Rico /, 93- 
23961 


Ground-water resources of the Central 
Valley of California [microform.] , 
93-5198 


Ground-water, surface-water, and 
bottom-sediment contamination in the 
O-field area, Aberdeen Proving 
Ground, Maryland, and the possible ef- 
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fects of seiected remedial actions on 
ground water [microform] / , 93-2284 


Ground-water use and levels in the 
southern coastal plain of Virginia [mi- 
croform] /, 93-5256 

Guide to the development and applica- 
tion of geographic information systems 
for sedimentary basin analysis : case 
study for the San Juan Basin, New 
Mexico and Colorado /, 93-16571 


Gulf Breeze quadrangle, Florida, 1969 : 
7.5 minute series (topographic) /, 93- 
18865 


Guston quadrangle, Kentucky, 1991 : 7.5 
minute series (topographic) /, 93-2346 

Guthrie quadrangle, Arizona : 7.5 minute 
series (topographic) /, 93-5354 

Hagerman quadrangle, Idaho, 1949 : 7.5 
minute series (topographic) /, 93-9603 

Hahnville quadrangle, Louisiana—St. 
Charles Parish 7.5 minute series 
(topographic) /, 93-5314 

Halfmoon Lake quadrangle, Florida— 
Marion Co., 1970 : 7.5 minute series 
(topographic) /, 93-24044 

Hall Mountain quadrangle, Idaho, 1965 : 
7.5 minute series (topographic) /, 93- 
28862 

Halltown 
16848 


Hallwood quadrangle, Virginia—Mary- 
land, 1968 : 7.5 minute series (topo- 
graphic) /, 93-24102 

Hamburg quadrangle, Florida, 1962 : 7.5 
minute series (topographic) /, 93- 
24083 

Hamilton quadrangle, Indiana, 1992 : 7.5 
minute series (topographic) /, 93- 
26405 

Hamlin quadrangle, Arkansas : 7.5 minute 
series (topographic) /, 93-21589 


Missouri 1:50,000 /, 93- 


Hammett quadrangle, Idaho : 7.5 minute 
series (topographic) /, 93-16819 


Handbook of geochemical data for the 
Trona 1° x 2° quadrangle [microform] : 
Southern California Mineral Resource 
Framework and Assessment Project /, 
93-14262 


Handshoe quadrangle, Kentucky : 7.5 
minute series (topographic) /, 93-7585 


Hanna quadrangle, Louisiana : 7.5 minute 
series (topographic) /, 93-7547 

Happy Jack quadrangle, Louisiana—Pla- 
quemines Parish, 1973 : 7.5 minute 
series orthophotomap (topographic) /, 
93-28761 


Harbeson quadrangle, Delaware—Sussex 
Co. : 7.5 minute series (topographic) /, 
93-24112 
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Harold quadrangle, Kentucky—Floyd 
Co. : 7.5 minute series (topographic) /, 
93-11789 

Harrison Bay (D-5) quadrangle, Alaska, 
1954 : 63 360 series (topographic) /, 
93-2409 


Hartford North quadrangle, Connecti- 
cut—Hartford Co., 1964 : 7.5 minute 
series (topographic) /, 93-18895 

Hartford South quadrangle, Connecticut, 
1964 : 7.5 minute series (topographic) / 
, 93-26402 


Hartville quadrangle, Ohio, 1960 : 7.5 
minute series (topographic) /, 93-7643 

Harvard Hill quadrangle, California—San 
Bernardino Co. 1.5 minute series 
(topographic) /, 93-28788 

Haskell, Texas, 1985 : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-2426 


Hastings quadrangle, Florida, 1968 : 7.5 
minute series (topographic) /, 93- 
18848 

Hawaiian Volcano Observatory summary 
89. Part 1, Seismic data, January to 
December 1989 [microform] / , 93- 
14224 


Hawaiian Volcano Observatory summary 
90. Part 1, Seismic data, January to 
December 1990 [microform] / , 93- 
14229 


Hawkins quadrangle, Arkansas—St Fran- 
cis Co. : 7.5 minute series (topographic) 
/, 93-18868 


Hayfork Bally quadrangle, California— 
Trinity Co. : 7.5 minute series (topo- 
graphic) /, 93-5380 

Haynes quadrangle, Arkansas, 1958 : 7.5 
minute series (topographic) /, 93- 
18867 

Hazard North quadrangle, Kentucky : 7.5 
minute series (topographic) /, 93-7603 

Hazard South quadrangle, Kentucky : 7.5 
minute series (topographic) /, 93-7602 

Healy (C-5) quadrangle, Alaska, 1953 : 63 
360 series (topographic) /, 93-21684 

Heathsville quadrangle, Virginia—Mary- 
land, 1968 : 7.5 minute series (topo- 
graphic-bathymetric) /, 93-24106 

Heavy oil and natural bitumen deposits of 
Latin America [microform] / , 93- 
11739 

Hebron quadrangle, Indiana : 7.5 minute 
series (topographic) /, 93-11803 

Hebron quadrangle, Maryland—Dela- 


ware : 7.5 minute series (topographic) / 
, 93-18883 


Hector quadrangle, California—San Ber- 
nardino Co., 1982 : 7.5 minute series 
(topographic) /, 93-14309 
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Hedges quadrangle, Florida, 1958 : 7.5 
minute series (topographic) /, 93- 
24069 

Hellertown quadrangle, Pennsylvania, 
1965 : 7.5 minute series (topographic) / 
, 93-11793 

Hellgate Gulch quadrangle, Montana, 
1972 : 7.5 minute series (topographic) / 
» 93-5412 


Helotes quadrangle, Texas—Bexar Co. : 
7.5 minute series (topographic) /, 93- 
9578 

Hereford quadrangle, Arizona—Cochise 
Co., 1952 : 7.5 minute series (topo- 
graphic) /, 93-14300 


Hereford, Texas, 1985 : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-2429 

Hi Vista quadrangle, California—Los An- 
geles Co., 1957 : 7.5 minute series 
(topographic) /, 93-21586 


Hidden Valley East quadrangle, Califor- 
nia—San Bernardino Co. : 7.5 minute 
series (topographic) /, 93-28786 

Hidden Valley West quadrangle, Califor- 
nia—San Bernardino Co. : 7.5 minute 
series (topographic) /, 93-9588 

High Bald Peaks quadrangle, Nevada— 
Elko Co. : 7.5 minute series (topo- 
graphic) /, 93-5379 

High-resolution seismic-reflection and 
echo-sounder data from cruise JENA 
91-11 on the south shelf of Puerto 
Rico-Isla Caja de Muertos and Salinas 
to Jobos areas [microform] / , 93- 
28713 


A High resolution seismic reflection pro- 
file at the Prince Ranch, South Dakota 
[microform] /, 93-21475 


Highland quadrangle, Indiana—Lake Co., 
1991 : 7.5 minute series (topographic) / 
, 93-7663 


Highwood Baldy quadrangle, Montana, 
1979 : 7.5 minute series (topographic) / 
» 93-28852 


Hiko SE quadrangle, Nevada—Lincoln 
Co., 1970 : 7.5 minute series (topo- 
graphic) /, 93-5365 


Hilliard NE quadrangle, Florida—Nassau 
Co., 1970 : 7.5 minute series (topo- 
graphic) /, 93-18860 

Hilliard quadrangle, Florida—Nassau 
Co., 1970 : 7.5 minute series (topo- 
graphic) /, 93-18861 

Hilliard SW quadrangle, Florida—Nassau 
Co., 1970 : 7.5 minute series (topo- 
graphic) /, 93-7545 

Hindman quadrangle, Kentucky : 7.5 
minute series (topographic) /, 93-7582 

Historic trail map of the Greeley 1° x 2° 


quadrangle, Colorado and Wyoming /, 
93-11840 
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History of the Applications and Develop- 
ment Section of the Hydrologic Instru- 
mentation Facility, Stennis Space 
Center, Mississippi [microform] / , 
93-14153 

Hogback Mountain quadrangle, Montana, 
1962 : 7.5 minute series (topographic) / 
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Mexico—Catron Co., 1965 : 7.5 minute 
series (topographic) /, 93-14308 

Lima, Ohio—Indiana, 1986 : 1:100 900- 
scale metric topographic map : 30 x 60 
minute series (topographic) /, 93- 
18911 

Limnological characteristics, nutrient 
loading and limitation, and potential 
sources of taste and odor problems in 
Standley Lake Colorado /, 93-21457 


Linden quadrangle, California—San Joa- 
quin Co., 1968 : 7.5 minute series 
(topographic) /, 93-28807 


Liquefaction evidence for one or more 
strong Holocene earthquakes in the 
Wabash Valley of southern Indiana and 
Illinois, with a preliminary estimate of 
magnitude /, 93-23960 


Liquefaction evidence for strong Holo- 
cene earthquake(s) in the Wabash 
Valley of southern Indiana-Illinois, 
with a preliminary estimate of magni- 
tude [microform] /, 93-21549 


Lists of references and parameter codes 
Boston Harbor Data Management File 
[microform] /, 93-16774 


Lithologic and water quality data from 
Dale Dry Lake [microform] / , 93- 
23985 


Lithologic logs of observation wells and 
test holes drilled in 1987 in valley fill 
along the north flank of the Little 
Rocky Mountains, Fort Belknap Indian 
Reservation, north-central Montana /, 
93-26240 


Lithologic, natural-gamma, grain-size, 
and well-construction data for Wright- 
Patterson Air Force Base, Ohio [micro- 
form] /, 93-23978 
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Lithologic properties of carbonate-rock 
aquifers at five test wells in the Coyote 
Spring Valley area, southern Nevada, 
as determined from geophysical logs /, 
93-16579 


Lithology and geochemistry of core from 
U.S. Geological Survey deep drill hole 
at Indian Creek and discussion of core 
from a drill hole near Gold Acres, 
Shoshone Range, Nevada [microform] 
/, 93-14235 


Lithology of evaporite cycles and cycle 
boundaries in the upper part of the 
Paradox Formation of the Hermosa 
Group of Pennsylvanian age in the 
Paradox Basin, Utah and Colorado /, 
93-11673 


Little Joe Butte quadrangle, Idaho : 7.5 
minute series (topographic) /, 93-2375 

Little Valley quadrangle, Idaho— 
Owyhee Co. : 7.5 minute series (topo- 
graphic) /, 93-9610 

Littlerock quadrangle, California—Los 
Angeles Co., 1957 : 7.5 minute series 
(topographic) /, 93-21583, 93-21584 

Live Oak West quadrangle, Florida—Su- 
wannee Co., 1959 : 7.5 minute series 
(topographic) /, 93-24079 

Lively quadrangle, Virginia, 1968 : 7.5 
minute series (topographic) /, 93- 
24105 

Livengood (A-1) SE _— quadrangle, 
Alaska—Fairbanks North Star borough 
: 1:25,000-scale series (topographic) /, 
93-21679 

Livengood (A-1) SW _ quadrangle, 
Alaska—Fairbanks North Star borough 
: 1:25,000-scale series (topographic) /, 
93-21680 

Livengood (A-2) quadrangle, Alaska, 
1952 : 63 360 series (topographic) /, 
93-9644 

Livengood (A-2) SE _— quadrangle, 
Alaska—Fairbanks North Star borough 
: 1:25,000-scale series (topographic) /, 
93-9640 

Livengood (A-3) quadrangle, Alaska, 
1953 : 63 360 series (topographic) /, 
93-2405 

Livingston, Texas : 1:100 000-scale metric 
topographic map : 30 x 60 minute 
series (topographic) /, 93-9656 

Llano, Texas : 1:100 000-scale metric 
topographic map : 30 x 60 minute 
series (topographic) /, 93-2420 

Lobdell quadrangle, Louisiana : 7.5 
minute series (topographic) /, 93-5325 

Lockeford quadrangle, California, 1968 : 
7.5 minute series (topographic) /, 93- 
16807 

Loma Prieta, California, earthquake Oc- 
tober 18 (GMT), 1989. v.1, Processed 
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strong-motion records [microform] / , 
93-16682 


The Loma Prieta, California, earthquake 
of October 17, 1989 : preseismic obser- 
vations /, 93-28642 


The Loma Prieta, California, earthquake 
of October 17, 1989— Marina District : 
strong ground motion and ground fail- 
ure /, 93-7495 


Lone Pine quadrangle, Louisiana, 1967 : 
7.5 minute series (topographic) /, 93- 
5329 


Lone Sand Hill quadrangle, Wyoming— 
Nebraska, 1978 7.5 minute series 
(topographic) /, 93-28833 


Long-term effects of irrigation with im- 
ported water on water levels and water 
quality /, 93-26253 


Long-term thermograph records from the 
upper Florida Keys : comparisons be- 
tween sites microform /, 93-5275 


Longhorn quadrangle, Texas—Bexar Co., 
1992 : 7.5 minute series (topographic) / 
, 93-16784 


Los Lunas : 
93-16837 


Lost Mountain quadrangle, Georgia : 7.5 
minute series (topographic) /, 93- 
26380 

Louisiana coastal geographic information 


system network [microform] : year two 
final report /, 93-26356 


New Mexico 1:50,000 /, 


The Louisiana Coastal Geographic Infor- 
mation System Network (LCGISN) 


[microform] 
93-16729 


Lovejoy Buttes quadrangle, California— 
Los Angeles Co., 1957 : 7.5 minute 
series (topographic) /, 93-21582 

Low-flow characteristics at selected sites 
on streams in eastern Puerto Rico /, 
93-7505 


Low-flow characteristics of streams in 
North Carolina [microform] / , 93- 
16686 


Lowell quadrangle, Indiana—Lake Co. : 
7.5 minute series (topographic) /, 93- 
16813 

Lower Lake quadrangle, California : 7.5 
minute series (topographic) /, 93- 
21602 

Ludlow SE quadrangle, California—San 
Bernardino Co., 1954 : 7.5 minute 
series (topographic) /, 93-28775 

Lufkin, Texas : 1:100 000-scale metric 
topographic map : 30 x 60 minute 
series (topographic) /, 93-2421 


: access to spatial data /, 


Luling quadrangle, Louisiana : 7.5 minute 
series (topographic) /, 93-5313 

Luzena quadrangle, Arizona—Cochise 
Co., 1979 : 7.5 minute series (topo- 
graphic) /, 93-5353 





Lyles quadrangle, Tennessee, 1957 : 7.5 
minute series (topographic) /, 93-7570 


Mableton quadrangle, Georgia : 7.5 
minute series (topographic) /, 93-7557 

Madison SE quadrangle, Florida, 1958 : 
7.5 minute series (topographic) /, 93- 
24080 


Magna quadrangle, Utah—Salt Lake Co., 
1952 : 7.5 minute series (topographic) / 
, 93-21609 


The magnetic field of the earth, 1990 /, 
93-24128 


MAKESHARE.COM [microform] : a 
VMS utility for creating shareable 
images from object module libaries /, 
93-5288 


Mallory Swamp NW quadrangle, Flori- 
da—LaFayette Co., 1954 : 7.5 minute 
series (topographic) /, 93-18850 


Malott quadrangle, Washington—Okano- 
gan Co., 1981 : 7.5 minute series (topo- 
graphic) /, 93-28871 

Malvern quadrangle, Ohio, 1960 : 7.5 
minute series (topographic) /, 93-7641 

Mammoth Mtn. quadrangle, California : 
7.5 minute series (topographic) /, 93- 
28806 


Management systems evaluation area, 
Iowa - Walnut Creek watershed [mi- 
croform] , 93-28689 


Manchester quadrangle, Connecticut, 
1963 : 7.5 minute series (topographic) / 
, 93-26403 


Manix quadrangle, California—San Ber- 
nardino Co. : 7.5 minute series (topo- 
graphic) /, 93-28787 


Map and checklists of U.S. Geological 
Survey Jurassic and Cretaceous macro- 
fossil localities, northernmost Diablo 
Range, California [microform] / , 93- 
24013 


Map of debris-flow probability, San 
Mateo County, California /, 93-11814 
93-5309 
Map showing bottom topography of the 
Pacific continental margin, Cape Men- 


docino to Point Conception /, 93- 
24132 


Map showing bottom topography of the 
Pacific continental margin, Point Con- 
ception to Point Loma /, 93-21685 


Map showing bottom topography of the 
Pacific continental margin, Strait of 
Juan de Fuca to Cape Mendocino /, 
93-21686 


Map showing depth to basement in the 
deep-sea basins of the Pacific continen- 
tal margin, Point Conception to Point 
Loma /, 93-11821 

Map showing late 1977 debris avalanches 


southwest of Asheville, western North 
Carolina [microform] /, 93-5271 


Map projections [microform] / , 
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Map showing lava-flow hazard zones, 
Island of Hawaii /, 93-14338 


Map showing potassium-argon ages from 
the Mount Katmai and adjacent parts 
of the Naknek and Afognak quadran- 
gles, Alaska Peninsula, Alaska /, 93- 
5431 


Map showing wells drilled to depths 
[greater than or equal to] 10,000 feet in 
the north-central Gulf Coast region /, 
93-21700 


Map showing wells drilled to depths 
[greater than or equal to] 15,000 feet in 
the north-central Gulf Coast region /, 
93-21701 


Map showing wells drilled to depths 
[greater than or equal to] 20,000 feet in 
the north-central Gulf Coast region /, 
93-21702 


Maple Ridge quadrangle, Utah—Wash- 
ington Co., 1972 : 7.5 minute series 
(topographic) /, 93-14314 

Mapping topographic form by digital 
image-processing in the San Jose 
1:100,000 sheet, California [microform] 
/, 93-21555 


Maps and cross sections depicting the 
shallow seismic stratigraphy of the 
continental shelf and slope off Georgia 
from interpretation of high-resolution 
seismic-reflection data [microform] / , 
93-16708 


Maps and seismic profiles showing thick- 
ness and distribution of postglacial de- 
posits beneath the southern two-thirds 
of Lake Michigan /, 93-5430 


Maps showing distribution of selected 
minerals in the nonmagnetic heavy- 
mineral fraction of stream-sediment 
samples, Medfra quadrangle, Alaska /, 
93-28910 


Maps showing interpretation of geophysi- 
cal anomalies of the northwestern Un- 
compahgre uplift and vicinity, Grand 
County, Utah, and Mesa County, Colo- 
rado /, 93-24127 


Maps showing the sea-floor topography 
of eastern Georges Bank /, 93-21693 


Marianna quadrangle, Arkansas—Lee Co. 
: 7.5 minute series (topographic) /, 
93-21579 

Marietta quadrangle, Florida—Duval 
Co., 1964 : 7.5 minute series (topo- 
graphic) /, 93-24063 

Marietta quadrangle, Georgia—Cobb Co. 
: 7.5 minute series (topographic) /, 
93-7560 

Marine geologic map of the north insular 
shelf of Puerto Rico - Rio de Bayamon 
to Rio Grande de Loiza /, 93-11825 


Marine geology : research beneath the 


sea /, 93-14132 
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Marine research at the U.S. Geological 
Survey’s Woods Hole Center., 93- 
7476 

Maringouin quadrangle, Louisiana : 7.5 
minute series (topographic) /, 93-5327 

Marion, Ohio, 1986 : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93- 
28889 

Markle Pass quadrangle, Montana, 1964 : 
7.5 minute series (topographic) /, 93- 
5420 

Marlin, Texas, 1985 : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-7684 

Marsh Coulee quadrangle, Montana, 1960 
: 7.5 minute series (topographic) /, 
93-5410 

Marshall (C-4) quadrangle, Alaska, 1954 : 
63 360 series (topographic) /, 93-2399 

Martin quadrangle, Kentucky—Floyd 
Co. : 7.5 minute series (topographic) /, 
93-7588 


Martinez quadrangle, Texas—Bexar : 7.5 
minute series (topographic) /, 93-5316 

Martinez quadrangle, Texas—Bexar Co. : 
7.5 minute series (topographic) /, 93- 
5315 

Mason City, Iowa—Minnesota, 1985 : 
1:100 000-scale metric topographic map 
: 30 x 60 minute series (topographic) /, 
93-28900 

Matanzas Inlet quadrangle, Florida, 1966 
: 7.5 minute series (topographic) /, 
93-24046 

Matewan quadrangle, West Virginia— 
Kentucky : 7.5 minute series (topo- 
graphic) /, 93-24107 

Matherville quadrangle, Illinois, 1991 : 
7.5 minute series (topographic) /, 93- 
2360 

Mayfield Heights quadrangle, Ohio, 1963 
: 7.5 minute series (topographic) /, 
93-7653 

Mayflower quadrangle, Arkansas, 1987 : 
7.5 minute series (topographic) /, 93- 
7563 

Mayking quadrangle, Kentucky : 7.5 
minute series (topographic) /, 93-2329 

Mayo NE quadrangle, Florida—Suwan- 
nee Co., 1955 : 7.5 minute series (topo- 
graphic) /, 93-24076 

Mayo quadrangle, Florida, 1955 : 7.5 
minute series (topographic) /, 93- 
24074 

Mayport quadrangle, Florida—Duval 
Co., 1964 : 7.5 minute series (topo- 
graphic) /, 93-24065 

Maytown quadrangle, Florida, 1950 : 7.5 
minute series (topographic) /, 93- 
18846 
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Mc Carthy (B-5) quadrangle, Alaska, 
1959 : 63 360 series (topographic) /, 
93-16857 

Mc Intyre quadrangle, Florida, 1982 : 7.5 
minute series orthophotomap (topo- 
graphic-bathymetric) /, 93-14295 

Mc Mullen Basin quadrangle, Idaho— 
Twin Falls Co., 1965 : 7.5 minute series 
(topographic) /, 93-21617 

McCarthy (D-7) quadrangle, Alaska, 
1959 : 63 360 series (topographic) /, 
93-2397 

McClellanville quadrangle, South Caroli- 
na—Charleston Co., 1942 : 7.5 minute 
series (topographic) /, 93-7553 

McDowell quadrangle, Kentucky : 7.5 
minute series (topographic) /, 93-7584 

McHenry quadrangle, Illinois—McHenry 
Co. : 7.5 minute series (topographic) /, 
93-7673 

McHenrys Peak quadrangle, Colorado, 
1957 : 7.5 minute series (topographic) / 
, 93-9600 

McIntyre quadrangle, Utah—Juab Co. : 
7.5 minute series (topographic) /, 93- 
14316 

Meacham Corner quadrangle, Oregon— 
Washington Co., 1979 : 7.5 minute 
series (topographic) /, 93-21655 

Measurement of ridge-spreading move- 
ments (Sackungen) at Bald Eagle 
Mountain, Lake County, Colorado, 
1975-1989 [microform] /, 93-5243 

Medicine Hot Springs quadrangle, 
Mont—Ravalli [i.e. Co.]. 1965 : 7.5 
minute series (topographic) /, 93-5406 

Melba quadrangle, Idaho : 7.5 minute 
series (topographic) /, 93-2389 

Mentor quadrangle, Ohio, 1963 : 7.5 
minute series (topographic) /, 93-7654 

Meredith Hill quadrangle, Colorado, 1954 
: 7.5 minute series (topographic) /, 
93-16805 

Meriden quadrangle, Connecticut, 1967 : 
7.5 minute series (topographic) /, 93- 
18892 

Mesa del Oro : New Mexico 1:50,000 /, 
93-16840 


Mesa Gallina : 
93-16839 


Mesozoic and Tertiary rocks near Elko, 
Nevada — evidence for Jurassic to 
Eocene folding and low-angle faulting : 
a multidisciplinary approach to re- 
search studies of sedimentary rocks and 
their constituents and the evolution of 
sedimentary basins, both ancient and 
modern /, 93-11672, 93-14135 


Meta quadrangle, Kentucky—Pike Co. : 
7.5 minute series (topographic) /, 93- 
11788 

Metallic ore deposits, mineral deposits 
and prospects of the I, II, III, IV, and 


New Mexico 1:50,000 /, 
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V regions, northern Chile [microform] 
/, 93-14265 


Metamorphic history of Alaska [micro- 
form] /, 93-14217 


A Method of converting no-flow cells to 
variable-head cells for the U.S. Geo- 
logical Survey Modular Finite-Differ- 
ence Ground-Water Flow Model [mi- 
croform] /, 93-14214 


A method of estimating the amount of in- 
situ gas hydrates in deep marine sedi- 
ments [microform] /, 93-16768 

Methodology to derive water-quality 
trends for use by the National water 
summary program of the U.S. Geologi- 
cal Survey [microform] / , 93-26287 


Methods of analysis by the U.S. Geologi- 
cal Survey National Water Quality 
Laboratory [microform] : determina- 
tion of organonitrogen herbicides in 
water by solid-phase extraction and 
capillary-column gas chromatography/ 
mass spectrometry with selected-ion 
monitoring /, 93-16724 


Methods of analysis by the U.S. Geologi- 
cal Survey National Water Quality 
Laboratory [microform] : determina- 
tion of the total phosphorus by a Kjel- 
dahl digestion method and an automat- 
ed colorimetric finish that includes di- 
alysis /, 93-28687 


Methods of data collection and water- 
quality data for Standley Lake, Jeffer- 
son County, Colorado [microform] / , 
93-21495 


Methods of measuring soil moisture in 
the field /, 93-23954 

Metompkin Inlet quadrangle, Virginia— 
Accomack Co., 1968 : 7.5 minute series 
(topographic) /, 93-18874 

Mexia, Texas, 1985 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-9662 


Mickler Landing quadrangle, Florida— 
St. Johns Co., 1964 : 7.5 minute series 
(topographic) /, 93-24060 

Microcomputer codes for simulating tran- 
sient ground-water flow : [microform] : 
in two and three space dimensions /, 
93-16687 


Microfossil assemblages from the Eocene 
Sylhet Limestone and Kopili Forma- 
tion, Sylhet District, northeast Bangla- 
desh [microform] /, 93-14275 

Middlesboro South quadrangle, Ken- 
tucky—Tennessee—Virginia, 1974 : 7.5 
minute series (topographic) /, 93- 
26390 

Middleton quadrangle, Texas, 1964 : 7.5 
minute series (topographic) /, 93-9580 

Middletown quadrangle, Connecticut, 


1965 : 7.5 minute series (topographic) / 
93-18891 
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Middlewood Hili quadrangle, Wyo- 
ming—Carbon Co., 1961 : 7.5 minute 
series (topographic) /, 93-14322 

Midkiff SW quadrangle, Texas—Upton 
Co., 1968 : 7.5 minute series (topo- 
graphic) /, 93-5341 

Milan quadrangle, Illinois—Iowa : 7.5 
minute series (topographic) /, 93-2367 

Millsboro quadrangle, Delaware—Sussex 
Co. : 7.5 minute series (topographic) /, 
93-24109 


Milner Butte quadrangle, Idaho, 1965 : 
7.5 minute series (topographic) /, 93- 
21618 

Milner quadrangle, Idaho, 1964 : 7.5 
minute series (topographic) /, 93- 
21620 

Milo quadrangle, Kentucky—West Vir- 
ginia : 7.5 minute series (topographic) / 
, 93-7598 

Milton quadrangle, Delaware—Sussex 
Co. : 7.5 minute series (topographic) /, 
93-18885 

Mineral and energy resources of the 
BLM Roswell Resource Area, east- 


central New Mexico [microform] / , 
93-16763 


Mineral resource assessment of Puerto 


Rico [microform] : field trip, June 25, | 


1992 /, 93-28739 


Mineral resource potential and geology 
of the White River National Forest and 
the Dillon Ranger District of the Arap- 
aho National Forest, Colorado /, 93- 
23946 


Mineral resource studies of national forest | 
roadless areas in Idaho [microform] / , | 


93-11749 


Mineral resources of the Arc Dome Wil- | 
derness Recommendation Area, Nye | 


County, Nevada /, 93-2249 


Mineral resources of the Badlands Wil- | 


derness Study Area and the Badlands 
Wilderness Study Area 
Crook and Deschutes counties, Oregon 
[microform] /, 93-2299 


Mineral resources of the Cactus Plain and | 
East Cactus Plain Wilderness Study 
Areas, La Paz County, Arizona [micro- | 

| 


form] /, 93-2298 


Mineral resources of the Diablo Moun- | 


tain Wilderness Study Area, Lake 
County, Oregon [microform] / , 93- 
2300 


Mineral resources of the El Dorado and 
Ireteba Peaks Wilderness Study Areas, 
Clark County, Nevada [microform] / , 
93-5268 


Mineral resources of the Gold Creek and 
Sperry Creek Wilderness Areas, Mal- 
heur County, Oregon [microform] / , 
93-2301 
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Minerai resources of the Illinois Basin in 
the context of basin evolution [micro- 
form] : St. Louis, Missouri, January 22- 
23, 1992 : program and abstracts /, 
93-14258 


Mineral resources of the Lower Owyhee 
Canyon Wilderness Study Area, Mal- 
heur County, Oregon [microform] / , 
93-2302 


Mineral summaries for Oregon [micro- 
form] : U.S. Bureau of Land Mange- 
ment wilderness study areas /, 93- 
11726 


Mineralization in the waning Creede 
epithermal system, and similar behavior 
in other systems [microform] / , 93- 
5188 


Mineralogy, mineral chemistry, and para- 
genesis of gold, silver, and base-metal 
ores of the North Amethyst vein 
system, San Juan Mountains, Mineral 
County, Colorado /, 93-28641 


Minneola quadrangle, California—San 
Bernadino Co., 1971 : 7.5 minute series 
(topegraphic) /, 93-9587 

Miocene cooling in the southwestern 
Powder River Basin, Wyoming : pre- 


liminary evidence from apatite fission- | 


track analysis /, 93-18820 


Mission Bottom quadrangle, Oregon, 
1957 : 7.5 minute series (topographic) / 
, 93-28844, 93-28845 


Mission Coulee quadrangle, Montana— 


Big Horn Co., 1960 : 7.5 minute series | 


(topographic) /, 93-5403 
Mission, goals, and authorities of the U.S. 


Geological Survey [microform] : 1985 | 


/, 93-23937 


Modern Arctic Podocopid Ostracode Da- 


tabase [microform] /, 93-5293 


Modern mobile methane measurements in | 


93-26361 
palynomorph and 


marshes [microform] / , 
Modern 


stations) [microform] /, 93-26333 


Modifications of the US. Geological | 
finite-difference, | 


Survey modular, 
ground-water flow model to read and 
write geographic information system 
files [microform] /, 93-26325 


Modifications of two palynological proc- | 


essing techniques [microform] : ultra- 
sonic processing and early-stage sieving 
/, 93-28738 

Mondovi quadrangle, Washington—Lin- 
coln Co., 1969 : 7.5 minute series (topo- 
graphic) /, 93-28856 

Mongo quadrangle, Indiana—Lagrange 
Co., 1992 : 7.5 minute series (topo- 
graphic) /, 93-26408 

Monitoring active volcanoes /, 93-26213 
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Monitoring of thermal activity in the 
northern part of Yellowstone National 
Park and vicinity [microform] : part 1, 
February 1985-June 1988 /, 93-2279 


Monroe quadrangle, Ohio, 1965 : 7.5 
minute series (topographic) /, 93-7623 


Monse quadrangle, Washington—Okano- 
gan Co., 1980 : 7.5 minute series (topo- 
graphic) /, 93-14332, 93-14333 


Montana : index to topographic and other 
map coverage /, 93-26232 


Monterey quadrangle, Arkansas : 7.5 
minute series (topographic) /, 93- 
28791 


Montpelier quadrangle, Iowa—lllinois, 
1991 : 7.5 minute series (topographic) / 
, 93-5381 


Mora quadrangle, Idaho—Ada Co. : 7.5 
minute series (topographic) /, 93-2387 


Morgans Well quadrangle, California— 
San Bernardino Co., 1955 : 7.5 minute 
series (topographic) /, 93-16792 

Morman Gap : Utah 1:50,000 /, 93- 

16851 


Morphology of extinct lava tubes and the 
implications for tube evolution, Chain 
of Craters Road, Hawaii Volcanoes 
National Park, Hawaii [microform] / , 
93-21540 


Morrell Lake quadrangle, Montana, 1970 
: 7.5 minute series (topographic) /, 
93-5416 


Moscow quadrangle, Ohio—Kentucky, 
1981 : 7.5 minute series (topographic) / 
, 93-7612 


Mount Aire quadrangle, Utah—Salt Lake 
Co., 1955 : 7.5 minute series (topo- 
graphic) /, 93-21605 

Mount Como quadrangle, Nevada : 7.5 
minute series (topographic) /, 93- 
28824 

Mount Grant quadrangle, Montana— 
Flathead Co., 1964 : 7.5 minute series 
(topographic) /, 93-5425 

Mount Hood North quadrangle, Oregon, 
1962 : 7.5 minute series (topographic) / 

93-14329 


Mount Massive quadrangle, Colorado, 
1967 : 7.5 minute series (topographic) / 
, 93-5370 


Mount Moriah quadrangle, Oregon : 7.5 
minute series (topographic) /, 93- 
21649 

Mount Pocono quadrangle, Pennsylva- 


nia—Monroe Co., 1966 : 7.5 minute 
series (topographic) /, 93-7650 


Mount Roothaan quadrangle, Idaho, 1967 
: 7.5 minute series (topographic) /, 
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Mountain Home North quadrangle, 
Idaho—Elmore Co. : 7.5 minuie series 
(topographic) /, 93-9623 

Mountain Home South quadrangle, 
Idaho—Elmore Co. : 7.5 minute series 
(topographic) /, 93-9620 

Mouth of Wison quadrangle, North Caro- 
lina—Virginia, 1966 : 7.5 minute series 
(topographic) /, 93-7575 

Movement and fate of agricultural chemi- 
cals in the surface and subsurface envi- 
ronments near Plains, southwestern 
Georgia [microform] : integrated work 
plan /, 93-14165 


MSTRACK [microform] : a computer- 
ized tracking system for manuscripts 
written in Paradox for the IBM pc and 
compatibles /, 93-16713 


Mt. Katmai (B-4) quadrangle, Alaska, 
1951 : 63 360 series (topographic) /, 
93-28881 


Mt. McKinley (C-1) quadrangle, Alaska, 
1954 : 63 360 series (topographic) /, 
93-16858 


Mt. Michelson (D-5) quadrangle, 
Alaska—North Slope Borough, 1955 : 
63 360 series (topographic) /, 93-2408 

Mud Lake Reservoir quadrangle, Utah— 
Juab Co., 1972 : 7.5 minute series 
(topographic) /, 93-14319 

Muddy Valley quadrangle, Oregon— 
Yamhill Co., 1979 : 7.5 minute series 
(topographic) /, 93-21652 


Muleshoe, Texas, 1985 : 1:100 000-scale 
metric .topographic map : 30 x 60 
minute series (topographic) /, 93- 
28887 

Multichannel seismic-reflection data col- 


lected in 1980 in Norton Sound, Alaska 
[microform] /, 93-5264 


Multichannel seismic-reflection data col- 
lected in 1983 off of central California, 
Monterey Bay [microform] / , 93- 
5263 


A multidirectional, oblique-weighted, 
shaded-relief image on the Island of 
Hawaii [microform] /, 93-24025 


Murtaugh quadrangle, Idaho, 1965 : 7.5 
minute series (topographic) /, 93- 
21619 

Muscatine quadrangle, lIowa—lllinois, 
1991 : 7.5 minute series (topographic) / 
, 93-5386 


Nabesna (C-5) quadrangle, Alaska, 1960 : 
63 360 series (topographic) /, 93-9642 

Nacogdoches, Texas—Louisiana : 1:100 
000-scale metric topographic map : 30 
x 60 minute series (topographic) /, 
93-9661 

Napavine quadrangle, Washington— 
Lewis Co. : 7.5 minute series (topo- 
graphic) /, 93-28850 


Page I-220 





Narraguinnep Mountain quadrangle, Col- 
orado : 7.5 minute series (topographic) 
/, 93-21594 


Natchitoches North quadrangle, Louisi- 
ana—Natchitoches Parish : 7.5 minute 
series (topographic) /, 93-5337 

Natchitoches South quadrangle, Louisi- 
ana—Natchitoches Parish : 7.5 minute 
series (topographic) /, 93-5336 


National assessment of undiscovered con- 
ventional oil and gas resources [micro- 
form] /, 93-2278 


The National gazetteer of the United 
States of America. Florida 1992 /, 93- 
9551 


National geophysical data grids [comput- 
er file] : gamma-ray, gravity, magnetic, 
and topographic data for the conter- 
minous United States /, 93-21704 


National water conditions [[microform]] / 
, 93-750 


National water-quality assessment pro- 
gram [microform] : Ozark Plateaus., 
93-5253 


National Water-Quality Assessment pro- 
gram : South Platte River basin., 93- 
14168 


National water-quality assessment pro- 
gram [microform] : the San Joaquin- 
Tulare basins /, 93-16698, 93-18922 


National Water-Quality Assessment pro- 
gram [microform] : the Trinity River 
basin /, 93-16699 


Natural gemstones., 93-2247 


Nazareth quadrangle, Pennsylvania— 
Northampton Co., 1964 : 7.5 minute 
series (topographic) /, 93-7635 

Nebraska City, Nebraska—Iowa—Mis- 
souri : 1:100 000-scale metric topo- 
graphic map : 30 x 60 minute series 
(topographic) /, 93-28891 

Negley quadrangle, Texas—Oklahoma, 
1951 : 7.5 minute series (topographic) / 
, 93-5356 


Nekoma quadrangle, Illinois : 7.5 minute 
series (topographic) /, 93-2350 


New Braunfels, Texas : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-9654 

New Britain quadrangle, Connecticut— 
Hartford Co., 1966 : 7.5 minute series 
(topographic) /, 93-18894 


New interpretations of the stratigraphy 
and sedimentology of Uppermost Ju- 
rassic to Lowermost Upper Cretaceous 
Strata in the San Juan Basin of north- 
western New Mexico /, 93-7480 


New Orleans West quadrangle, Louisiana 
: 7.5 minute series (topographic) /, 
93-21568 


New pressure-based water-level sensor 


used by the U.S. Geological Survey 
[microform] /, 93-28686 
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New publications of the Geological 
Survey /, 93-749 


New Richmond quadrangle, Ohio—Ken- 
tucky, 1981 : 7.5 minute series (topo- 
graphic) /, 93-7615 

New sedimentologic and paleontologic 
data for the Dow Chemical #1 B.L. 
Garrigan drill hole, Mississippi County, 
Arkansas [microform] /, 93-14260 


New Smyrna Beach quadrangle, Flori- 
da—Volusia Co., 1956 : 7.5 minute 
series (topographic) /, 93-24041 

New stratigraphic subdivisions and re- 
definition of subdivisions of late Ar- 
chean and early Proterozoic metasedi- 
mentary and metavolcanic rocks of the 
Sierra Madre and Medicine Bow 
Mountains, southern Wyoming /, 93- 
7492 


New Windsor quadrangle, Illinois, 1991 : 
7.5 minute series (topographic) /, 93- 
2352 


Newberry Springs quadrangle, Califor- 
nia—San Bernardino Co.: 7.5 minute 
series (topographic) /, 93-16794 

Niagara Springs quadrangle, Idaho, 1979 
: 7.5 minute series (topographic) /, 
93-21629 


Nine Point Mesa : Texas 1:50,000 /, 93- 
21681 


Ninetysix Hills SE quadrangle, Arizona— 
Pinal Co., 1966 : 7.5 minute series 
(topographic) /, 93-28771 

Ninetysix Hills SW quadrangle, Arizo- 
na—Pinal Co., 1966 : 7.5 minute series 
(topographic) /, 93-5355 

Norcross quadrangle, Georgia : 7.5 
minute series (topographic) /, 93-7559 

A normative-calculation procedure used 
to determine mineral abundances in 
rocks from the Montpelier Canyon sec- 
tion of the Phosphoria Formation, 
Idaho : a tool in deciphering the 
minor-element geochemistry of sedi- 
mentary rocks /, 93-5035 


North East quadrangle, Maryland—Cecil 
Co., 1992 : 7.5 minute series (topo- 
graphic) /, 93-18888 

North Highlands quadrangle, Louisiana, 
1980 : 7.5 minute series (topographic) / 
, 93-5345 


North Ogden quadrangle, Utah : 7.5 
minute series (topographic) /, 93- 
21612 

Norton quadrangle, Virginia, 1957 : 7.5 
minute series (topographic) /, 93- 
11777 

A novel application of high-resolution 
camcorders for the marine environment 
[microform] /, 93-28718 


Nuclear-waste hydrology program [mi- 
croform] , 93-5163 





1993 


NURE data for groundwater and siream 
sediments, BLM Roswell Resource 
Management Area, east-central New 
Mexico [microform] /, 93-24023 


Oak Hill quadrangle, Florida, 1949 : 7.5 
minute series (topographic) /, 93- 
18845 

Oak Ridge fault, Ventura Basin, Califor- 
nia [microform] : slip rates and late 
Quaternary history /, 93-5210 

Occurrence of platinum in a black sand 
from a beach deposit in San Mateo 
County, California [microform] / , 
93-21480 


Ocean Bay quadrangle, South Carolina, 
1943 : 7.5 minute series (topographic) / 
, 93-16791 


Ochre Mountain quadrangle, Utah— 
Tooele Co., 1973 : 7.5 minute series 
(topographic) /, 93-28827 

Offutt quadrangle, Kentucky : 7.5 minute 
series (topographic) /, 93-7595 

Ogden Dunes quadrangle, Indiana— 
Porter Co., 1991 : 7.5 minute series 
(topographic) /, 93-7666 

Ogden quadrangle, Utah : 7.5 minute 
series (topographic) /, 93-21611 

Ohio quadrangle, Texas, 1956 : 7.5 
minute series (topographic) /, 93-5340 

Oil shale resources of the Mahogany 
zone in eastern Uinta Basin, Uintah 
County, Utah [microform] /, 93-5265 

Oil Springs quadrangle, Kentucky : 7.5 
minute series (topographic) /, 93-7597 

Okanogan quadrangle, Washington— 
Okanogan Co., 1980 : 7.5 minute series 
(topographic) /, 93-16825 

Okefenokee Slough quadrangle, Flori- 
da—Taylor Co., 1954 : 7.5 minute 
series (topographic) /, 93-24056 

Oklahoma : index to topographic and 
other map coverage /, 93-7498 


Oliver Lake quadrangle, Indiana, 1992 : 
7.5 minute series (topographic) /, 93- 
24122 


Omaha, Nebraska—Iowa, 1985 : 1:100 
000-scale metric topographic map : 30 
x 60 minute series (topographic) /, 
93-28895 

Omak quadrangle, Washington—Okano- 
gan Co., 1980 : 7.5 minute series (topo- 
graphic) /, 93-28873 

Omans quadrangle, Washington—Lincoln 
Co., 1969 : 7.5 minute series (topo- 
graphic) /, 93-28854 

On the Al,SiO; triple point and the natu- 
ral occurrence of two Al,SiO; poly- 
morphs under the same P-T conditions 
[microform] /, 93-16773 


Opalene Gulch quadrangle, Idaho : 7.5 
minute series (topographic) /, 93-2390 





Opelousas quadrangie, Louisiana : 7.5 
minute series (topographic) /, 93-2316 

Operating manual for the U.S. Geological 
Survey minimonitor [microform] 
punched-paper-tape model /, 93- 
26275 


Operating manual for the U.S. Geological 
Survey’s data-collection system with 
the Geostationary Operational Envi- 
ronmental Satellite [microform] / , 
93-16694 


Operation of hydrologic data-collection 
stations by the U.S. Geological Survey 
in ... [[microform].] , 93-21520 


Operation of hydrologic data-collection 
stations by the U.S. Geological Survey 
in 1989 [microform] /, 93-14149 


Ophiolitic and other mafic-ultramafic me- 
tallogenic provinces in Alaska (west of 
the 14ist meridian) [microform] / , 
93-28676 


Ophiolitic complexes near the Border 
Ranges fault zone, southcentral Alaska 
[microform] /, 93-28677 


Ophiolitic complexes of the Gulf of 
Alaska [microform] /, 93-21491 


Ophiolitic terrane bordering the Yukon- 
Koyukuk Basin, Alaska [microform] / , 
93-16739 


Ophiolitic terrane of western Brooks 
Range, Alaska [microform] / , 93- 
16738 


Ophiolitic terranes of east-central and 
southwestern Alaska [microform] / , 
93-28678 


Orange Beach quadrangle, Alabama— 
Florida, 1980 : 7.5 minute series (topo- 
graphic) /, 93-11771 

Orchard quadrangle, Idaho : 7.5 minute 
series (topographic) /, 93-2379 

Ord Mountain quadrangle, California— 
San Bernardino Co., 1982 : 7.5 minute 
series (topographic) /, 93-28780 

Oreana quadrangle, Idaho—Owyhee Co. 
: 7.5 minute series (topographic) /, 
93-5397 

Organic geochemistry of black shales, 
marlstones, and oils of middle Pennsyl- 
vanian rocks from the northern Denver 
and southeastern Powder River Basins, 
Wyoming, Nebraska, and Colorado /, 
93-9545 


Organization and design of an automated 
laboratory information management 
system for the Branch of Geochemistry 
Research and Operational Laboratory 
[microform] /, 93-28700 


Oriole Beach quadrangle, Florida, 1969 : 
7.5 minute series (topographic) /, 93- 
16786 

Orion quadrangle, Illinois, 1991 : 7.5 
minute series (topographic) /, 93-2359 
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Oriand quadrangie, indiana, i992 : 7.5 
minute series (topographic) /, 93- 
26407 

Osceloa : Missouri 1:50,000 /, 93-16849 


Overview and bibliography of methods 
for evaluating the surface-water-infil- 
tration component of the rainfall-runoff 
process /, 93-16586 


Overview of drought and hydrologic 
conditions in the United States and 
southern Canada : water years 1986-90 
/, 93-11677 


Overview of susceptibility of aquifers to 
contamination, Union County, Arkan- 
sas /, 93-11693 


Owinza Butte quadrangle, Idaho, 1971 : 
7.5 minute series (topographic) /, 93- 
21630 


Owinza quadrangle, Idaho—Lincoln Co., 
1971 : 7.5 minute series (topographic) / 
, 93-21635 


Owyhee quadrangle, Idaho—Ada Co. : 
7.5 minute series (topographic) /, 93- 
2386 

Ozello quadrangle, Florida—Citrus Co., 
1954 : 7.5 minute series (topographic) / 
, 93-11758 


Paint Rock quadrangle, Tennessee— 
North Carolina, 1940 : 7.5 minute series 
(topographic) /, 93-16796 


Paintsville quadrangle, Kentucky : 7.5 
minute series (topographic) /, 93-7596 


Palatka quadrangle, Florida—Putnam 
Co., 1968 : 7.5 minute series (topo- 
graphic) /, 93-24048 

Paleoecological transect of western Pacif- 
ic Ocean late Pliocene coccolith flora. 
Part 1, Tropical Ontong-Java Plateau 
at ODP 806B [microform] / , 93- 
26316 


Paleoenvironmental analysis of latest 
Quaternary levee deposits of Monterey 
Fan, central California Continental 
margin [microform] : foraminifers and 
pollen, core $3-15G /, 93-14157 


Paleogene benthic foraminifers from the 
Loma Prieta quadrangle, California 
[microform] /, 93-16679 


Paleohydrology of the Central United 
States /, 93-21441 


Paleomagnetic polarity of some verte- 
brate fossil localities of the Glenns 
Ferry Formation in the Chalk Hills, 
near Froman Ferry, western Snake 
River Plain, southwest Idaho [micro- 
form] /, 93-28724 


Paleomagnetism of the Early Proterozoic 
Sioux quartzite, southwestern Minneso- 
ta—implications for correlating quart- 
zites of the Baraboo interval /, 93- 
7482 
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Paleozoic and Mesozoic rocks of Mount 
Ichabod and Dorsey Canyon, Elko 
County, Nevada : evidence for post- 
early Triassic emplacement of the Rob- 
erts Mountains and Golconda Al- 
lochthons /, 93-26217 


Palm Valley quadrangle, Florida, 1964 : 
7.5 minute series (topographic) /, 93- 
24061 

Palmer quadrangle, Indiana : 7.5 minute 
series (topographic) /, 93-11805 

Palynology of Mesozoic and lower Terti- 
ary samples from northern, central, and 
southern Pakistan [microform] /, 93- 
16753 


Palynomorph census data from Pliocene 
strata of the U.S. Atlantic Coastal Plain 
(Massachusetts to central Florida) [mi- 
croform] /, 93-28694 


Pangburn quadrangle, Arkansas, 1962 : 
7.5 minute series (topographic) /, 93- 
28795 

Parachute quadrangle, Colorado—Gar- 
field Co., 1962 : 7.5 minute series 
(topographic) /, 93-9598 

Pardon Island quadrangle, Florida, 1949 : 
7.5 minute series (topographic) /, 93- 
16780 

Parity Fixer (PFX) [microform] : an 
RSX-11M/M-plus utility for creating 
memory parity error regions in system- 
controlled partitions /, 93-16703 

Parker, 1981 : California 1:50,000 /, 93- 
21683 


Parkesburg quadrangle, Pennsylvania, 
1953 : 7.5 minute series (topographic) / 
» 93-11792 

A partial glossary of Spanish geological 
terms exclusive of most cognates [mi- 
croform] /, 93-14230 


Partitioning of elements between two size 
sediment fractions in samples from 
nineteen areas of the western United 
States [microform] /, 93-5289 


Pasadena Valley quadrangle, Idaho— 
Elmore Co. : 7.5 minute series (topo- 
graphic) /, 93-9612 

Pass Tant Phine quadrangle, Louisiana— 
Plaquemines Parish, 1971 : 7.5 minute 
series orthophotomap (topographic) /, 
93-21562 

Pateros quadrangle, Washington : 7.5 
minute series (topographic) /, 93- 
21662 

Pedernales River, Texas, 1985 : 1:100 
000-scale metric topographic map : 30 
x 60 minute series (topographic) /, 
93-9660 

Pelican Point quadrangle, Utah—Utah 
Co., 1992 : 7.5 minute series (topo- 
graphic) /, 93-5376 
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Pelican quadrangle, Louisiana—De Soto 
Parish : 7.5 minute series (topographic) 
/, 93-2325 

Pence Butte quadrangle, Idaho—Owyhee 
Co. : 7.5 minute series (topographic) /, 
93-9608 

Pennsboro quadrangle, West Virginia, 
1961 : 7.5 minute series (topographic) / 
, 93-7618 

Perdido Bay quadrangle, Florida—Ala- 
bama, 1970 : 7.5 minute series (topo- 
graphic) /, 93-18866 

Perdiz : Texas 1:50,000 /, 93-16860 


Performance of structures during the 
Loma Prieta earthquake of October 17, 
1989 [microform] /, 93-1543 


Perry quadrangle, Florida—Taylor Co., 
1955 : 7.5 minute series (topographic) / 
, 93-24075 

Perry quadrangle, Ohio, 1960 : 7.5 minute 
series (topographic) /, 93-7655 

Perrysville quadrangle, Indiana, 1964 : 
7.5 minute series (topographic) /, 93- 
7648 

Persistence of the DDT pesticide in the 
Yakima River Basin, Washington /, 
93-23953 


Petersburg (B-1) NW _~ quadrangle, 
Alaska—Fairbanks North Star borough 
: 1:25,000-scale series (topographic) /, 
93-21667 


Petersburg (B-2) NE quadrangle, Alaska : 
1:25 000-scale series (topographic) /, 
93-9628 

Petersburg (B-2) SE quadrangle, Alaska : 
1:25 000-scale series (topographic) /, 
93-9627 

Petersburg (B-3) quadrangle, Alaska, 
1948 : 63 360 series (topographic) /, 
93-2392 


Petersburg (C-2) SW quadrangle, Alaska 
: 1:25 000-scale series (topographic) /, 
93-16826 

Petersburg (C-3) NE quadrangle, Alaska : 
1:25 000-scale series (topographic) /, 
93-9630 

Petersburg (C-3) NW quadrangle, Alaska 
: 1:25 000-scale series (topographic) /, 
93-9631 

Petersburg (C-3) SE quadrangle, 
Alaska—Fairbanks North Star borough 
: 1:25,000-scale series (topographic) /, 
93-21668 

Petersburg (C-3) SW quadrangle, Alaska 
: 1:25 000-scale series (topographic) /, 
93-9629 

Petersburg (D-3) SW _ quadrangle, 
Alaska—Fairbanks North Star borough 
: 1:25,000-scale series (topographic) /, 
93-21669 

Petersburg (D-4) SE quadrangle, Alaska : 
1:25 000-scale series (topographic) /, 
93-9632 
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Petrochemistry of the Hilo 7 1/2” quad- 
rangle, Island of Hawaii [microform] / 
» 93-21487 


A petrographic study of igneous rock 
from three drill holes near the Meers 
Fault, Oklahoma [microform] / , 93- 
21552 


Petrography and chemistry of hydrother- 
mal manganese oxyhydroxides from the 
Mariana and Izu-Bonin Volcanic Arcs, 
West Pacific [microform] /, 93-14218 


Petroleum geology and hydrocarbon 
plays of the Permian Basin petroleum 
province West Texas and southeast 
New Mexico [microform] / , 93-5183 


Petroleum geology of the Anadarko 
Basin region, Province (115), Kansas, 
Oklahoma, and Texas [microform] / , 
93-14146 


Petroleum geology of the Devonian-Mis- 
sissippian black shale of eastern North 
America /, 93-23942 


Petroleum geology of the Santa Maria 
Basin Assessment Province, California 
for the 1987 national assessment of un- 
discovered oil and gas resources [mi- 
croform] /, 93-28671 


Phanerozoic evolution of sedimentary 
basins in the Uinta-Piceance Basin 
Region, northwestern Colorado and 
northeastern Utah /, 93-9543 


Physical, chemical, and biological data 
for detailed study of irrigation drainage 
in and near Stillwater, Fernley, and 
Humboldt Wildlife Management Areas, 
and Carson Lake, west-central Nevada, 
1987-89 [microform] /, 93-5255 


Physical, chemical, and biological data 
for detailed study of irrigation drainage 
in the Middle Green River Basin, Utah 
1988-89, with selected data for 1982-87 
[microform] /, 93-16725 

The phytoplankton of Fremont Lake, 
Wyoming /, 93-28649 

Picacho Reservoir SE quadrangle, Arizo- 
na—Pinal Co., 1966 : 7.5 minute series 
(topographic) /, 93-21578 

Pictured Rocks National Lakeshore, 1987 
/, 93-9649 

Pikeville quadrangle, Kentucky : 7.5 
minute series (topographic) /, 93-7583 

Pingree Gove quadrangle, Illinois—Kane 
Co. : 7.5 minute series (topographic) /, 
93-7671 

Piqua, Ohio—Indiana, 1986 : 1:100 000- 
scale metric topographic map : 30 x 60 
minute series (topographic) /, 93- 
28890 

Pitts Point quadrangle, Kentucky, 1991 : 
7.5 minute series (topographic) /, 93- 
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Pittsville quadrangle, Maryland—Dela- 
ware : 7.5 minute series (topographic) / 
93-18882 


Pixley Basin quadrangle, Idaho—Owyhee 
Co. : 7.5 minute series (topographic) /, 
93-5389 

Place of origin of the Salinian block, 
California, as based on clast composi- 
tions of Upper Cretaceous and Lower 
Tertiary conglomerates /, 93-7494 


Plain City quadrangle, Utah : 7.5 minute 
series (topographic) /, 93-21613 

Plan of study for the Puget-Willamette 
Lowland regional aquifer system analy- 
sis, western Washington and western 
Oregon /, 93-7509 


Plan of study for the Regional Aquifer- 
System Analysis of the northern Rocky 
Mountains Intermontane Basins, Mon- 
tana and Idaho /, 93-16587 


Planetary maps : maps to help you find 
your way around on the Moon and 
Mars and on some of Earth’s neighbor- 
ing planets and their satellites., 93- 
26379 ; 


Plankton studies in San Francisco Bay 
[microform.] , 


93-2268, 93-24008 


Plate-tectonic map of the circum-Pacific 
region : Arctic sheet /, 93-11842 


Platinum group elements in native gold, 
alluvium concentrates, and mineralized 
rock concentrates from some gold 
mining districts of Alaska [microform] 
/, 93-14176 


Pleasanton, Texas, 1985 : 1:100 000-scale 
metric topographic map : 30 x 60 
minute series (topographic) /, 93-2419 

Pliocene benthic foraminifer census data 
from Deep Sea Drilling Project Hole 
606 [microform] /, 93-14289 


Pliocene benthic foraminifer census data 
from Deep Sea Drilling Project Hole 
610A [microform] /, 93-21553 


Pliocene paleoecologic reconstructions 
based on ostracode assemblages from 
the Sagavanirktok and Gubik Forma- 
tions, Alaska north slope [microform] / 
, 93-16778 


Pliocene planktic foraminifer census data 
from Deep Sea Drilling Project Hole 
396 and Ocean Drilling Program Hole 
672 [microform] /, 93-26353 


Pliocene planktic foraminifer census data 
from Deep Sea Drilling Project Hole 
607 and Ocean Drilling Program Hole 
661A [microform] /, 93-26352 


Pliocene planktic foraminifer census data 
from Deep Sea Drilling Project holes 
541 and 546 [microform] / , 93-26354 


Pliocene planktic foraminifer census data 
from Ocean Drilling Program Holes 
659A and 667A [microform] / , 93- 
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PLOTSEGY V1.0 [microform] : a DOS 
graphics program to display SEG-Y 
disk-image seismic data /, 93-26343 

Plum Grove quadrangle, Tennessee—Vir- 
ginia, 1939 : 7.5 minute series (topo- 
graphic) /, 93-24095 

Plutonism in the central part of the Sierra 
Nevada batholith, California /, 93- 
11679 


Pocono Pines quadrangle, Pennsylvania— 
Monroe Co., 1966 : 7.5 minute series 
(topographic) /, 93-18896 

Point Washington quadrangle, Florida— 
Walton Co., 1970 : 7.5 minute series 
(topographic) /, 93-11767 

Pointe a la Hache quadrangle, Louisi- 
ana—Plaquemines Parish, 1973 : 7.5 
minute series orthophotomap (topo- 
graphic) /, 93-21564 

Pokegama Lake, Minnesota : 1:100 000- 
scale metric topographic map : 30 x 60 
minute series (topographic) /, 93- 
28903 

Policy recommendations for management 
and retention of hydrologic data of the 
U.S. Geological Survey [microform] / 

93-21498 


Pollution studies of Drakes Estero, and 
Abbotts Lagoon, Point Reyes National 
Seashore, California, USA [microform] 
/, 93-11727 


Pond Peak quadrangle, Idaho—Shoshone 
Co., 1966 : 7.5 minute series (topo- 
graphic) /, 93-28842 

Port Byron quadrangle, Illinois—lIowa, 
1991 : 7.5 minute series (topographic) / 
, 93-2369 

Port Mansfield, Texas, 1985 : 1:100 000- 
scale metric topographic map : 30 x 60 
minute series (topographic) /, 93-9650 

Port St. Joe quadrangle, Florida—Gulf 
County, 1982 : 7.5 minute series ortho- 
photomap (topographic-bathymetric) /, 
93-14296 

Port Townsend, Washington : 1:100 000- 
scale metric topographic—bathymetric 
map : 30 x 60 minute series (topograph- 
ic—bathymetric) /, 93-28908 

Portage quadrangle, Indiana : 7.5 minute 
series (topographic) /, 93-11806 

Porting the excitation-emission-matrix 3- 
D plotting program from Applesoft 
BASIC to IBM compatible GW- 
BASIC [microform] /, 93-5207 

Pot Hole Butte quadrangle, Idaho— 
Owyhee Co., 1981 : 7.5 minute series 
(topographic) /, 93-21643 

Pot Hole Canyon quadrangle, Idaho : 7.5 
minute series (topographic) /, 93-9607 

Potential for the occurrence of thick lig- 
nite deposits in the Thar Desert and 
adjacent lower Indus plain, Sindh 
Province, Pakistan /, 93-28742 
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Potential hazards to water resources 
along a test-flight path, 1952 [micro- 
form ; Possible disposal of liquid waste 
in a deep saline aquifer, 1954; [and] 
Hydrologic aspects of a pr 
burial ground, 1965] /, 93-14166 

Potentiometric-surface maps of the 
Ripley and the Paleozoic aquifers in 
northeastern Mississippi, August 
through December 1987 /, 93-5046 


Potentiometric surface of the Upper Flor- 
idan aquifer in Georgia, and adjacent 
parts of Alabama, Florida, and South 
Carolina, May-June 1990 [microform] / 
, 93-11730 


Potentiometric surfaces of November 
1989 and declines in the potentiometric 
surfaces between November 1982 and 
November 1989 for the Black Creek 
and Middendorf aquifers in South 
Carolina /, 93-23963 


Powhatan quadrangle, Louisiana : 7.5 
minute series (topographic) /, 93-2323 
Pozo : California 1:50,000 /, 93-16844 


Prairie Reef quadrangle, Montana, 1970 : 
7.5 minute series (topographic) /, 93- 
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Pre-Tertiary bedrock geologic map of the 
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Precambrian to earliest Mississippian stra- 
tigraphy, geologic history, and paleo- 
geography of northwestern Colorado 
and west-central Colorado : a multidis- 
ciplinary approach to research studies 
of sedimentary rocks and their con- 
stituents and the evolution of sedimen- 
tary basins, both ancient and modern /, 
93-9544 


Precipitation-quality monitoring in south- 
ern Mississippi, 1982-87 : [microform] / 
, 93-5199 

Precise level lines at Crater Lake, New- 
berry Crater, and South Sister, Oregon 
[microform] /, 93-5150 


Preface to preliminary geology reports 
for the Cooperative Monterey organic 
geochemistry study, Santa Maria and 
Santa Barbara-Ventura basins, Califor- 
nia [microform] /, 93-28752 


A preliminary approach to the use of 
borehole data, including television sur- 
veys, for characterizing secondary po- 
rosity of carbonate rocks in the Flori- 
dan aquifer system /, 93-5037 


Preliminary bibliography of the geology 
and mineral deposits of Nicaragua [mi- 
croform] /, 93-28727 

Preliminary contour map showing eleva- 
tion of surface of Pleistocene alluvium 
under Santa Clara Valley, California 
[microform] /, 93-26295 


Page I-223 





Geological Survey (U.S.) 


Preliminary correlation and age of rock 
samples (KG-1 to KG-24) in the Coop- 
erative Monterey organic geochemistry 
study, Santa Maria and Santa Barbara- 
Ventura basins, California [microform] 
/, 93-28721 


Preliminary data on rock samples (KG-1 
to KG-24) in the Cooperative Monte- 
rey organic geochemistry study, Santa 
Maria and Santa Barbara-Ventura 
basins, California [microform] / , 93- 
28720 


Preliminary determination of epicenters /, 
93-753 


Preliminary digital data for part of a re- 
gional three-dimensional map of quater- 
nary sediments [microform] : Southern 
Lake Michigan area /, 93-23987 


Preliminary estimates of water use in the 
United States, 1990 [microform] / , 
93-24003 


Preliminary evaluation of water-quality 
conditions of Johnson Creek, Oregon / 
, 93-28653 


A preliminary geochemical evaluation of 
potential for platinum deposits in the 
crystalline rocks of Georgia [micro- 
form] /, 93-16754 


Preliminary geochemistry of volcanic 
rocks from the McHugh Complex and 
Kachemak terrane, southern Alaska 
[microform] /, 93-11724 


Preliminary geologic background for 
rock samples from Naples Beach and 
Lions Head in the Cooperative Monte- 
rey organic geochemistry study, Santa 
Maria and Santa  Barbara-Ventura 
basins, California [microform] / , 93- 
28719 


Preliminary geologic map of Santa Maria 
30° by 60° quadrangle, California [mi- 
croform] /, 93-26378 


Preliminary geologic map of the Alamo 
Lake 30’ by 60’ quadrangle, west-cen- 
tral Arizona [microform] / , 93-26337 


Preliminary geologic map of the Elk 
Mountain quadrantle, Cowlitz County, 
Washington [microform] / , 93-26345 


Preliminary geologic map of the Hatch 
7.5 minute quadrangle, Garfield 
County, southwestern Utah [micro- 
form] /, 93-26299 


Preliminary geologic map of the Lowe 
Peak 7 1/2-minute quadrangle, Toole, 
Utah, and Salt Lake counties, Utah 
[microform] /, 93-26349 


Preliminary geologic map of the North 
Peak quadrangle, Humboldt and 
Lander counties, Nevada [microform] / 
, 93-14184 


Preliminary geologic map of the Orwig 
Hump area, Washington and Idaho 
[microform] /, 93-26298 


Page I-224 





Preliminary geologic map of the Pahroc 
Spring NE _ quadrangle, Lincoln 
County, Nevada [microform] / , 93- 
26321 


Preliminary geologic map of the Pahroc 
Spring quadrangle, Lincoln County, 
Nevada [microform] /, 93-26355 


Preliminary geologic map of the Panaca 
Summit and Prohibition Flat quadran- 
gles, Lincoln County, Nevada, and 
Iron County, Utah [microform] / , 
93-26303 


Preliminary geologic map of the Para- 
gonch quadrangle, Iron County, Utah 
[microform] /, 93-26292 


Preliminary geologic map of the Parowan 
Gap quadrangle, Iron County, Utah 
[microform] /, 93-26293 


Preliminary geologic map of the Tularosa 
Canyon quadrangle, Catron County, 
New Mexico [microform] / , 93- 
16748 


Preliminary geologic map of the Ursine 
and Deer Lodge Canyon quadrangle, 
Lincoln County, Nevada, and Iron 
County, Utah [microform] / , 93- 
26342 


Preliminary geologic map of the Valmy 
quadrangle, Humboldt County, Nevada 
[microform] /, 93-14185 


Preliminary geologic map of the Vigo 
NW _ quadrangle, Lincoln County, 
Nevada [microform] /, 93-14182 


Preliminary geologic map of the Wig- 
wams area, Idaho [microform] /, 93- 
16692 


Preliminary geomagnetic data, College 
Observatory, Fairbanks, Alaska [[mi- 
croform]] /, 93-756 


Preliminary lithologic logs for three strat- 
igraphic test holes in Jackson County, 
Mississippi [microform] /, 93-28701 

A preliminary Mid-Cretaceous to Late 
Pleistocene seismic stratigraphy for the 
deep eastern Gulf of Mexico adjacent 
the Florida Escarpment [microform] / , 
93-16760 


Preliminary permeability and water-reten- 
tion data for nonwelded and bedded 
tuff samples, Yucca Mountain area, 
Nye County, Nevada [microform] / , 
93-5244 


Preliminary petroleum geology back- 
ground and well data for oil samples in 
the Cooperative Monterey organic geo- 
chemistry study, Santa Maria and 
Santa Barbara-Ventura basins, Califor- 
nia [microform] /, 93-28753 

Preliminary report of the 1988 DSV-4 
Sea Cliff Dive Program, Escanaba 
Trough, Gorda Ridge [microform] / , 
93-16771 

Preliminary report on prototype in-situ 
stress testing for the Yucca Mountain 


Do not order from index; see indicated entry 





Author Index 


project, Nevada [microform] / , 93- 
14225 


Preliminary report on records from the 
USGS-maintained strong-motion net- 
work in the Hollister area, January 26, 
1986 [microform] /, 93-2271 


A preliminary report on the geology of 
the geology of the volcanic-rock- 
hosted Barite Hill gold deposit, Caroli- 
na slate belt [microform] / , 93-21532 


Preliminary report on 40 Ar/39 Ar incre- 
mental heating experiements on feld- 
spar sample from the Felsite Unit, Gey- 
sers Geothermal Field, California [mi- 
croform] /, 93-21550 


Preliminary results of coring surficial de- 
posits in the Winchester 30 x 60 minute 
quadrangle, West Virginia and Virginia 
[microform] /, 93-28702 

Preliminary results of the simulation of 
Oregon coastal basins using Precipita- 
tion-Runoff Modeling System (PRMS) 
/, 93-21459 


Preliminary results of the 1986 SEA 
CLIFF dive program, Escanaba 
Trough [microform] /, 93-16697 


Preliminary study of certain cation-ex- 
change properties of clinoptilolite-bear- 
ing Rockyford Ash Member of the 
Miocene Sharps Formation at Craven 
Creek near Wanblee, South Dakota 
[microform] /, 93-5203 


A preliminary study of thermometry and 
metal sources of the Spar Lake strata- 
bound copper-silver deposit, Belt Su- 
pergroup, Montana [microform] / , 
93-5241 


Preparation of average annual runoff map 
of the United States, 1951-80 [micro- 
form] /, 93-5154 


Preparing software summary forms on a 
text processor /, 93-5202 


Prestonsburg quadrangle, Kentucky : 7.5 
minute series (topographic) /, 93-7593 

Priest Lake SE quadrangle, Idaho, 1967 : 
7.5 minute series (topographic) /, 93- 
21661 


Principal facts for gravity data compiled 
for the Bakersfield 1 by 2 degree sheet, 
California [microform] /, 93-5285 


Principal facts for gravity data in the vi- 
cinity of Edwards Air Force Base, 
California [microform] /, 93-16769 


Principal facts for 63 gravity stations in 
the vicinity of Katmai National Park, 
Alaska [microform] /, 93-24016 


Principal facts for 64 gravity measure- 
ments in the vicinity of Beardmore 
Glacier, McMurdo Station, and CA- 
SERTZ Field Camp, Antarctica micro- 
form /, 93-21534 





1993 


Principal facts for 1747 gravity stations in 
southern Kansas and central Oklahoma 
[microform] /, 93-5272 


Probabilistic and scenario estimates of 
losses to dwellings in California [micro- 
form] /, 93-21476 


Procedures for collecting and analyzing 
gas samples from geothermal systems 
[microform] /, 93-21522 


Proceedings of the Federal Interagency 
Workshop on Hydrologic Modeling 
Demands for the 90’s /, 93-26246 


Proceedings of the National Earthquake 
Prediction Evaluation Council [[micro- 
form]] /, 93-16691, 93-16757 


Proceedings of the 1991 Exclusive Eco- 
nomic Zone Symposium on Mapping 
and Research : working together in the 
Pacific EEZ /, 93-16572 


Processing of Lake Baikal marine multi- 
channel seismic reflection data [micro- 
form] /, 93-26331 


Progress report on Black Mesa monitor- 
ing program [[microform]] / , 93- 
26264 

Properties and hazards of 108 selected 
substances [microform] /, 93-2294 


Proposed artificial recharge studies in 
northern Qatar [microform] / , 93- 
5143 


Provencal quadrangle, Louisiana—Nat- 
chitoches Parrish : 7.5 minute series 
(topographic) /, 93-2322 


Public water-supply in Massachusetts, 
1986 [microform] /, 93-26302 


Publications of the Geological Survey /, 
93-18825 


Publications of the Louisiana barrier 
island erosion study [microform] / , 
93-26341 


Publications of the U.S. Geological 
Survey Branch of Atlantic Marine Ge- 
ology [microform] : calendar year 1990 
/, 93-5301 


Puerto Rico [microform] : industrial min- 
eral mines, prospects, and occurrences 
in the Mineral Resources Data System 
(MRDS) /, 93-16756 

Pungoteague quadrangle, Virginia—Ac- 
comack Co., 1968 : 7.5 minute series 
(topographic-bathymetric) /, 93-18875 


Purgeable organic compounds in ground 
water at the Idaho National Engineer- 
ing Laboratory, Idaho—1990 and 1991 
[microform] /, 93-28692 


Purjue Canyon quadrangle, Idaho— 
Owyhee Co. : 7.5 minute series (topo- 
graphic) /, 93-5387, 93-5394 

Quality-assurance plan for the analysis of 
fluvial sediment by laboratories of the 
U.S. Geological Survey [microform] / 
, 93-16717 





Quality assurance practices of the U.S. 
Geological Survey laboratory in Sacra- 
mento, California [microform] / , 93- 
5308 


Quality assurance requirements for water- 
quality laboratories providing analyti- 
cal survices for the Water Resources 
Division of the U.S. Geological Survey 
[microform] /, 93-14170 


Quality of ground water used for drink- 
ing at 22 schools in Tennessee with 
supply systems classified as non-com- 
munity/non-transient [microform] / , 
93-26315 


Quality of water in the upper Yazoo 
River and Steele Bayou basins, north- 
western Mississippi, March 1990 
through February 1991 [microform] / , 
93-14210 


Quantitative assessment of undiscovered 
metallic mineral resources in the East 
Mojave National Scenic Area, southern 
California [microform] /, 93-14216 


Quantitative assessments of the energy 
and mineral resources within eighteen 
wilderness study areas in the States of 
Colorado, Nevada, Oregon, and Utah 
[microform] /, 93-5292 


Quaternary geologic map of the Hudson 
River 4° x 6° quadrangle, United States 
and Canada /, 93-21699 


Quaternary geologic map of the Monter- 
rey 4° x 6° quadrangle, United States /, 
93-21697 


Quaternary geologic map of the Ozark 
Plateau 4° x 6° quadrangle, United 
States /, 93-21698 


Quaternary geologic map of the San Jose 
West quadrangle, Santa Clara County, 
California [microform] / , 93-26282 


Quinby Inlet quadrangle, Virginia, 1968 : 
7.5 minute series (topographic) /, 93- 
24099 


Quinton quadrangle, Oregon—Washing- 
ton, 1971 : 7.5 minute series (topo- 
graphic) /, 93-5407 


Radar and landsat lineament maps of the 
Glens Falls 1° x 2° quadrangle, New 
York, Vermont, and New Hampshire 
[microform] /, 93-16625 


A __ radio-telemetered data-acquisition 
system for self-potential measurements 
[microform] /, 93-16776 


Radionuclides, chemical constituents, and 
organic compounds in water from des- 
ignated wells and springs from the 
southern boundary of the Idaho Na- 
tional Engineering Laboratory to the 
Hagerman area, Idaho, 1989 [micro- 
form] /, 93-11735 


Radionuclides, inorganic constituents, or- 
ganic compounds, and bacteria in 
water from selected wells and springs 
from the southern boundary of the 


Do not order from index; see indicated entry 





Geological Survey (U.S.) 


Idaho National Engineering Laborato- 
ry to the Hagerman Area, Idaho, 1990 
[microform] /, 93-24005 

Radon in soil gas and radioactivity in 
Prince George’s County, Maryland 
[microform] /, 93-21490 

Ralston quadrangle, Wyoming—Park 
Co., 1967 : 7.5 minute series (topo- 
graphic) /, 93-14327 

Rams Horn Ridge quadrangle, Idaho— 
Cassia Co., 1965 : 7.5 minute series 
(topographic) /, 93-21615 

Ranger Peak quadrangle, Idaho—Mon- 
tana, 1964 : 7.5 minute series (topo- 
graphic) /, 93-9626 

Rapides quadrangle, Louisiana—Rapides 
Parish, 1972 : 7.5 minute series (topo- 
graphic) /, 93-2314 

Rat Lake quadrangle, Washington— 
Okanogan Co. : 7.5 minute series (topo- 
graphic) /, 93-21663 

Rattlesnake Mountain quadrangle, Mon- 
tana—Lewis and Clark Co., 1969 : 7.5 
minute series (topographic) /, 93-5414 

Reading Mountain quadrangle, New 
Mexico—Grant Co. : 7.5 minute series 
(topographic) /, 93-21575 

Rebound in the Pierre shale of South 
Dakota and Colorado [microform] : 
field and laboratory evidence of physi- 
cal conditions related to processes of 
shale rebound /, 93-21559 


Recent debris flows at Mount Rainier 
[microform], 93-5262 


Recent sedimentation and surface-water 
flow patterns on the flood plain of the 
North Fork Forked Deer River, Dyer 
County, Tennessee /, 93-26239 


Recluse, Wyoming—Montana, 1975 
1:100 000-scale metric topographic map 
: 30 x 60 minute series (topographic) /, 
93-28902 

Recommended standard electrochemical 
potentials and fugacities of oxygen for 
the solid buffers and thermodynamic 
data in the systems iron-silicon-oxygen, 
nickel-oxygen, and copper-oxygen [mi- 
croform] /, 93-16764 


Reconnaissance geochemistry in the 
southern part of the Virgilina district, 
North Carolina and Virginia /, 93- 
26418 


Reconnaissance geologic map of the west 
half of the Crescent 1° by 2° quadran- 
gle, central Oregon /, 93-14336 


Reconnaissance investigation of volatile 
and semivolatile organic compounds in 
the Memphis aquifer at Alamo, Crock- 
ett County, Tennessee [microform] / , 
93-14156 


Reconnaissance investigation of water 
quality, bottom sediment, and biota as- 


Page I-225 





Geological Survey (U.S.) 


sociated with irrigation drainage in the 
Sacramento National Wildlife Refuge 
Complex, California, 1988-89 /, 93- 
5041 


Reconnaissance of water quality at nine 
dairy farms in north Florida, 1990-91 /, 
93-7503 


A reconnaissance study of radon levels in 
soils developed on the Upper Creta- 
ceous Pierre Shale just above the 
Sharon Springs Member in the Missou- 
ri River Valley in southeastern South 
Dakota and northeastern Nebraska [mi- 
croform] /, 93-28745 


Reconnaissance study of source rock po- 
tential of the Vaca Muerta Formation 
of the Zapala and Loncopue areas, Ar- 
gentina [microform] /, 93-26359 


Records of wells, drillers’ logs, water- 
level measurements, and chemical anal- 
yses of ground water in Brazoria, Fort 
Bend, and Waller counties, Texas, 
1985-89 [microform] / , 93-11718, 
93-26294 


Records of wells in sandstone and alluvi- 
al aquifers and chemical data for water 
from selected wells in the Navajo aqui- 
fer in the vicinity of the Greater Aneth 
Oil Field, San Juan County, Utah [mi- 
croform] /, 93-28685 

Red Level quadrangle, Florida—Citrus 
Co., 1954 : 7.5 minute series (topo- 
graphic) /, 93-11759 

Red Rock quadrangle, Arizona, 1980 : 7.5 
minute series (topographic) /, 93- 
28766 


Redbush quadrangle, Kentucky : 7.5 





minute series (topographic) /, 93-7601 | 


Redman quadrangle, California : 7.5 
minute series (topographic) /, 93-9590 

Redoubt Volcano, southern Alaska : a 
hazard assessment based on eruptive 
activity through 1968 /, 93-26218 


Reedville quadrangle, Virginia, 1968 : 7.5 


minute series (topographic-bathymet- | 


ric) /, 93-18879 


The regional aquifer system underlying 
the northern Atlantic Coastal Plain in 
parts of North Carolina, Virginia, 
Maryland, Delaware, New Jersey, and 
New York: summary /, 93-9552 


Regional stratigraphic cross sections of 
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Static and aerothermal tests of a super- 
alloy honeycomb prepackaged thermal 
protection system [microform] / , 93- 
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Gosling, Burton B. 

HEAPREC [microform] : a methodology 
for determining cyanide heap leach 
reclamation performance bonds /, 93- 
14355 


Gosling, F. G. (Francis George), 1947- 
The Manhattan project [microform] : sci- 
ence in the Second World War /, 93- 
13405 


Goss, R. L. 

Statistical and graphical summaries of se- 
lected water-quality and streamflow 
data from the Trinity River near 
Crockett, Texas, 1964-85 [microform] / 
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Goss, Stephen C. 
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model developed at the University of 
Maryland Center on Aging [micro- 
form] /, 93-9525 


Nursing home discharge rates and length 
of stay distributions based on data from 
the state of Massachusetts for 1986-87 
[microform] /, 93-9524 


Gossard, Earl E. 

Further guide for the retrieval of drop- 
size distributions in water clouds with a 
ground-based clear-air-sensing doppler 
radar [microform] /, 93-23135 


Goswami, Kumar. 
DEPEND [microform] : a simulation- 
based environment for system level de- 
pendability analysis /, 93-14692 
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matrix laminates [microform] / , 93- 
2781 
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Managing adolescent behavior [micro- 
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Gottfried, David. 

Geochemical data for Jurassic diabase as- 
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, 93-5270 


Gottfried, Geraid J. 

Effects of Gibberellic acid, N-6-benzyla- 
minopurine and acetone on pinyon 
(pinus edulis) germination [microform] 
/, 93-8377 


Gottfried, Gerald J. 
Effects of modified skidding rules on 
mixed conifer advance regeneration in 
Arizona [microform] /, 93-6533 


Natural tree regeneration after clearcut- 
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[microform] : two long-term case stud- 
ies /, 93-8376 


Gottholm, Bernard W. 
Toxic contaminants in the Gulf of Maine 
/, 93-17883 
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On the Gibbs phenomenon I [microform] 
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Resolution properties of the Fourier 
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The stability of numerical boundary treat- 
ments for compact high-order finite- 
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Educating the consumer about advertis- 
ing [microform] : some issues /, 93- 
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Gottlieb, Stephen S., 1959- 
A high-school student’s Bill of Rights 
[microform] /, 93-25717 


Gottschalk, Kurt William. 

Photographic guide to crown condition 
of oaks [microform] : use for gypsy 
moth silvicultural treatments /, 93- 
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Proceedings, U.S. Department of Agri- 
culture Interagency Gypsy Moth Re- 
search Forum, 1992 [microform] : Jan- 
uary 13-16, 1992, Lowes Annapolis 
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Gough, L. P. 
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Informational needs of parents of young 
children with special needs [micro- 
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module [microform] /, 93-29371 


Goydan, Rosemary. 
Refinement of a model to predict the 
chemical permeation of protective 
clothing materials /, 93-4611 
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statement related to decontamination 
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Dynamic delamination crack propagation 
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Fracture toughness testing of polymer 


matrix composites [microform] /, 93- 
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Issues in Medical Liability, a Working 
Conference [microform] summary 
report /, 93-7400 

Medical effectiveness research data meth- 


ods [microform] : summary report /, 
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Grady, Stephen J. 

Hydrogeology, ground-water availability, 
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Grail, B. 

Structural analysis and design of geodesi- 
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Analysis of the 1985 national survey of 
fishing, hunting, and wildlife-associated 
recreation. Report 85-5, Black bass 
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Cumberland Sound and Kings Bay pre- 
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drodynamic and sediment transport 
hybrid modeling [microform] / , 93- 
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River and Steele Bayou basins, north- 
western Mississippi, March 1990 
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Grason, David. 
Water quality of Lake Waramaug and 
surrounding watershed, Litchfield 
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Graue, M. Elizabeth. 
A case study of the Texas teacher test 
[microform] /, 93-11282 


Comparing state and district test results 
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al average” /, 93-28067 


Comparing state and district test results 
to national norms [microform] : inter- 
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Regulatory analysis for the resolution of 
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Graves, Edmund. 
Expected principal source of payment for 
hospital discharges : United States, 
1990 /, 93-16499 


Graves, Laura. 
Environmental assessment Quartzville 
Creek [microform] /, 93-26205 


Graves, Robert P. 
Water resources of the Humacao-Na- 
guabo area, eastern Puerto Rico /, 
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Gray, Brenda. 

Stable implementation agreements for 
open systems interconnection proto- 
cols, version 6, edition 1, December 
1992 [microform] : based on the pro- 
ceedings of the OSE Implementors’ 
Workshop (OIW) /, 93-27707 


Gray, Floyd. 

The Conterminous United States Mineral 
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ices in the 1980’s., 93-19103 


Gray, Thomas W. 
Membership [microform] : an organiza- 
tional view /, 93-3899 


Great Britain. 

Atomic energy : decommissioning tech- 
nology, agreement between the United 
States of America and the United 
Kingdom of Great Britain and North- 
ern Ireland, signed at Washington 
March 1, 1985., 93-14847 


Aviation, air transport services : agree- 
ment between the United States of 
America and the United Kingdom of 
Great Britain and Northern Ireland, 
amending the agreement of July 23, 
1977, as amended, effected by ex- 
change of notes, signed at Washington 
February 20, 1985., 93-22316 


Aviation provision of equipment and 
services : agreements between the 
United States of America and the 
United Kingdom of Great Britain and 
Northern Ireland, amending the memo- 
randum of agreement of June 29 and 
July 20, 1982, signed at Washington 
and London, September 12 and Octo- 
ber 22, 1984, and signed at Washington 
and London, March 25 and April 15, 
1986., 93-29476 


Aviation, transport services : agreement 
between the United States of America 
and the United Kingdom of Great Brit- 
ain and Northern Ireland, amending 
the agreement of July 23, 1977, as 
amended, effected by exchange of 
notes, dated at Washington October 4 
and 7, 1985., 93-3063, 93-14855, 93- 
29551, 93-29552 


Defense, information exchange : arrange- 
ment between the United States of 
America and the United Kingdom of 
Great Britain and Northern Ireland, 
signed at London September 6, 1988., 
93-29522 


Defense, mutual communications support 
: memorandum of understanding be- 
tween the United States of America 
and the United Kingdom of Great Brit- 
ain and Northern Ireland, signed at 
Washington, November 22, 1988., 93- 
29513 


Defense, personnel exchange : memoran- 
dum of understanding between the 
United States of America and the 
United Kingdom of Great Britain and 


September 24, 1975, signed at Washing- 
ton December 21, 1984 and signed at 
Washington June 28, 1985., 93-5931 


Defense, procurement : memorandum of 


unterstanding between the United 
States of America and the United 
Kingdom of Great Britain and North- 
ern Ireland, signed at London October 
17, 1986., 93-19579 


Environmental cooperation : memoran- 


dum of understanding between the 
United States of America and the 
United Kingdom of Great Britain and 
Northern Ireland, signed at Washing- 
ton June 2, 1986., 93-19567 


Judicial assistance : agreement between 


the United States of America and the 
United Kingdom of Great Britain and 
Northern Ireland, effected by exchange 
of notes, signed at Washington Novem- 
ber 9, 1990., 93-29596 


Judicial assistance, narcotic drugs : agree- 


ment between the United States of 
America and the United Kingdom of 
Great Britain and Northern Ireland, ef- 
fected by exchange of letters, signed at 
Washington September 18, 1986 and 
extending agreements, effected by ex- 
change of notes, dated at Washington 
January 20, 1988, and exchange of 
notes, dated at Washington July 20, 
1988, and exchange of notes, dated at 
Washington January 19, 1989., 93- 
26961 


Judicial assistance, narcotics : agreement 


between the United States of America 
and the United Kingdom of Great Brit- 
ain and Northern Ireland, effected by 
exchange of letters, signed at London 
May 14, 1987, and extending agree- 
ments, effected by exchange of notes, 
dated at Washington August 26, 1988, 
and exchange of notes, dated at Wash- 
ington February 28, 1989., 93-26967, 
93-29530 


Judicial assistance, narcotics activities in 


the British Virgin Islands : agreement 
between the United States of America 
and the United Kingdom of Great Brit- 
ain and Northern Ireland, effected by 
exchange of letters, signed at London 
April 14, 1987, and extending agree- 
ments, effected by exchange of notes, 
dated at Washington November 10, 
1988, and exchange of notes, dated at 
Washington May 10, 1989., 93-29558 


maps of rock samples from the eastern Northern Ireland, signed at Washing- | Great Britain. Directorate of Military 

Goodnews Bay quadrangle, southwest ton September 11, 1989., 93-29568 Survey, — 

Alaska [microform] /, 93-28675 Defense, procurement : agreement be- Tactical pilotage chart, TPC. C-1D, Ice- 
Mineralogy and sample locality map of tween the United States of America land /, 93-13159 

the nonmagnetic, heavy-mineral-con- and the United Kingdom of Great Brit- Tactical pilotage chart, TPC. D-2D, 

centrate samples, Iditarod quadrangle, ain and Northern Ireland, amending Denmark, Norway, Sweden /, 93- 

Alaska [microform] /, 93-5159 the memorandum of understanding of 20577 
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Tactical pilotage chart, TPC. G-4C, Iran, 
Iraq, Jordan, Saudi Arabia, Syria /, 
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Tactical pilotage chart, TPC. G-4D, 
Cyprus, Iraq, Israel, Jordan, Saudi 
Arabia, Syria, Turkey /, 93-15628 
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93-13164 
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opia, Somalia /, 93-13167 

Tactical pilotage chart, TPC. M-5B, 
Kenya, Somalia, Tanzania /, 93-13170 

Tactical pilotage chart, TPC. N-4C, 
Angola, Mozambique, Zaire, Zambia, 
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Tactical pilotage chart, TPC. P-4B, 
Angola, Botswana, Namibia, Zambia, 
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Great Britain. Her Majesty’s Stationery 
Office. 
The air almanac /, 93-4276, 93-25455 


Great Britain. Nautical Almanac Office. 
The Astronomical almanac for the year 
wey 93-23264 


Astronomical phenomena for the year ... 
/, 93-11052, 93-27929 


The Nautical almanac for the year ..., 
93-4277, 93-23265 


Great Lakes Environmental Research 
Laboratory. 

Annual report [[microform]] / , 
20552, 93-27785 


Great Lakes Hydromet database directo- 
ry [microform] /, 93-15526 
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Great Plains Agricultural Council. 

The Conservation reserve—yesterday, 
today and tomorrow [microform] 
symposium proceedings, January 14, 
1991, Washington, DC /, 93-3783 


Prairie chickens on the Sheyenne Nation- 
al Grasslands : September 18, 1987, 
Crookston, Minnesota /, 93-20205 


Great Plains Agricultural Council. Wildlife 

Resources Committee. 

Eighth Great Plains Wildlife Damage 
Control Workshop proceedings : April 
28-30, 1987, Rapid City, South Dakoia 
/, 93-3774 


Great Plains Wildlife Damage Control 
Workshop (8th : 1987 : Rapid City, S.D.) 
Eighth Great Plains Wildlife Damage 

Control Workshop proceedings : April 
28-30, 1987, Rapid City, South Dakota 
/, 93-3774 
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Taxation, shipping and aircraft : agree- 
ment between the United States of 
America and Greece, effected by ex- 
change of notes dated at Washington 
June 10, 1988., 93-29492 


Greeley, Alexandra. 
Nutrition and the elderly /, 93-9470 


Greeley-Polhemus Group. 
Strategy handbook for recreational small 
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Green, Alan W. 
Timberland and woodland resources out- 
side national forests in northeastern 
Wyoming, 1984 /, 93-15366 
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A theory of automated design of visual 
information presentations [microform] 
/, 93-9104 


Green, Cordell. 
Automated design of displays for techni- 
cal data [microform] /, 93-4345 
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Development of equipment parameter 
tolerances for the ultrasonic inspection 
of steel components [microform] / , 
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Green, Garry R. 
Preventing automatic fire suppression 
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belt conveyors /, 93-16879 


Green, Gregory N. 
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93-24032 


Green, J. H. (Jack Harlan), 1926- 
WRD project and report management 
guide [microform] /, 93-16701 
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A communications model for an ISAS to 
NASA span link [microform] / , 93- 
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The “Father Christmas Worm” [micro- 
form] /, 93-14630 


Guidelines for the development of a 
Project Data Management Plan 
(PDMP) [microform] /, 93-17094 


Management of the Space Physics Analy- 
sis Network (SPAN) [microform] / , 
93-21997 
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system (CTAS) [microform] : a video 
presentation /, 93-9889 
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driven cache simulations [microform] / 
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acy instruction [microform] : handbook 
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22565 





1993 


Greene, Gary H. 

Multichannel seismic-reflection data col- 
lected in 1983 off of central California, 
Monterey Bay [microform] / , 93- 
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[mu]-synthesis [microform] / , 93- 
21988 


Trim drag reduction concepts for hori- 
zontal takeoff single-stage-to-orbit vehi- 
cles [microform] /, 93-9871 


Gregory, J. C. 

Spectra, composition, and interactions of 
nuclei above 10 TeV using magnet-in- 
terferometric chambers [microform] , 
93-12308 


Gregory, J. J. 

Mitigation of direct containment heating 
and hydrogen combustion events in ice 
condenser plants : analyses with the 
CONTAIN code and NUREG-1150 
PRA methodology /, 93-6313 


Gregory, John C. 

Analysis of surfaces from the LDEF 
A0114, phase II [microform] : semi- 
annual report on NAGI-1228 for the 
reporting period Sept. 1, 1991 - Feb. 
29, 1992 /, 93-19438, 93-26811 


Gregory, Peyton B. 
Thermal/structural analysis of transpira- 
tion cooled nozzle [microform] /, 93- 
5730 


Gregory, Ruth. 
Effective actions for bosonic toplogical 
defects [microform] /, 93-5830 


Euclidean Black Hole vortices [micro- 
form] /, 93-22135 


The structure of random discrete space- 
time [microform] /, 93-12174 


Gregory, S. H. 
Issues and approaches for using equip- 
ment reliabilty alert levels /, 93-6314 


Gregson, James A. 

Assessing leadership behavior [micro- 
form] : beyond task analysis /, 93- 
28013 

Leadership behaviors of successful voca- 
tional education administrators [micro- 
form] /, 93-9222 


Greig, David D. 

A preliminary report on the geology of 
the geology of the volcanic-rock- 
hosted Barite Hill gold deposit, Caroli- 
na slate belt [microform] / , 93-21532 
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Greimann, L. G. 
Crack propagation in high strain regions 
of Sequoyah containment [microform] 
/, 93-27171 


Grenada. 

Employment : agreement between the 
United States of America and Grenada, 
effected by exchange of notes, dated at 
St. George’s September 14 and 15, 
1987., 93-24658 


Taxation, exchange of information 
agreement between the United States 
of America and Grenada, signed at 
Washington December 18, 1986., 93- 
22326 


Grensten, John J. 
Locating sharp-tailed grouse leks from 
color infrared aerial photography /, 
93-2557 


Greuer, Rudolf E. 
A user’s manual for MFIRE : a computer 
simulation program for mine ventila- 
tion and fire modeling /, 93-5457 


Greywall, Maheesh S. 
Computation of three-dimensional flows 
using two stream functions [microform] 
/, 93-14658 


Grider, Gary W. 

Functional requirements document for 
NASA/MSFC Earth Science and Ap- 
plications Division [microform] / , 
93-12091 


Griffin, Brian A. 
Helping your child learn history : with 
activities for children aged 4 through 
11 /, 93-25538 


Griffin, C. F. (Charles Francis), 1944- 
Composite transport wing technology de- 
velopment [microform] : design devel- 
opment tests and advanced structural 
concepts /, 93-26728 


Griffin, K. P. (Kimberly P.) 

A system for selecting colleague review- 
ers of technical reports prepared by the 
U.S. Geological Survey, Water Re- 
sources Division [microform] / , 93- 
5215 


Griffin, Russell E. 
Rapid response pneumatic fire detection 
for multilevel metal mines [microform] 
: system design and in-mine testing /, 
93-2461, 93-5447 


Griffis, D. P. 
Analysis of interplanetary dust experi- 
ment detectors and other witness plates 
[microform] : semi-annual /, 93-22185 


Griffith, Charles. 
Mach 5 electroformed nickel nozzle re- 
furbishment [microform] : FNAS inves- 
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tigation of ultra-smooth surfaces /, 
93-26852 


Griffith, Jeanne E. 
International mathematics and Science 
Assessments [microform] : what have 
we learned? /, 93-21111 


Griffitts, Wallace R. 

Evidence for a titaniferous diatreme or 
alkalic igneous rock in the subsurface, 
Harrison, Taylor, and Doddridge coun- 
ties, West Virginia [microform] / , 
93-21545 


Grigal, D. F., 1941- 
Physical characteristics of study plots 
across a Lake States acidic deposition 
gradient /, 93-15368 


Tall shrub dynamics in northern Minne- 
sota aspen and conifer forests [micro- 
form] /, 93-6519 


Griggs, K. 
Proposed performance evaluation accept- 
ance test for heat recovery incinerators 
[microform] /, 93-15766 


Griggs, Kenneth E. 

Development of the Heat-Recovery In- 
cinerator Feasibility (HRIFEAS) com- 
puter program [microform] / , 93- 
15775 


Griggs, Mildred Barnes. 
Research priorities and goals for voca- 
tional education personnel development 
[microform] /, 93-9169 


Griggs, Shirley A. 
Learning styles counseling [microform] / 
, 93-20950, 93-21062 


Grim, Muriel S. 
An introduction to MAPGEN [micro- 
form] /, 93-11753 


Map showing bottom topography of the 
Pacific continental margin, Strait of 
Juan de Fuca to Cape Mendocino /, 
93-21686 


Grimes, B. K. (Brian K.) 

Proceedings of the International Work- 
shop on Conduct of Inspections and 
Inspector Qualification and Training 
[microform] : held at Technical Train- 
ing Center, U.S. Nuclear Regulatory 
Commission, Chattanooga, Tennessee, 
August 31-September 3, 1992 /, 93- 
29846 


Grimes, Barbara J. 
A study of current and potential use of 
daylight in designing military facilities 
/, 93-4255 


Grimmer, Anne E. 
The preservation and repair of historic 
clay tile roofs /, 93-21739 
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Grimshaw, Andrew Swift, 1959- 
Mentat/A, medium grain parallel process- 
ing [microform] : final report /, 93- 
29332 


Griscom, Sarah B. 
Marine geology : 
sea /, 93-14132 


research beneath the 


Grise, Verner, N. 
The world tobacco market [microform] : 
government intervention and multilat- 
eral policy reform /, 93-3876 


Grissmer, David W. (David Waltz), 1941- 
Teacher attrition [microform] : the uphill 
climb to staff the nation’s schools /, 
93-15948 


Grissmer, David W., (David Waltz), 1941- 
Assessing teacher supply and demand 
[microform] /, 93-15964 


Griswold, Charles E. 

Investigations into the phylogeny of the 
Lycosoid spiders and their kin (Arach- 
nida: Araneae, Lycosoidea) /, 93- 
29600 


Grizzle, John M. 

Microinjection of fish embryos as a labo- 
ratory assay for chemical carcinogens 
[microform] : project summary /, 93- 
16233 


Grobe, Terry. 
Synthesis of existing knowledge and 
practice in the field of educational part- 
nerships [microform] /, 93-13483 


Grodsinsky, Carlos M. 

NIST torsion oscillator viscometer re- 
sponse [microform] : performance on 
the LeRC active vibration isolation 
platform /, 93-2842 


Vibration isolation technology [micro- 
form] : an executive summary of sys- 
tems development and demonastration 
/, 93-24389 


Groepler, David R. 

Tiltrotor research aircraft 
blade repairs [microform] 
learned /, 93-9888 


composite 
lessons 


Groff, Patrick. 
Two reactions to the Report card on 
basal readers [microform] /, 93-25609 


Gronet, M. J. 
Design, analysis, and testing of the phase 
1 CSI evolutionary model erectable 
truss [microform] /, 93-17104 


Gronski, Robert S. 

Small engine components test facility 
compressor testing cell at NASA 
Lewis Research Center [microform] / , 
93-17037 
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Groom, Nelson J. 
Design considerations for an air core 
magnetic actuator [microform] /, 93- 
5735 


Open-loop characteristics of magnetic 
suspension systems using electromag- 
nets mounted in a planar array [micro- 
form] /, 93-19491 


Groot, Wim. A. de. 

Species and temperature measurement in 
H.2/O: rocket flow fields by means of 
Raman scattering diagnostics [micro- 
form] /, 93-22095 


Groskinsky Link, Brenda L. 
The use of write-once read-many optical 
disks for temporary and archival stor- 
age [microform] /, 93-16741 


Grossi, Teresa. 
Planning for transition [microform] : an- 
swers for parents /, 93-25605 


Grossman, J. N. 

The computer analysis of high resolution 
gamma-ray spectra from instrumental 
activation analysis experiments [micro- 
form] /, 93-5217 


Geochemical data for Jurassic diabase as- 
sociated with early Mesozoic basins in 
the eastern United States [microform] / 
, 93-5270 


Grossman, R. G. 
A third order Runge-Kutta algorithm on 
a manifold [microform] / , 93-12310 


Grossman, R. L. 
A simple example of modeling hybrid 
systems using bialgebras [microform] : 
preliminary version /, 93-14703 


Grossman, Robert. 
The analysis of control trajectories using 
symbolic and database computing [mi- 
croform] /, 93-12269 


The symbolic computation of series solu- 
tions to ordinary differntial equations 
using trees [microform] / , 93-14704 


Trees, bialgebras and intrinsic numerical 
algorithms [microform] /, 93-5828 


Grosz, A. E. (Andrew E.) 
Titanium-zirconium-rare-earth placer re- 
sources potential of surficial sediments 
on the Atlantic Continental Shelf off- 
shore of New York, Rhode Island, and 
southern Massachusetts [microform] / , 
93-5295 


Grout, Marilyn A. 

Cleat data for coal beds in the southern 
Piceance Basin, northwestern Colorado 
[microform] /, 93-5280 

Geometry and structural evolution of gil- 


sonite dikes in the eastern Uinta Basin, 
Utah /, 93-26215 
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Grover, Barbara. 
Interpreting research for practice [micro- 
form] : a case of collaboration /, 93- 
20943 


Grover, Barbara W. 

Scoring a semi-structured interview for 
assessment of beginning secondary 
mathematics teachers [microform] / , 
93-18335 


Grover, Thomas P. 
Data acquisition system for magnetotel- 
lurics [microform] / , 93-28740 


Grow, John A. 

Reprocessing of the COCORP data re- 
corded across the Wichita Mountain 
uplift and the Anadarko basin in south- 
ern Oklahoma [microform] / , 93- 
5212 


Grow, Ray. 
Soil survey of Fremont County, Idaho, 
western part /, 93-20229 


Grubb, F. V. 

Basic data and preliminary density profile 
from a borehole gravity survey made 
in the Cajon Pass Scientific Drillhole, 
California [microform / by L.A. Beyer, 
F.G. Clutsom and F.V. Grubb.] , 93- 
5218 


Grubb, Richard N. 
The IPS data acquisition and communica- 
tion system [microform] / , 93-4050 


Grubb, W. Norton. 

Case studies for order amidst complexity 
[microform] : the status of coordination 
among Vocational Education, Job 
Training Partnership Act, and welfare- 
to-work programs /, 93-23433 


The causes and consequences of enroll- 
ments in higher education [microform] 
: evidence from the National Longitu- 
dinal Study of the Class of 1972 : final 
report to the U.S. Department of Edu- 
cation /, 93-4411 


Choices for children [microform] : policy 
options for state provision of early 
childhood programs /, 93-25676 


Community college involvement in con- 
tract training and other economic de- 
velopment activities [microform] 
report of a national survey conducted 
by the American Association of Com- 
munity and Junior Colleges and the 
National Center for Research in Voca- 
tional Education /, 93-16211 


The developing vocational education and 
training “system” [microform] : part- 
nerships and customized training /, 
93-9204 


Education and training for work [micro- 
form] : the policy instruments and the 
institutions /, 93-16083 





Intergrating academic and vocational 
education [microform] : issues in imple- 
menting the Carl Perkins Amendments 
of 1990 /, 93-9182 


Local systems of vocational education 
and job training [microform] : diversi- 
ty, interdependence, and effectiveness / 
, 93-13526 


Order amidst complexity [microform] : 
the status of coordination among voca- 
tional education, Job Training Partner- 
ship Act, and welfare-to-work pro- 
grams : report to the U.S. Congress, 
the Secretary of Education, and the 
Secretary of Labor /, 93-15994 


Readin’, writin’, and ’rithmetic one more 
time [microform] : the role of remedi- 
ation in vocational education and job 
training programs : a report to Con- 
gress, the Secretary of Education, and 
the Secretary of Labor /, 93-20981 


Separating the wheat from the chaff [mi- 
croform] : the role of vocational educa- 
tion in economic development /, 93- 
23423 


Tech-prep programs [microform] : issues 
in implementing the Carl Perkins 
Amendments of 1990 /, 93-28043 


“The Cunning hand, the cultured mind” 
[microform] : models for integrating 
vocational and academic education /, 
93-25714 


Gruber, Arnold, 1940- 

General determination of earth surface 
type and cloud amount using multi- 
spectral AVHRR data [microform] / , 
93-4037 


Grum, Emily E. 
Cadmium toxicity [[microform]] / , 
7436 


93- 


Grush, Ronald C. 
Nonscanning climate sensor study [micro- 
form] /, 93-26749 


Gryc, George. 
Plate-tectonic map of the circum-Pacific 
region : Arctic sheet /, 93-11842 


Grymes, John. 
Opportunity to learn : issues of equity for 
poor and minority students /, 93- 
20841 


Grymes, John A. 
Historical trends : state education facts, 
1969 to 1989 /, 93-1852 


Grzanna, Reinhard. 
Activation of immediate early genes by 
drugs of abuse /, 93-23892 


GSA Interagency Training Center (U.S.) 
Interagency training catalog /, 93- 
14031, 93-26077 
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Gschwandtner, Gerhard. 
Comparison of historic SO; amd NOx 
emission data sets [microform] : project 
summary /, 93-18466 


Controlling odorous emissions from iron 
foundries [microform] : project summa- 
ry /, 93-11335 


Gu, B. 

Anion retention in soil [microform] : pos- 
sible application to reduce migration of 
buried technetium and iodine : a 
review /, 93-19820 


Gu, Zhen. 
A simplified dynamic model of the T700 
turboshaft engine [microform] / , 93- 

17056 


Guagnano, Greg. 

Increasing the use of underutilized fish 
and fishing opportunities by California 
anglers [microform] : final report /, 
93-15544 


Guarnert, Gina. 
Team assessment in early childhood spe- 
cial education [microform] : a trainer’s 
resource guide /, 93-18378 


Guatemala. 

Agriculture, Mediterranean fruit fly 
agreement between the United States 
of America and Guatemala, extending 
the agreement of October 22, 1981, 
signed at Guatemala November 23, 
1983., 93-26923 


Guckenberger, Dutch. 
Training high performance skills using 
above real-time training [microform] / , 
93-29386 


Guendling, Randall L. 

Archeological investigations at 3MR80- 
Area D in the Rush Development 
Area, Buffalo National River, Arkan- 
sas, vol. II /, 93-18923, 93-18974 


Guenther, Dale G. 

Estimating merchantable tree volume in 
Oregon and Washington using stem 
profile models [microform] / , 93- 
8362 


Guenther, Joseph W. 
How students read to answer questions 
and how that affects their learning [mi- 
croform] /, 93-9238 


Guerrero, Lourdes M. 
Initial piloted simulation study of geared 
flap control for tilt-wing V/STOL air- 
craft [microform] /, 93-19176 


Guerrero, Peter F. 

Ability of underground petroleum storage 
tank owners to comply with federal fi- 
nancial responsibility requirements [mi- 
croform] : statement of Peter F. Guer- 
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rero, Associate Director, Environmen- 
tal Protection Issues, Resources, Com- 
munity, and Economic Development 
Division, before the Subcommittee on 
Antitrust, Impact of Deregulation, and 
Privatization, Committee on Small 
Business, House of Representatives /, 
93-16379 


Pesticides [microform] : EPA lacks assur- 
ance that all adverse effects data have 
been reviewed : statement of Peter F. 
Guerrero, associate director, Environ- 
mental Protection Issues, Resources, 
Community, and Economic Develop- 
ment Division, before the Environ- 
ment, Energy, and Natural Resources 
Subcommittee, Committee on Govern- 
ment Operations, and the Subcommit- 
tee on Department Operations, Re- 
search, and Foreign Agriculture, Com- 
mittee on Agriculture, House of Repre- 
sentatives /, 93-11411 


Pesticides [microform] : 30 years since 
Silent spring—mang long-standing con- 
cerns remain : statement of Peter F. 
Guerrero, Associate Director, Environ- 
mental Protection Issues, Resources, 
Community, and Economic Develop- 
ment Division, before the Subcommit- 
tee on Environment, Energy, and Nat- 
ural Resources, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-23762 


Pesticides, differences in U.S. and Mexi- 
can pesticide standards and enforce- 
ment [microform] : statement of Peter 
F. Guerrero, Associate Director, Envi- 
ronmental Protection Issues, Re- 
sources, Community, and Economic 
Development Division, before the 
Committee on Agriculture, U.S. House 
of Representatives /, 93-21181 


Superfund [microform] : issues that need 
to be addressed before the program’s 
next reauthorization statement of 
Peter F. Guerrero, associate director, 
Environmental Protection Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Investigations and Over- 
sight, Committee on Public Works and 
Transportation, U.S. House of Repre- 
sentatives /, 93-11410 


Water pollution [microform] : coordinat- 
ed strategy needed to address radioac- 
tive and toxic wastes in the Massachu- 
setts Bay : statement of Peter F. Guer- 
rero, associate director, Environmental 
Protection Issues, Resources, Commu- 
nity, and Economic Development Di- 
vision, before the Subcommittee on 
Fisheries and Wildlife Conservation 
and the Environment, Committee on 
Merchant Marine and Fisheries, House 
of Representatives /, 93-11412 
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Guerroro, Frank 
Comprehensive school improvement and 
planning process 1985-86 [microform] : 
final report /, 93-25560 


Guess, Doug. 

Enhancing interactions between service 
providers and individuals who are se- 
verly multiply disabled [microform] : 
strategies for developing nonsymbolic 
communication /, 93-16090 


Guetzioe, Eleanor. 
Suicide and the exceptional child [micro- 
form] /, 93-23466 


Guetzloe, Eleanor C. 
Depression and suicide [microform] : spe- 
cial education students at risk /, 93- 
16208 


Gugerty, John J. 

Profiles of success [microform] : serving 
secondary special education students 
through the Carl D. Perkins Vocation- 
al Education Act : 10 creative ap- 
proaches /, 93-25632 


Guha, Sumit. 
Improving the low temperature ductility 
of NiAl [microform] /, 93-22094 


Guida, Judy Clark. 

Project ENTRANS [microform] : a 
model for transition of preschool chil- 
dren with handicaps into public school 
/, 93-18281 


Guidance Test Symposium (15th : 1991 : 
Holloman Air Force Base, N.M.) 
Fifteenth Biennial Guidance Test Sympo- 

sium [microform] : 24, 25, & 26 Sep- 
tember 1991 /, 93-13331 


Guidas, John. 
The presidents of the United States : the 
first twenty years /, 93-21870 


The White House : resources for research 
at the Library of Congress /, 93-7863 


Guinea. 

Defense, International Military Education 
and Training (IMET) : agreement be- 
tween the United States of America 
and Guinea-Bissau, effected by ex- 
change of notes, dated at Bissau Sep- 
tember 10 and, October 16, 1986., 93- 
22307 


Postal express mail service : agreement, 
with detailed regulations, between the 
United States of America and Guinea 
signed at Conakry and Washington, 
December 31, 1987 and February 2, 
1988., 93-26933 


Guinn, Wiley A. 
Extended flight evaluation of a near-term 
pitch active contriols system /, 93- 
29234 f 
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Guinnup, David E. 
A tiered modeling approach for assessing 
the risks due to sources of hazardous 
air pollutants [microform] / , 93- 
25962 


Guisado, Raul. 
Electroencephalographic monitoring of 
complex mental tasks [microform] / , 

93-24433 


Guldin, Richard W. 
An analysis of the water situation in the 
United States : 1989-2040 /, 93-1278 


Gulf of Alaska, Cook Inlet, and North 
Aleutian Basin Information Update 
Meeting (1989 : Anchorage, Alaska) 
Proceedings of the Gulf of Alaska, Cook 

Inlet, and North Aleutian Basin Infor- 
mation Update Meeting, February 7-8, 
1989, Anchorage, Alaska [microform] / 
, 93-20441 


Gulf of Mexico Information Transfer 
Meeting. 
Proceedings overview, ... annual Gulf of 
Mexico Information Transfer Meeting 
[[microform]] /, 93-19036 


Gumerman, Robert C. 
Safe Drinking Water Act cost impacts on 
selected water systems [microform] : 
project summary /, 93-25847 


Gumienny, Colleen. 
Logistics command and control task and 
training analysis [microform] / , 93- 
4359 


Gumienny, Colleen K. 
Training and job aiding considerations 
for the Integrated Maintenance Infor- 
mation System /, 93-4306 


Gundappa, Mahesh. 

Field performance of woodburning and 
coalburning appliances in Crested 
Butte during the 1989-1990 heating 
season [microform] : project summary 
/, 93-11328 


Gunderson, T. 
Application tips [microform] / , 93-9260 


Gundy-Burlet, Karen L. 
Computations of unsteady multistage 
compressor flows in a workstation en- 
vironment [microform] /, 93-14526 


Gunnells, Gregory B. 

GEOINDEX database on geologic maps 
accessible using GSSEARCH search 
and retrieval software [microform] / , 
93-5311 


Gunter, Lewell F., 1948- 
Effect of labor supply shifts on U.S. farm 
production [microform] : an application 
of Muth’s model /, 93-1206 
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Gunter, R. L. 

Acid-MODES II (1990) [microform] : 
summary data report, NOAA King Air 
aircraft measurements of selected pollu- 
tion species /, 93-20402 


Guo, K. L. 

Application of a two-layer near wall 
model to fully developed and rotating 
channel turbulent flows [microform] / , 
93-19325 


Guo, T. H. 
Integrated health monitoring and controls 
for rocket engines [microform] /, 93- 

14610 


Guo, Ten-Hui. 

An SSME high pressure oxidizer turbo- 
prop diagnostic system using G2tm 
real-time expert system [microform] / , 
93-9947 


Gupta, D. 

Staff technical position on regulatory 
considerations in the design and con- 
struction of the exploratory shaft facili- 
ty /, 93-6269 


Gupta, D. C. 
Technical position on postclosure seals, 
barriers, and drainage system in an un- 
saturated medium /, 93-3420 


Gupta, Manish. 
Automatic data partitioning on distribut- 
ed memory multicomputers [micro- 
form] /, 93-19478 


Gupta, Nina. 
Exploratory investigations of pay-for- 
knowledge systems [microform] , 93- 
7794 


Gupta, Roop N. 

Computer codes for the evaluation of 
thermodynamic and transport proper- 
ties for equilibrium air to 30000 K [mi- 
croform] /, 93-2758 

Stagnation-point heat-transfer rate predic- 
tions at aeroassist flight conditions [mi- 
croform] /, 93-17222 


Gupta, Viney K. 
Modal test/analysis correlation of space 
station using nonlinear sensitivity [mi- 
croform] /, 93-21952 


Guptill, J. D. 
Singularities in optimal structural design 
[microform] /, 93-7880 


Gurdal, Zafer. 

Compression of thick laminated compos- 
ite beams with intitial impact-like 
damage [microform] /, 93-14760 

Optimal design of geodesically stiffened 
composite cylindrical shells [micro- 
form] /, 93-17205 

Structural analysis and design of geodesi- 
cally stiffened composte panels with 





variable stiffener distribution [micro- 
form] /, 93-22153 


Gustafson, Kent L. 
Survey of instructional development 
models [microform] /, 93-16145 


Guthals, Jody A. 
Contingency scenario generator user’s 
manual [microform] /, 93-4349 


Guthrie, G. L. (George Leslie), 1925- 
Correlations between power and test re- 
actor data bases /, 93-12614 


Guthrie, Grace Pung. 
Proving options for at-risk youth [micro- 
form] : the health and media academies 
in Oakland : final report /, 93-16168 


Guthrie, John T. 
Indicators of reading education [micro- 
form] /, 93-1854 


Themes and directions of the National 
Reading Research Center /, 93-28226 


Guthrie, Larry F. 
Proving options for at-risk youth [micro- 
form] : the health and media academies 
in Oakland : final report /, 93-16168 


Gutierrez, William E. 
An adaptive grid algorithm for one-di- 
mensional nonlinear equations [micro- 
form] /, 93-29331 


Gutmann, Babette. 

A summary of state chapter 1 migrant 
education program participation and 
achievement information 1987-88 [mi- 
croform] /, 93-21100 


Gutstein, Shelley. 
The CLEAR oral proficiency exam 
(COPE) [microform] : project report /, 
93-18324 


Guyana. 

Postal, express mail service : agreement, 
with detailed regulations, between the 
United States of America and Guyana, 
signed at Georgetown and Washington, 
February 25 and March 31, 1986., 93- 
22323 


Gyekenyesi, John P. 

Ceramic component reliability with the 
restructured NASA/Cares Computer 
Program [microform] /, 93-19241 

Reliability analysis of laminated CMC 
components through shell subelement 
techniques [microform] /, 93-2829 


Gyekenyesi, John Z. 
An evaluation of strain measuring devices 
for ceramic composites [microform] / , 
93-2799 
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Haag, Jonathan. 
The Guardian [microform] : preliminary 
design of a close air support aircraft /, 
93-19407 


Haag, Thomas W. 
Errata [microform] : high-power hydro- 
gen arjet performance /, 93-24588 
High-power hydrogen arcjet performance 
[microform] /, 93-2778 


Haakinson, Eldon J. 
MF broadcasting system performance 
model /, 93-17993 


Haas, Christina. 

Does word processing improve students’ 
writing? [microform] : a critical ap- 
praisal and assessment : final report to 
FIPSE /, 93-28048 


Haas, John L. 

Recommended standard electrochemical 
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ment of John W. Hill, Jr., Associate 
Director, Transportation Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
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Group of Pennsylvanian age in the 
Paradox Basin, Utah and Colorado /, 
93-11673 


Preliminary stratigraphic and lithologic 
data from the Delhi-Taylor Oil Compa- 
ny, Shafer no. 1 corehole, San Juan 
County, Utah [microform] / , 93-5283 


Hitschler, Pamela B. 
Spending by older consumers : 1980 and 
1990 compared., 93-29035 


Hixon, Duane. 

Development of iterative techniques for 
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NASA grant NAG-1-1094, 17 January 
- 16 July 1992 /, 93-17173 


Hodges, Donald G. 
The status of forest management research 
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15592, 93-15616 


Hofmann, Martin O. 
Engine data interpretation system (EDIS) 
[microform] : final report on contract 
no. NAS8-36955, delivery order no. 58, 
period of performance: 17 October 
1989 to 16 July 1990 /, 93-29274 


Engine data interpretation system (EDIS) 
(Phase II) [microform] /, 93-22105 
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the head and neck. Diagnosis, treat- 
ment [[microform].], 93-678 


Cancergram. Series CT12, Sarcomas and 
related tumors. Diagnosis, treatment 
{[microform].] , 93-679 


Cancergram. Series CT14, Cancer detec- 
tion and management. Diagnostic radi- 
ology [[microform].], 93-680 


Cancergram. Series CT15, Clinical treat- 
ment of cancer. Radiation therapy [[mi- 
croform].], 93-681 

Cancergram. Series CT 16, Genito-urinary 
cancers. Diagnosis, treatment [[micro- 
form].] , 93-682 

Cancergram. Series CT17, Gynecologic 
tumors. Diagnosis, treatment [[micro- 
form].], 93-683 

Cancergram. Series CT18, Nervous 
system malignancies. Diagnosis, treat- 
ment [[microform].] , 93-684 


Cancergram. Series CT19, Upper gastro- 
intestinal tumors. Diagnosis, treatment 
[[microform].] , 93-685 


Cancergram. Series CT20, Rehabilitation 
and supportive care [[microform].] , 
93-686 


Cancergram. Series CT21, Endocrine 
tumors. Diagnosis, treatment, patho- 
physiology [[microform].], 93-687 
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Cancergram. Series CT22, Melanoma and 
other skin cancer. Diagnosis, treatment 
[[microform].], 93-688 


The cell cycle in cancer prognosis [mi- 
croform] /, 93-2178 


Childhood brain tumors [microform] / , 
93-2180 


Genetic intervention : gene transfer, gene 
therapy and gene modification /, 93- 
2175 


Hematopoietic growth factors /, 93- 
2176 


Late sequelae of cancer therapy in chil- 
dren and adolescents /, 93-4924 


Management of primary bone tumors [mi- 
croform] /, 93-28559 


Mutagenic photoproducts /, 93-2177 


Newer radionuclide imaging techniques 
in oncology [microform] : PET and 
SPECT /, 93-11590 


Non-small cell lung cancer [microform] / 
, 93-11589 


Recent epidemiologic studies of neo- 
plasms among Asians [microform] / , 
93-21333 


Selected abstracts on carcinoids and islet 
cell neoplasms [microform] / , 93- 
11588 


Therapeutic use of interleukin-2 [micro- 
form] /, 93-2179 


International Conference on Deposit 
Insurance and Problem-Bank Resolution 
Policies (1990 : Washington, D.C.) ‘ 
International Conference on Deposit In- 

surance and Problem-Bank Resolution 
Policies [microform] : Wednesday, Sep- 
tember 26, 1990., 93-27164 


International Conference on Stability and 
Handling of Liquid Fuels (4th : 1991 : 
Orlando, Fila.) 

Proceeding of the 4th International Con- 
ference on Stability and Handling of 
Liquid Fuels, Orlando, Florida, USA, 
November 19-22, 1991 [microform] / , 
93-13386 


International Conference on Thrips (1989 : 

Burlington, Vt.) 

Towards understanding Thysanoptera : 
proceedings International Conference 
on Thrips, February 21-23, 1989, Bur- 
lington, Vermont, USA /, 93-1271 


International Congress on Education of the 
Deaf (17th : 1990 : Rochester, N.Y.) 
Proceedings I [microform] : abstracts of 

presentations : 17th International Con- 
gress on Education of the Deaf, July 
29-August 3, 1990, Rochester, New 
York, USA /, 93-11191 





Intl Technical Conference on Experimental Safety 


International Council of Scientific Unions. 
Scientific Committee on Soiar-Terrestriai 
Physics. 

WITS handbook [microform] / , 
29426 


93- 


International Fertilizer Development Center. 
Annual report [[microform]] / , 93- 
22576 


International Joint Commission. 
Biennial report under the Great Lakes 
Water Quality Agreement of 1978 /, 
93-12588, 93-17413 


International Labor Statistics Program 
Center (U.S.) 
International training programs in labor 
statistics [[microform]] / , 93-5665, 
93-5666, 93-14465 


International Lithosphere Program. 
Coordinating Committee-5: Data Centres 
and Data Exchange. 

Directory of data sources for lithospheric 
investigations [microform] / , 93- 
13002 


International Mobile Satellite Conference 

(2nd : 1990 : Ottawa, Ont.) 

Proceedings of the Second International 
Mobile Satellite Conference, IMSC ’90, 
Ottawa, Ontario, Canada, June 17-20, 
1990 [microform] , 93-14652 


International Nuclear Power Plant Aging 
Symposium (1988 : Bethesda, Maryland) 
Proceedings of the International Nuclear 

Power Plant Aging Symposium : held 
at Hyatt Regency, Bethesda, Maryland, 
August 30-31, 1988 and September 1, 
1988 /, 93-3432 


International Plant Propagators’ Society. 
The First International Symposium on 
the Biology of Adventitious Root For- 
mation, Dallas, Texas, April 18-22, 
1993 [microform] : abstracts of plat- 
form presentations and posters /, 93- 
25013 


International Reference Center on 
Psychotropic Drugs (U.S.) 
Psychopharmacology bulletin /, 93-728 


International Soil Correlation Meeting (8th : 

1990 : Louisiana and Texas) 

Proceedings of the Eighth International 
Soil Correlation Meeting (VIII 
ISCOM) : characterization, classifica- 
tion, and utilization of wet soils : Lou- 
isiana and Texas, October 6-21, 1990 /, 
93-20226 


International Symposium: Integrated 
Management of Watersheds for Multiple 
Use. 

International Symposium, Integrated 
Management of Watersheds for Multi- 
ple Use : March 26-30, 1990, Morelia, 
Mexico = Simposio Internacional: 
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Manejo Integrado de Cuencas para Uso 
Multiple /, 93-1282 


International Symposium on Applications of 
Biotechnology to Tree Culture, Protection 
and Utilization (1991 : Columbus, Ohio) 
Abstracts of papers presented at the 

International Symposium on Applica- 
tions of Biotechnology to Tree Cul- 
ture, Protection and Utilization, Co- 
lumbus, Ohio, August 5-8, 1991 [micro- 
form] /, 93-20199 


International Symposium on Data on Aging 
(1991 : Rockville, Md.) 
Proceedings of the 1991 International 
Symposium on Data on Aging /, 93- 
28581 


International Symposium on Driving Under 
the Influence of Alcohol and/or Drugs 
(1986 : Quantico, Va.) 

Proceedings of the International Sympo- 
sium on Driving Under the Influence 
of Alcohol and/or Drugs [microform] 
/, 93-26531 


International Symposium on Pertussis (6th : 
1990 : Bethesda, Md.) 
Proceedings of the Sixth International 
Symposium on Pertussis : [microform] 
/, 93-16493 


International Symposium on Radon and 
Radon Reduction Technology (1991 : 
Philadelphia, Pa.) 

Proceedings, the 1991 International Sym- 
posium on Radon and Radon Reduc- 
tion Technology [microform] : project 
summary /, 93-25942 


International Symposium on the Biology of 
Adventitious Root Formation (ist : 1993 : 
Texas A&M University Research and 
Extension Center) 

The First International Symposium on 
the Biology of Adventitious Root For- 
mation, Dallas, Texas, April 18-22, 
1993 [microform] : abstracts of plat- 
form presentations and posters /, 93- 
25013 


International Symposium on Windbreak 

Technology (1986 : Lincoln, Neb.) 

Insects of windbreaks and related plant- 
ings [microform] : distribution, impor- 
tance, and management : conference 
proceedings, December 6, 1988, Louis- 
ville, Kentucky., 93-3784 


International Technical Conference on 
Experimental Safety Vehicles (11th : 1987 
: Washington, D.C.) 
Eleventh International Technical Confer- 
ence on Experimental Safety Vehicles 
[microform] /, 93-29684 
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International Technical Conference on 

Experimental Safety Vehicles (12th : 1989 

: Goteborg, Sweden) 

The Twelfth International Technical 
Conference on Experimental Safety 
Vehicles [microform] : held at Gote- 
borg, Sweden, May 29-June 1, 1989 /, 
93-22420 


International Telecommunication Union. 
Taxation, reimbursement : agreement be- 
tween the United States of America 
and the International Telecommunica- 
tion Union, signed at Geneva January 
19, 1990., 93-29579 


International Tropical Timber Organization. 
Taxation, reimbursement : agreement be- 
tween the United States of America 
and the International Tropical Timber 
Organization, signed at Tokyo Decem- 
ber 27, 1988., 93-26970 


International Tsunami Symposium (13th : 

1987 : Vancouver, B.C.) 

Proceedings of the International Tsunami 
Symposium [microform] : International 
Union of Geodesy and Geophysics, 
August 18 to 19, 1987 /, 93-25351 


International Union of Crystallography. 
Accuracy in powder diffraction II [mi- 
croform] : proceedings of the interna- 
tional conference, May 26-29, 1992 / 
E. Prince and J.K. Stalick, editors ; 
organized by Commission on Powder 
Diffraction of the International Union 
of Crystallography ; sponsored by 
JCPDS—International Centre for Dif- 
fraction Data, International Union of 
Crystallography, National Institute of 
Standards and Technology., 93-27709 


International Union of Crystallography. 
Commission on Powder Diffraction. 
Accuracy in powder diffraction II [mi- 

croform] : proceedings of the interna- 
tional conference, May 26-29, 1992 / 
E. Prince and J.K. Stalick, editors ; 
organized by Commission on Powder 
Diffraction of the International Union 
of Crystallography ; sponsored by 
JCPDS—lInternational Centre for Dif- 
fraction Data, International Union of 
Crystallography, National Institute of 
Standards and Technology., 93-27709 


International Union of Forestry Research 

Organizations. 

IUFRO proceedings evaluation and 
planning of forestry research, S6.06- 
$6.06.01, Colorado State University, 
Fort Collins, Colorado 80523 USA, 
July 25-26, 1985 /, 93-17715 

Proceedings [microform] : Lymantriidae : 
a comparison of features of New and 
Old World tussock moths : June 26- 
July 1, 1988, New Haven, Connecticut 
/, 93-3749 
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International Union of Geodesy and 
Geophysics. General Assembly (19th : 
1987 : Vancouver, B.C.) 

Proceedings of the International Tsunami 
Symposium [microform] : International 
Union of Geodesy and Geophysics, 
August 18 to 19, 1987 /, 93-25351 


International Workshop on Conduct of 
Inspections and Inspector Qualification 
and Training (1992 : Chattanooga, Tenn.) 
Proceedings of the International Work- 

shop on Conduct of Inspections and 
Inspector Qualification and Training 
[microform] : held at Technical Train- 
ing Center, U.S. Nuclear Regulatory 
Commission, Chattanooga, Tennessee, 
August 31-September 3, 1992 /, 93- 
29846 


International Workshop on New 
Developments in Occupational Dose 
Control and ALARA Implementation at 
Nuclear Power Plants and Similar 
Facilities (1989 : Upton, N.Y.) 
Proceedings of the International Work- 

shop on New Developments in Occu- 
pational Dose Control and ALARA 
Implementation at Nuclear Power 
Plants and Similar Facilities : held at 
Brookhaven National Laboratory, 
Upton, Long Island, New York, Sep- 
tember 18-21, 1989 /, 93-8208 


International Workshop on Vibration 
Isolation Technology for Microgravity 
Science Applications (1991 : Middleburg 
Heights, Ohio) 

International Workshop on Vibration Iso- 
lation Technology for Microgravity 
Science Applications [microform] 
proceedings of a conference held at the 
Middleburg Heights Holiday Inn... 
April 23-25, 1991., 93-14792 


Ionospheric Effects Symposium (6th : 1990 : 

Naval Research Laboratory) 

The effect of the ionosphere on ra- 
diowave signals and system perform- 
ance [microform] : based on Ionospher- 
ic Effects Symposium, 1-3 May 1990 /, 
93-15824 


Iowa. Dept. of Human Services. Bureau of 
Refugee Services. 
“Southeast Asian elderly and youth : in- 
tegration through service” : final report 
/, 93-2226 


Iowa. Dept. of Natural Resources. 
The ground-water-level monitoring net- 
work in Iowa [microform] / , 93- 
28679 


Iowa. Dept. of Natural Resources. Geological 

Survey Bureau. 

Hydrologic data for a study of pre-Illin- 
oian glacial till in Linn County, Iowa, 
water year 1990 [microform] / , 93- 
11741 
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Hydrologic data for the Big Spring basin, 
Clayton County, Iowa [microform] : 
water year 1989 /, 93-5250 


Hydrologic data for the Big Spring basin, 
Clayton County, Iowa, water year ... 
[[microform]] /, 93-21499 


Iowa. Highway Research Advisory Board. 
Floods of 1986 and 1990 in the Raccoon 
River basin, west-central Iowa [micro- 
form] /, 93-28682 


Iowa Geological Survey. 

Water resources data. Iowa _ [[micro- 
form].] , 93-5083, 93-5084, 93-5085, 
93-26259, 93-26260 


Iowa State University. Technology Transfer 
Center. 
Maintenance of small traffic signs [micro- 
form] : a guide for street and highway 
maintenance personnel /, 93-8065 


IPNS (Research Project) 
IPNS progress report [[microform]] / , 
93-18135 


Ippolito, Laura M. 
High integrity software standards and 
guidelines [[microform]] / , 93-20364 


Ippolito, Pauline M. 
Health claims in advertising and labeling 
[microform] : a study of the cereal 
market /, 93-16332 


Iqbal, M. Zafar. 
Financial recordkeeping for small stores 
[microform] /, 93-10096 


Iraq. 

Postal, express mail service : agreement, 
with detailed regulations, between the 
United States of America and Iraq, 
signed at Baghdad and Washington, 
April 6 and May 5, 1989., 93-26963 


Ireland. 

An agreement between the United States 
and Ireland on social security : commu- 
nication from the President of the 
United States transmitting an agree- 
ment between the United States of 
America and Ireland on social security, 
which consists of two separate instru- 
ments—a principal agreement and an 
administrative agreement, pursuant to 
42 U.S.C. 433(e)(1)., 93-6080 


Aviation, preinspection : agreement be- 
tween the United States of America 
and Ireland, signed at Dublin June 25, 
1986 and related agreement, effected 
by exchange of notes, dated at Wash- 
ington March 31, 1988., 93-22308 


Aviation, transport services : agreement 
between the United States of America 
and Ireland, amending the agreement 
of February 3, 1945, as amended, ef- 
fected by exchange of notes, dated at 
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Dublin January 25, 1988, and Septem- 
ber 29, 1989., 93-29564 


Protocol to the Treaty of Friendship, 
Commerce, and Navigation with Ire- 
land : message from the President of 
the United States transmitting the pro- 
tocol between the government of the 
United States of America and the gov- 
ernment of Ireland to the Treaty of 
Friendship, Commerce, and Navigation 
of January 21, 1950, signed at Wash- 
ington on June 24, 1992., 93-3124 


Iribarren, Norma. 

A resource compendium of assessment in- 
struments which can be used to help 
schools in the education of LEP stu- 
dents [microform] /, 93-21011 


IRS International (U.S.) 
Spotlight /, 93-1065 


Irving, Patricia M. 
Acidic deposition [microform] : state of 
science and technology /, 93-15067 


Acidic deposition [microform] : state of 
science and technology summary 
compendium document : summaries of 
NAPAP  state-of-science/technology 
reports 1-28 /, 93-8189 


Irwin, G. R. 

Gradient study of a large weld joining 
two forged A 508 shells of the Midland 
reactor vessel [microform] / , 93- 
22563, 93-24816 


Irwin, Richard. 

NTP technical report on the toxicology 
and carcinogenesis studies of glycidol 
(CAS no. 556-52-5) in F344/N rats and 
B6C3F; mice (gavage studies) [micro- 
form] /, 93-14054 


Isaacs, Caroline M. 

Cooccurrence of Fe-, Fe-Ca-, and Ca- 
phosphate minerals in concretions 
within the Monterey Formation : a 
record of uplift of the Santa Maria 
Basin, California /, 93-21442 


Geology handbook for the Cooperative 
Monterey organic geochemistry study, 
Santa Maria and Santa Barbara-Ven- 
tura basins, California [microform] / , 
93-28722 


Petroleum geology of the Santa Maria 
Basin Assessment Province, California 
for the 1987 national assessment of un- 
discovered oil and gas resources [mi- 
croform] /, 93-28671 


Preface to preliminary geology reports 
for the Cooperative Monterey organic 
geochemistry study, Santa Maria and 
Santa Barbara-Ventura basins, Califor- 


93-28752 

Preliminary correlation and age of rock 
samples (KG-1 to KG-24) in the Coop- 
erative Monterey organic geochemistry 


nia [microform] / , 





study, Santa Maria and Santa Barbara- 
Ventura basins, California [microform] 
/, 93-28721 


Preliminary data on rock samples (KG-1 
to KG-24) in the Cooperative Monte- 
rey organic geochemistry study, Santa 
Maria and Santa _ Barbara-Ventura 
basins, California [microform] / , 93- 
28720 


Preliminary geologic background for 
rock samples from Naples Beach and 
Lions Head in the Cooperative Monte- 
rey organic geochemistry study, Santa 
Maria and Santa Barbara-Ventura 
basins, California [microform] / , 93- 
28719 


Preliminary petroleum geology back- 
ground and well data for oil samples in 
the Cooperative Monterey organic geo- 
chemistry study, Santa Maria and 
Santa Barbara-Ventura basins, Califor- 
nia [microform] /, 93-28753 


Iseri, Kathleen T. 
Water Resources Division publications 
guide. v. 1, Publications policy and text 
preparation [microiorm] / , 93-16634 


Isham, M. A. 

Gibbs free energy of reactions involving 
SiC, SisN., Hz, and H2O as a function 
of temperature and pressure [micro- 
form] /, 93-17230 


Ishibashi, Isao. 

Earthquake hazards in the Pacific North- 
west of the United States. F, GIS ap- 
plications in seismic loss estimation 
model for Portland, Oregon water and 
sewer systems [microform] / , 93- 
23989 


Ishii, Audrey L. 
Floods of September 26-October 4, 1986, 
and August 14-17, 1987, in Illinois /, 
93-18836 


Ishman, Scott E. 

Pliocene benthic foraminifer census data 
from Deep Sea Drilling Project Hole 
606 [microform] /, 93-14289 

Pliocene benthic foraminifer census data 


from Deep Sea Drilling Project Hole 
610A [microform] /, 93-21553 


Iskander, Magdy F. 
Radiofrequency _ radiation 
handbook /, 93-18112 


dosimetry 


Iskovitz, I. 
Finite element implementation of state 
variable-based viscoplasticity models 
[microform] /, 93-24459 


Iskow, Julie. 
Bargaining associations in grower-proces- 
sor markets for fruits and vegetables 
[microform] /, 93-20259 
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Isley, F. W. 

Computer-based instruction/simulator 
program for fighter lead-in training 
[microform] : feasibility research /, 
93-4295 


Israel. 

Aviation, technical security : memoran- 
dum of cooperation between the 
United States of America and Israel, 
signed at Washington and Tel Aviv, 
June 24 and September 11, 1986., 93- 
22305 


Aviation, transport services : agreement 
between the United States of America 
and Israel, amending the agreement of 
June 13, 1950 and the, protocol of 
August 16, 1978, effected by exchange 
of notes, signed at Tel Aviv and Jeru- 
salem, December 16, 1986 and January 
5, 1987., 93-29480 


Defense, research and development 
memorandum of understanding be- 
tween the United States of America 
and Israel, signed at Washington, Sep- 
tember 8, 1989., 93-29567 


Health : agreement between the United 
States of America and Israel, amending 
and extending the agreement of May 6, 
1985, signed at Jerusalem January 7, 
1990., 93-29578 


Health : cooperation in social services 
and human development, agreement 
between the United States of America 
and Israel, extending the memorandum 
of understanding of January 12 and 16, 
1984, effected by exchange of letters, 
signed at Jerusalem and Washington, 
September 23 and October 28, 1988., 
93-29511 


Postal, INTELPOST service : memoran- 
dum of understanding, with details of 
implementation, between the United 
States of America and Israel, signed at 
Jerusalem and Washington, July 20 and 
November 5, 1987., 93-29487 


Postal, money order : agreement between 
the United States of America and 
Israel, signed at Jerusalem and Wash- 
ington, December 15, 1988 and January 
9, 1989., 93-29503 


Relations : memorandum of understand- 
ing between the United States of 
America and Israel, signed at Washing- 
ton and Jerusalem, April 21 and 28, 
1988., 93-26944 


Scientific and technical cooperation 
memorandum of understanding be- 
tween the United States of America 
and Israel, signed at Washington and 
Haifa, January 26 and February 8, 
1990., 93-29577 
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Isserlid, Janet. 


Isserlid, Janet. 
Workplace literacy programs for nonna- 
tive English speakers [microform] / , 

93-11237 


Isserow, Saul. 
Corrosion prevention and control [micro- 
form] /, 93-13307 


Issues in Medical Liability: a Working 
Conference (1991 : Washington, D.C.) 
Issues in Medical Liability, a Working 

Conference [microform] summary 
report /, 93-7400 


Istvan, Deborah A. 

The 1985 NAPAP emissions inventory 
(version 2) [microform] : development 
of the national utility reference file : 
project summary /, 93-18469 


IT Environmental Programs, Inc. 
Regulatory and inspection manual for 
nonmetallic mineral processing plant 
{ie. plants] [microform] / , 93-25971 


Italy. 

Aviation, transport services : agreement 
between the United States of America 
and Italy, amending the agreement of 
June 22, 1970, signed at Washington 
October 25, 1988., 93-29516 


Energy : memorandum of understanding, 
between the United States of America, 
and Italy, signed at Rome December 5, 
1985, with, annex., 93-24645 


Energy, geothermal : agreement between 
the United States of America and Italy, 
extending the agreement of June 3, 
1975, as amended and extended, effect- 
ed by exchange of letters, signed at 
Rome June 26 and 27, 1985., 93-10092 


Scientific and technological cooperation : 
agreement between the United States 
of America and Italy, signed at Rome 
April 1, 1988., 93-26941 

Transportation : memorandum of under- 
standing between the United States of 
America and Italy, signed at Rome 
April 12, 1985., 93-14844 


Itasca Consulting Group. 
Analysis of alternative waste isolation 
concepts /, 93-15101 


Stability of disposal rooms during waste 
retrieval /, 93-6299 


Variation of heat loading for a repository 
at Yucca Mountain /, 93-10304 


Itoh, T. 

Design aspects and comparison between 
high Tc superconducting coplanar wa- 
veguide and microstrip line [micro- 
form] /, 93-7922 


IUFRO Congress (19th : 1990 : Montreal, 
Quebec) 
Quantity and quality in forest research 
[microform] : invited papers delivered 
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at the XIX World Congress of Interna- 
tional Union of Forest Research Orga- 
nizations, Montreal, Canada, August 5- 
11, 1990 /, 93-8401 


IUFRO Subject Group S6.09: Philosophy 
and Methods of Forest Research. 
Discovering new knowledge about trees 

and forests [microform] selected 
papers from a meeting of IUFRO Sub- 
ject Group $6.09, Philosophy and 
Methods of Forest Research, held at 
Michigan Technological University, 
Houghton, Michigan, August 19-23, 
1985 /, 93-3744 


Ivancic, William D. 

Circuit-switch architecture for a 30/20- 
GHz FDMA/TDM geostationary sat- 
ellite communications network [micro- 
form] /, 93-5761 


Evaluation of components, subsystems, 
and networks for high rate, high fre- 
quency space communications [micro- 
form] /, 93-9942 


Multichannel demultiplexer/demodulator 
technologies for future satellite com- 
munication systems [microform] / , 
93-5771 


Iverson, Stephen R. 

HEAPREC [microform] : a methodology 
for determining cyanide heap leach 
reclamation performance bonds /, 93- 
14355 


Iverson, Virginia Salce, 1951- 
C.O.A.C.H. [microform] : Cayuga-Onon- 
daga assessment for children with 
handicaps : version 6.0 /, 93-25681 


Ivrea-Verbano Zone Workshop (1992 : 
Varallo, Italy) 
Ivrea-Verbano Zone Workshop ab- 
stracts, 1992 : Varallo, Italy, July 20- 
25, 1992 /, 93-14137 


Iwatsubo, E. Y. (Eugene Y.) 

Descriptions and elevations for leveling 
bench marks and leveling results along 
traverses near Old Station and Mineral, 
California [microform] /, 93-14287 


Iyer, Ravishankar K. 

DEPEND [microform] : a simulation- 
based environment for system level de- 
pendability analysis /, 93-14692 

Measurement and analysis of operating 


system fault tolerance [microform] / , 
93-19475 


Izadpanah, Amir P. 

Experimental and analytical investigation 
of dynamic characteristics of extension- 
twiet-coupled composite tubular spars 
[microform] /, 93-29397 


Izbicki, John A. 
Water depth and thickness of sediment in 
reservoirs 1 and 2, Framingham and 
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Ashland, Massachusetts microform /, 
93-5307 


Izuka, Scot K. 
Geology and stream infiltration of North 
Halawa Valley, Oahu, Hawaii /, 93- 
16582 


Izygon, Michel. 

Advanced software development work- 
station [microform] : effectiveness of 
constraint-checking : interim report /, 
93-14780 


J 


J.A. Reyes Associates. 
Accidents of motor carriers of property 
[[microform]] / , 93-5984, 93-5985, 
93-5986 


Jaasma, Dennis R. 

Field performance of woodburning and 
coalburning appliances in Crested 
Butte during the 1989-1990 heating 
season [microform] : project summary 
/, 93-11328 


Jachens, Robert C. 
Aeromagnetic map of the El Cajon 
1:100,000 scale quadrangle, California 
[microform] /, 93-28728 


Aeromagnetic map of the Palm Springs 
1:100,000 scale quadrangle, California 
[microform] /, 93-28729 


Average topography, isostatic residual 
gravity, and aeromagnetic maps of the 
Parkfield Region, California [micro- 
form] /, 93-16663 


Jachimowski, Casimir J. 

An analysis of combustion studies in 
shock expansion tunnels and reflected 
shock tunnels [microform] / , 93- 
14800 


Jack, Susan S. 
Dental services and oral health : United 
States, 1989., 93-18728 


Jackson, Barbara, 1952- 

Project continuity, October 1, 1986 to 
September 30, 1989 [microform] : a 
Handicapped Children’s Early educa- 
tion Project : final report /, 93-23437 


Jackson, E. Bruce. 
Preliminary subsonic aerodynamic model 
for simulation studies of the HL-20 lift- 
ing body [microform] /, 93-16993 
Real-time simulation model of the HL-20 
lifting body [microform] / , 93-17067 


Jackson, Jeremy B. C., 1942- 
Long-term assessment of the oil spill at 
Bahia Las Minas, Panama, interim 
report [microform] /, 93-19040 
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Jackson, John C. (John Carl), 1959- 

Geochemical data for 85 heavy-mineral 
concentrates from selected areas in 
Greenville and Laurens counties, South 
Carolina, by semi-quantitative emission 
spectrography [microform] / , 93- 
26334 

Geochemical data for 608 heavy-mineral 
concentrates from the northeast part of 
the Greenville 1° X 2° quadrangle, 
South Carolina, by semi-quantitative 
emission spectrography [microform] / , 
93-5249 


Jackson, Lenore A. 
Proceedings of the second annual NASA 
Science Internet User Working Group 
Conference [microform] /, 93-5849 


Jackson, M. J. (Michael James), 1954- 
BOMCRATR [microform] : a curved ray 
tomographic computer program for 
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issues in the proposed acquisition of 
LTV Corporation Missiles Division by 
Thomson-CSF : statement of Joseph E. 
Kelley, Director, Security and Interna- 
tional Relations Issues, National Securi- 
ty and International Affairs Division, 
before the Subcommittee on Investiga- 
tions, Committee on Armed Services, 
House of Representatives /, 93-23740 


International procurement [microform] : 
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/, 93-24389 


Lucas, S. H. 
User’s manual for MacPASCO [micro- 
form] /, 93-12099 


User’s manual for the MacIntosh version 
of PASCO [microform] /, 93-2759 


Lucchitta, Ivo. 
Geologic map of the Planet 2 SE quad- 
rangle, Mohave and La Paz counties, 
Arizona [microform] /, 93-16706 


Topographic map of the Palisades-Unkar 
area, Grand Canyon, Arizona [micro- 
form] /, 93-16732 


Lucius, Jeffrey E. 
Properties and hazards of 108 selected 
substances [microform] /, 93-2294 


Luckas, W. J. 
Assessment of candidate accident man- 
agement strategies /, 93-10311 


Luckhaupt, James R. 
Present information with televised and 
video-based materials [microform] / , 
93-18208 


Ludington, Steve. 

Quantitative assessment of undiscovered 
metallic mineral resources in the East 
Mojave National Scenic Area, southern 
California [microform] /, 93-14216 
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Ludwig, A. H. 


Ludwig, A. H. 
Regionalization of low-flow characteris- 
tics of Arkansas streams /, 93-23970 


Ludwig, K. R. 

ISOPLOT : a plotting and regression 
program for radiogenic-isotope data 
microform : version 2.53 /, 93-5302 

User’s manual for ANALYST [micro- 
form] : an IBM-PC computer program 
for control of a thermal-ionization, 
single-collector mass-spectrometer /, 
93-28725 


Ludwin, R. S. 

Earthquake hazards in the Pacific North- 
west of the United States. D, Focal 
mechanisms of western Washington 
earthquakes and their relationship to 
regional tectonic stress [microform] / , 
93-23988 


Luebbers, Raymond. 
Finite difference time domain calculation 
of transients in antennas with nonlinear 
loads [microform] /, 93-2958 


Luebbers, Raymond J. 
FDTD modeling of thin impedance 
sheets [microform] /, 93-12243 


Time domain scattering and radar cross 
section calculations for a thin, coated 
perfectly conducting plate [microform] 
/, 93-12244 


User’s manual for three dimensional 
FDTD version D code for scattering 
from frequency-dependent dielectric 
and magnetic materials [microform] / , 
93-24536 


User’s manual for two dimensional 
FDTD version TEA and TMA codes 
for scattering from frequency-inde- 
pendent dielectric materials [micro- 
form] /, 93-24535 


Luepke, Gretchan 
Economic heavy minerals in sediments 
from an offshore area east of Cape 
Charles, Virginia [microform] / , 93- 
2297 


Luepke, Gretchen. 

Clay mineralogy of sediments from the 
Rio Cibuco system and the adjacent 
rivers and insular shelf on north-central 
Puerto Rico [microform] / , 93-14252 

Occurrence of platinum in a black sand 
from a beach deposit in San Mateo 
County, California [microform] / , 
93-21480 


Lagaila, Terry 
Households, families, and children : a 30- 
year perspective /, 93-20312 


Lugo, Ariel E. 
Wetlands management in the Caribbean 
and the role of forestry and wetlands in 
the economy [microform] : proceedings 
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of the Fifth Meeting of Caribbean For- 
esters at Trinidad, and the first meeting 
of ministers of agriculture to consider 
the economic role of forestry at Saint 
Lucia /, 93-25002 


Luhmann, J. G. 
Workshop on the Evolution of the Mar- 
tian Atmosphere [microform] / , 93- 
22169 


Lukas, Dale T. 

Audiovisuals in dermatology : January 
1970 through September 1992, plus se- 
lected earlier citations : 645 citations /, 
93-28564 


Lukefahr, Brenda D. 

A Diagnostic prototype of the potable 
water subsystem of the Space Station 
Freedom, 5CLSS [microform] / , 93- 
2902 


ECLSS advanced automation preliminary 
requirements [microform] : final report 
/, 93-29273 


Lumia, Ronald. 

NASA/NBS Standard Reference Model 
for telerobot control system architec- 
ture (NASREM) [microform] / , 93- 
15473 


Lumley, John L. (John Leask), 1930- 

A critical comparison of second order 
closures with direct numerical simula- 
tion of homogeneous turbulence [mi- 
croform] /, 93-2806 


Kolmogorov behavior of near-wall turbu- 
lence and its application in turbulence 
modeling [microform] /, 93-5804 


Lumsden, Linda S. 
The role of schools in sexual abuse pre- 
vention and intervention [microform] / 
» 93-9227 


Lunar and Planetary Science Conference 
(23rd : 1992 : Houston, Texas) 
Press abstracts [microform] : twenty-third 
Lunar and Planetary Science Confer- 
ence, March 16-20, 1992 /, 93-19410 


Lund, Karen. 
Geologic map of the Slate Creek-John 
Day Creek area, Idaho County, Idaho 
/, 93-21694 


Geologic maps of the Big Mallard, 
Middle Bargamin, and Magruder addi- 
tions to the Frank Church-River-of- 
No-Return Wilderness, Lemhi and 
Idaho counties, Idaho /, 93-5432 


Lunsford, Annie. 
Help your child get ready for school 
with activities for children from birth 
through age 5 /, 93-9147 


Luoma, Samuel N. 
Trace metals in clams (Macoma balthica) 
and sediments at the Palo Alto mudflat 
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in south San Francisco Bay [micro- 
form] : April, 1990 - April, 1991 /, 
93-5304 


Lutfiyya, M. Nawal, 1956- 
Integrated services : a summary for rural 
educators /, 93-23575 


Lutfiyya, Zana Marie. 
Affectionate bonds [microform] : what 
we can learn by listening to friends /, 
93-13588 


“Goin’ for it” [microform] : life at the 
Gig Harbor group home /, 93-13589 


In the shadow of Pennhurst [microform] : 
the Orion community /, 93-13585 


Lutfiyya, Zena Marie. 

A Question of community [microform] : 
quality of life and integration in “small 
residential units” and other residential 
settings /, 93-15969 


Luthcke, S. B. 

Nonconservative force model parameter 
estimation strategy for TOPEX/Posei- 
don precision orbit determination [mi- 
croform] /, 93-19192 


Lutz, Frank W. 
Trends and options in the reorganization 
or closure of small or rural schools and 
districts., 93-18430 


Lutz, Timothy J. 

Utilizing mechanical linear transducers 
for the determination of a mining ma- 
chine’s position and heading [micro- 
form] : underground testing /, 93- 
28930 


Luxembourg. 

An agreement between the United States 
and the Grand Duchy of Luxembourg 
on social security : message from the 
President of the United States transmit- 
ting an agreement between the United 
States of America and the Grand 
Duchy of Luxembourg on social secu- 
rity, which consists of two separate in- 
struments—a principal agreement and 
an administrative agreement, pursuant 
to 42 U.S.C. 433(e)(1)., 93-3228 


Luytjes, Jan E. 

Determining the appropriate measure of 
interest-rate risk from a regulatory per- 
spective /, 93-4754 

Thrifts’ pricing of adjustable-rate mort- 
gages [microform] /, 93-14972 


Luza, Kenneth V. 
Investigation of the Meers Fault in south- 
western Oklahoma /, 93-6283 


Ly, Uy-Loi. 
Advanced rotorcraft control using pa- 
rameter optimization [microform] 
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semi-annual progress report, NASA 
grant NAG-2-691 /, 93-24500 


Lyddon, Jan W. 
Budgeting for higher education at the 
state level [microform] : enigma, para- 
dox, and ritual /, 93-4561, 93-16034 


Lyke, William L. 
Regional study of the Castle Hayne aqui- 
fer of eastern North Carolina [micro- 
form.], 93-5156 


Lykins, Ben W. 

Granular activated carbon adsorption 
with on-site infrared furnace reactiva- 
tion [microform] : project summary /, 
93-28254 


Lynch, Dennis D. 

Water quality and evaluation of raw- 
water-routing scenarios, Chickahominy, 
Diascund Creek, and Little Creek Res- 
ervoirs, southeastern Virginia, 1983-86 
/, 93-23964 


Lynch, E, A. 

A literature survey of information on 
well installation and sample collection 
procedures used in investigations of 
ground-water contamination by organic 
compounds [microform] /, 93-2293 


Lynch, James P. (James Patrick), 1949- 
National juvenile justice statistics assess- 
ment [microform] : an agenda for 
action /, 93-5640 


Lynch, Richard L. 
A national database on vocational teacher 
education [microform] /, 93-9207 


Lynch, Robert. 

Community college involvement in con- 
tract training and other economic de- 
velopment activities [microform] 
report of a national survey conducted 
by the American Association of Com- 
munity and Junior Colleges and the 
National Center for Research in Voca- 
tional Education /, 93-16211 


Lyndon B. Johnson Space Center. 
Advancing automation and robotics tech- 
nology for the space station Freedom 
and for the U.S. economy [[micro- 
form]] /, 93-26677 


Astronaut Story Musgrave [picture.] , 
93-5844 


Comparison of continuous and discontin- 
uous collisional bumpers [microform] : 
dimensionally scaled impact experi- 
ments into single wire meshes /, 93- 
26680 


Field trip guidebook on environmental 
impact of clays along the upper Texas 
coast [microform] /, 93-9925 


LifeSat engineering in-house vehicle 
design [microform] /, 93-26681 





The locator system for wandering indi- 
viduals [microform] /, 93-26682 


Long-term corrosion evaluation of stain- 
less steels in space shuttle iodinated 
resin and water [microform] / , 93- 
26679 


Making intelligent systems team players 
[microform] : overview for designers /, 
93-14569 


Making intelligent systems team players, 
case studies and design issues. Volume 
1, Human-computer interaction design 
[microform] /, 93-7920, 93-9917 


National Aeronautics and Space Adminis- 
tration (NASA)/American Society for 
Engineering Education (ASEE) 
summer faculty fellowship program 
[[microform].] , 93-26766 


Press abstracts [microform] : twenty-third 
Lunar and Planetary Science Confer- 
ence, March 16-20, 1992 /, 93-19410 


Proceedings of the ... NASA Ada Users’ 
Symposium [[microform].] , 93-26670 

Program and abstracts for Clay Minerals 
Society 28th annual meeting, Houston, 
Texas, October 5-10, 1991 [microform.] 
, 93-9926 


Requirements analysis notebook for the 
flight data systems definition in the 
Real-Time Systems Engineering Labo- 
ratory (RSEL) [microform] / , 93- 
22067 


Research and technology annual report 
[[microform]] / , 93-26667, 93-29145 


Results of the Space Shuttle Vehicle 
Ascent Air Data System probe calibra- 
tion test using a 0.07-scale external tank 
forebody model (68T) in the AEDC 
16-foot transonic wind tunnel (1.A.- 
310). Volume 1 [microform] / , 93- 
14641, 93-14642 


Shield sizing and response equations [mi- 
croform] /, 93-9955 

Space shuttle orbiter crew hatch jettison 
test using a 0.0405-scale model (16-0) in 
the Texas A&M low speed wind tunnel 
(OA362) [microform] /, 93-29232 


STS-31 space shuttle mission report [mi- 
croform] /, 93-24366 

STS-35 space shuttle mission report [mi- 
croform] /, 93-24367 

STS-36 space shuttle mission report [mi- 
croform] /, 93-24368 

STS-38 space shuttle mission report [mi- 
croform] /, 93-24369 

STS-41 space shuttle mission report [mi- 
croform] /, 93-24370 

STS-49 space shuttle mission report [mi- 
croform] /, 93-26726 


TPS design for aerobraking at Earth and 
Mars [microform] /, 93-7921 
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Lyons, Teresa S. 


Using space resources [microform] / , 
93-26715 


Whipple shield sizing equations [micro- 
form.], 93-9956 


Lyndon B. Johnson Space Center. 


Management Services Division. 

Scientific and technical papers presented 
or published by JSC authors in ... [[mi- 
croform]] /, 93-29118, 93-29127 

The 1990 Johnson Space Center bibliog- 
raphy of scientific and technical papers 
[microform] /, 93-9921 


Lyndon B. Johnson Space Center. New 


Initiatives Office. 
Research and technology annual report 
[[microform]] / , 93-26667, 93-29145 


Lyne, James Evans. 


Physiologically constrained aerocapture 
for manned Mars missions [microform] 
/, 93-19182 


Lyon, Don. 


Central and peripheral precuing of 
forced-choice discrimination [micro- 
form] /, 93-25470 


Lyon, Don R. 


Attention effects on form discrimination 
at different eccentricities [microform] / 
» 93-11075 


Lyon, L. Jack, 1929- 


A partial glossary of elk management 
terms [microform] /, 93-3741 


Lyon, William G. 


The swelling properties of soil organic 
matter and their relation to sorption of 
non-ionic organic compounds [micro- 
form] : project summary /, 93-25859 


Lyons-Carter, Jennifer L. 


Information resources for reptiles, am- 
phibians, fish, and cephalopods used in 
biomedical research /, 93-15393 


Lyons, John. 


Using the index of biotic integrity (IBI) 
to measure environmental quality in 
warmwater streams of Wisconsin [mi- 
croform] /, 93-3745 


Lyons, L. R. 


Energetic and magnetosheath energy par- 
ticle signatures of the low-latitude 
boundary layer at low altitudes near 
noon [microform] /, 93-26850 


Lyons, Ruth Marie. 
A bibliography of the NIST Electromag- 
netic Fields Division publications [mi- 
croform] /, 93-12980, 93-15502 


Lyons, Teresa S. 
Alternative state funding allocation meth- 
ods for local school districts to serve 
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Lyons, Teresa S. 


“at-risk” students [microform] / , 93- 


16136 


Lyttle, Peter T. 
Geology of the New Tripoli quadrangle, 
Lehigh, Berks, Schuylkill, and Carbon 
counties, Pennsylvania /, 93-23943 


M 


Ma, C. 
Crustal Dynamics Project data analysis— 
1991 [microform] : VLBI geodetic re- 
sults 1979-1990 /, 93-12113 


Ma, J. 
Frequency response in short thermocou- 
ple wires [microform] : final report, 
April 1989 - June 1992 /, 93-19466 


Ma, Li. 

Earthquake hazards in the Pacific North- 
west of the United States. D, Focal 
mechanisms of western Washington 
earthquakes and their relationship to 
regional tectonic stress [microform] / , 
93-23988 


Ma, Mark T. 

Facilities for improving evaluations of 
electromagnetic _ susceptibilities of 
weapon systems and electronic equip- 
ment /, 93-4030 


Maakestad, William J. 
Local prosecutors and corporate crime /, 
93-19088 


Mabey, Dennis G. 
Further buffeting tests in a cryogenic 
wind tunnel [microform] / , 93-19264 


Mabry, Theo N. 
Program review [microform] / , 
1857 


Mac Iver, Douglas J. 
Education in the middle grades [micro- 
form] : overview of national practices 
and trends /, 93-18307 


Helping students who fall behind [micro- 
form] : remedial activities in the middle 
grades /, 93-16213 

A national description of report card en- 
tries in the middle grades [microform] 
/, 93-18221 


93- 


Work force to serve the vulnerable elder- 
ly [microform] /, 93-21416 


MacAdam, Margaret A. 
Improving our understanding of home 
care quality [microform] / , 93-21410 
Leadership roles in home care personnel 
issues [microform] : a challenge for 
State units on aging /, 93-21411 
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Macaraeg, Michelle G. 
Ignition and structure of a laminar diffu- 
sion flame in the field of a vortex [mi- 
croform] /, 93-26840 


MacCleery, Douglas W. 
American forests : a history of resiliency 
and recovery /, 93-27367 


MacDonald, Betty. 
Help your child succeed in school with 
activities for children aged 5 through 
11 /, 93-11142 


MacDonald, Charles Brown, 1922- 
Three battles : Arnaville, Altuzzo, and 
Schmidt /, 93-23254 


MacDonald, James M. 
Effects of railroad deregulation on grain 
transportation /, 93-12817 


Macdonald, Ray. 
Chemistry of the subalkalic silicic obsi- 
dians /, 93-11680 


MacDonald, Robert B. 
In the soft-to-hand technical spectrum 
[microform] : where is software engi- 
neering? /, 93-12228 


MacDorman & Associates. 
TOP DOG [microform] : transit operator 
manpower planning model /, 93- 
17324 


MacDorman, Littleton C. 
TOP DOG [microforn] : 
manpower planning 
17324 


MacDorman, Marian F. 
Trends in infant mortality by cause of 
death and other characteristics, 1960- 
88., 93-28584 


MacDougall, Peter R. 
Models for conducting institutional re- 
search [microform] /, 93-13508 


MacFarlane, W. Russ. 

Photographic guide to crown condition 
of oaks [microform] : use for gypsy 
moth silvicultural treatments /, 93- 
27437 


MacGilvray, Marian W. 

GPO classification manual : a practical 
guide to the Superintendent of Docu- 
ments Classification System /, 93- 
11561 


MacGregor, Lorne. 
Nonmethane organic carbon concentra- 
tions in air masses advected into urban 
areas in the United States /, 93-4614 


MacGregor, Morris J. 
Reader’s guide /, 93-11038 
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Macha, J. M. 
Critical soft landing technology issues for 
future U.S. space missions [microform] 
/, 93-12179 


Machamer, Jerome. 
The mineral economy of Mexico [micro- 
form] /, 93-14356 


Machette, Michael N. 

Geologic investigations of the 1988 Ten- 
nant Creek, Australia, earthquakes— : 
implications for paleoseismicity in 
stable continental regions /, 93-14136 

Surficial geologic map of the Wasatch 
fault zone, eastern part of Utah Valley, 
Utah County and parts of Salt Lake 
and Juab counties, Utah /, 93-11822 


Maclver, Douglas J. 

How equal are opportunities for learning 
in disadvantaged and advantaged 
middle grades schools? [microform] / , 
93-18220 


Responsive education in the middle 
grades [microform] : teacher teams, ad- 
visory groups, remedial instruction, 
school transition programs, and report 
card entries /, 93-16073 


Mack, Joanne M. 
Klamath River Canyon prehistory and 
ethnology [microform] /, 93-19026 


Mack, Thomas J. 

Adaptation of a  ground-water-flow 
model of the Little Androscoggin 
River Valley aquifer, Oxford County, 
Maine to a microcomputer [microform] 
/, 93-26288 


Geohydrology and water quality of 
stratified-drift aquifers in the Bellamy, 
Cocheco, and Salmon Falls river 
basins, southeastern New Hampshire /, 
93-26235 


Geohydrology of, and simulation of 
ground-water flow in, the Milford-Sou- 
hegan glacial-drift aquifer, Milford, 
New Hampshire /, 93-9561 


Mack, Wendy. 

Transition needs assessment of high 
school students with severe disabilities 
and their parents and teachers [micro- 
form] /, 93-25615 


Mackall, Dale. 

Rapid development of the X-31 simula- 
tion to support flight-testing [micro- 
form] /, 93-17018 

System overview of the NASA Dryden 
Integrated Test Facility [microform] / , 
93-17015 


Mackenzie, Anne I. 
Windshear radar calibration [microform] : 
transmitter power and receiver gain 
stability /, 93-14620 
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MacKenzie, Doris L. 
An evaluation of shock incarceration in 
Louisiana /, 93-29013 


Mackin, Michael A. 
Description of the SSF PMAD DC 
testbed control system data acquisition 
function [microform] /, 93-19235 


Macklem, Gayle L. 
Measuring aptitude [microform] / , 
4484 


93- 


Macklin, S. A. 

Fisheries-Oceanography Coordinated In- 
vestigations (FOCI) [microform] : sur- 
face meteorological observations at 
Cherni Island and Ugaiushak Island - 
fiscal year 1986 /, 93-4076 


Mackway-Girardi, AnnMarie. 
Therapeutic use of interleukin-2 [micro- 
form] /, 93-2179 


MacLachlan, M. E. 
Stratigraphic nomenclature databases for 
the United States, its possessions and 
territories [computer file] / , 93-2433 


MacLean, Colin D. 
Preliminary timber resource statistics for 
Southwest, Washington [microform] / , 
93-8387 


Preliminary timber resource statistics for 
the Olympic Peninsula, Washington 
[microform] /, 93-8388 


Preliminary timber resource statistics for 
the Puget Sound area, Washington [mi- 
croform] /, 93-8389 


Vegetation survey of Pohnpei, Federated 
States of Micronesia /, 93-15371 


Maclean, Jayne T. 
Forage legumes : January 1988-Septem- 
ber 1992 /, 93-12856 


IPM and biological control of weeds : 
January 1990 - September 1992 /, 93- 
12857 


Societal impacts of adoption of alterna- 
tive agricultural practices : January 
1985 - August 1992 /, 93-10512 


MacLellan, J. A. 

Causes of failing the draft ANSI standard 
N13.30 radiobioassay performance cri- 
terion for minimum detectable amount 
/, 93-6306 


MacLeod-Gallinger, Janet. 

The status of deaf women [microform] : a 
comparative look at the labor force, 
educational and occupational attain- 
ments of deaf female secondary gradu- 
ates : paper presented at the annual 
meeting of the American Educational 
Research Association, Chicago, Illinois, 
April, 1991 /, 93-1853 





MacLeod, Norman S. 
Reconnaissance geologic map of the west 
half of the Crescent 1° by 2° quadran- 
gle, central Oregon /, 93-14336 


MacMillan, Donald L. 
Hidden youth [microform] : dropouts 
from special education /, 93-13643 


Macmurdo, Alice. 
Technology Literacy Project [microform] 
: final financial status and performance 
report, F.Y. 1988 /, 93-16122 


MacPherson, Glenn J. 

Field and laboratory investigations of 
Antarctic meteorites collected by 
United States expeditions, 1985-1987 /, 
93-14877 


MacRae-Campbell, Linda. 
The importance of neurological and cog- 
nitive research for reading instruction 
[microform.], 93-1916 


Madabhushi, Ravi K. 
Spurious modes in spectral collocation 
methods with two non-periodic direc- 
tions [microform] /, 93-19375 


M A 
Postal, express mail service : agreement, 
with detailed regulations, between the 
United States of America and Mada- 
gascar, signed at Antananarivo and 
Washington, April 28 and May 26, 
1988., 93-29499 


Madan, R. C. 
Test results for composite specimens and 
elements containing joints and cutouts 
[microform] /, 93-26734 


Madden, Joseph J. 
Rotor and control system loads analysis 
of the XV-15 with the advanced tech- 
nology blades [microform] / , 93-7887 


Madden-McGuire, D. J. 

The Alaska Mineral Resource Assessment 
Program : background information to 
accompany mineral-resource and geo- 
logic maps of the Anchorage Quadran- 
gle, south-central Alaska /, 93-26224 


Madden, Nancy A. 
Success for all [microform] / , 


Maddock, Jerome T. 
Advanced public transportation systems 
[microform] : a bibliography with ab- 
stracts /, 93-27004 


Maddox, Julie. 
Industrial boiler furnace sorbent injection 
algorithm development [microform] : 
project summary /, 93-16237 


Maddux, Gary A. 
Automated payload experiment tool feasi- 
bility study [microform] : final techni- 
cal report for period 10 January 1991 
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through 30 September 1991 /, 93- 
17108 


Madole, Richard F. 
Investigation of the Meers Fault in south- 
western Oklahoma /, 93-6283 


Madzsar, G. C. 
An overview of in-flight plume diagnos- 
tics for rocket engines [microform] / , 
93-14595 


Maehr, Martin L. 

A preliminary assessment of school level 
differences in instructional leadership, 
school culture, and student commit- 
ment [microform] /, 93-23449 


The “psychological environment” of the 
school [microform] : a focus for school 
leadership /, 93-18276 


Relationship between personal and con- 
textual characteristics and principals’ 
administrative behaviors [microform] / 
, 93-18275 


Restructuring the school environment to 
enhance student motivation and learn- 
ing [microform] /, 93-25708 


School culture, motivation, and achieve- 
ment [microform] / , 93-4468, 93- 
18273 


“School culture,” student ethnicity, and 
motivation [microform] /, 93-4467 


Teacher commitment and job satisfaction 
[microform] /, 93-18274 


Maestrello, Lucio. 
On the coupling between a supersonic 
boundary layer and a flexible surface 
[microform] /, 93-22116 


Magellan Project (U.S.) 
V-gram [[microform].] , 


Magill, Arthur W. 
Managed and natural landscapes [micro- 
form] : what do people like? /, 93- 
17700 


Maginn, J. Clifford. 
Waste minimization assessment for a man- 
ufacturer of penny blanks and zinc 
products /, 93-4633 


Magione, Peter L. 

Links to success [microform] : new think- 
ing on the connections between pre- 
school, school, and community : pro- 
ceeding papers, October 1991 /, 93- 
21097 


Magleby, Richard. 
Economics of controlling sediment from 
irrigation : an Idaho example /, 93- 
3866 


Maglieri, Dominic J. 
A summary of XB-70 sonic boom signa- 
ture data [microform] /, 93-12207 
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Mahajan, Aparajit J. 


Mahajan, Aparaiit J. 

Aeroelastic stability analyses of two 
counter rotating propfan designs for a 
cruise missile model [microform] / , 
93-5759 


Semi-empirical model for prediction of 
unsteady forces on an airfoil with ap- 
plication to flutter [microform] /, 93- 
2830 


Maher, Norman M. 

Occurrence of platinum in a black sand 
from a beach deposit in San Mateo 
County, California [microform] / , 
93-21480 


Station locations and grain-size analysis 
of surficial sediment samples collected 
on the continental shelf, Gulf of the 
Farallones, during cruise F2-89-NC, 
January 1989 [microform] / , 93-5284 


Mahlke-Johnson, Kathleen. 
Metabolic adaptation to climate and dis- 
tribution of the raccoon Procyon lotor 
and other Procyonidae /, 93-26975 


Mahlum, D. Dennis, 1933- 
Evaluation of exposure limits to toxic 
gases for nuclear reactor control room 

operators /, 93-6318 


Mahoning County (Ohio) 
Damascus quadrangle, Ohio, 1966 : 7.5 
minute series (topographic) /, 93- 
11798 


1966 5 Be 


Salem quadrangle, Ohio, : 
minute series (topographic) /, 93-7638 
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[microform] /, 93-1344 


McDonald, Douglas C. 
Federal sentencing in transition, 1986-90 
/, 93-5637 


McDonald. G. I. (Geral I.) 
White pine blister rust in northern Idaho 
and western Montana : alternatives for 
integrated management /, 93-15372 


McDonald, Gregory J. 

Reducing youth violence [microform] : 
coordinated federal efforts and early 
intervention strategies could help 
statement of Gregory J. McDonald, 
Director of Human Services, Policy 
and Management Issues, Human Re- 
sources Division, before the Committee 
on Governmental Affairs, United States 
Senate /, 93-13805 


States need more Department of Labor 
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17095 


McHenry, Harry I. 
Development of a computer-controlled 
hot-deformation apparatus at NIST /, 
93-15504 


Page 1-367 





McHenry, Terry. 


McHenry, Terry. 

The RCM as a decision making process 
{microform / Jay G. Chambers and 
Thomas B. Parrish with contributions 
by Terry McHenry.], 93-25647 


McHugh, John B. 

Analytical results for 41 water samples 
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form] /, 93-2296 


A hydrogeochemical survey using gold 
in water, northern Nevada [microform] 
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and large-scale dispersion coefficients : 
application to the Creston study area, 
eastern Washington /, 93-6296 


McKee, J. W. 
General purpose intelligent sensor inter- 
face [microform] : final report for D.O. 
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middle-range high school students [mi- 
croform]/, 93-9191 


Working with families [microform] 
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ature-based approach to literacy to ac- 
commodate a young male’s voice /, 
93-16126 


Mincer, Jacob, 1920- 
Education and unemployment [micro- 
form] /, 93-4418 


Education and unemployment of women 
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data, 1989-90 /, 93-14207 


Minnesota Geological Survey. 

Cyclic injection, storage, and withdrawal 
of heated water in a sandstone aquifer 
at St. Paul, Minnesota [microform] : 
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for the states [microform] : the duplex 
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samples from the Paducah 1° x 2° quad- 
rangle, Missouri, Illinois, and Ken- 
tucky, drill holes nos. K1-K4 [micro- 
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unit [microform] : final report /, 93- 
2890 


Mondale, Walter F., 1928- 

Testimony of Hon. Walter F. Mondale : 
hearing before the Joint Committee on 
the Organization of Congress, One 
Hundred Third Congress, first session 
.- July 1, 1993., 93-30049 


Money Laundering & Asset Forfeiture 
Conference (1991 : Miami, Fla.) 
Money Laundering & Asset Forfeiture 
Conference /, 93-5623 


Page I-382 





Mongia, H.C. 
A parametric numerical study of mixing 
in a cylindrical duct [microform] / , 
93-9982 


Monheiser, Jeffery M. 
Advanced electric propulsion research, 
1991 [microform] : annual report /, 
93-19448 


Monical, Jim E. 

A user’s guide to the Arkansas Rural 
Water-Delivery Network Geographic 
Information System (GIS) software 
[microform] /, 93-28683 


Monroe, Margaret E. 
Partners for lifelong learning [microform] 
: public libraries & adult education /, 
93-28154 


Mons-Wengler, Margaret C, 

Publications of the U.S. Geological 
Survey Branch of Atlantic Marine Ge- 
ology [microform] : calendar year 1990 
/, 93-5301 


Monsen, Susan A. 
Geologic map of Bare Mountain, Nye 
County, Nevada /, 93-21688 


Monson, Daryl J. 
An experimental investigation of subsonic 
flow in a two-dimensional U-duct [mi- 
croform] /, 93-29140 


Monta, William J. 

Pitot survey of exhaust flow field of a 2- 
D scramjet nozzle at Mach 6 with air 
or freon and argon used for exhaust 
simulation [microform] /, 93-19155 


Montalvo, Maria. 
Local advocacy for secondary language 
education [microform] : case study in 
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graphic-bathymetric) /, 93-18852 
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St. Joseph Point quadrangle, Florida— 
Gulf Co., 1982 : 7.5 minute series orth- 
ophotomap (topographic-bathymetric) 
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America, including the Hawaiian Is- 
lands., 93-4080 
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United States coast pilot. 3, Atlantic 
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United States coast pilot. 5, Atlantic 
Coast. Gulf of Mexico, Puerto Rico, 
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United States coast pilot. 6, Great Lakes, 
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and Superior and St. Lawrence River., 
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93-18851 

1:100 000-scale metric topographic—bath- 
ymetric map of Brunswick, Georgia, 
1981 : 30 x 60 minute series (topo- 
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users guide /, 93-4077 


National Oceanographic Data Center (U.S.). 
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National Research Council (U.S.). 
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National Research Council (U.S.). Committee 
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National Research Council (U.S.). Committee 
on Planetary Biology and Chemical 
Evolution. 
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National Research Council (U.S.). Office of 
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and engineering, 1989 [microform] / , 
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penditures [[microform].] , 93-24600 


Annual report for fiscal year ... [[micro- 
form]] / , 93-7975, 93-7976, 93- 
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Blacks in undergraduate science and engi- 
neering education [microform] /, 93- 
26882 


Bulletin /, 93-956 
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local listings [picture] , 93-23314 
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93-10044 
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90 [microform] /, 93-7977 
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ton Island/Antarctic Peninsula., 93- 
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Federal funds for research and develop- 
ment [[microform].] , 93-7978, 93- 
14811 


Federal scientific and technical workers : 
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1983 : final report., 93-22269 
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and selected nonprofit institutions [[mi- 
croform].}], 93-24601 


Grants for research and education in sci- 
ence and engineering [microform] : an 
application guide /, 93-17245 


Guide to programs [[microform]] /, 93- 
14814, 93-24602 


Human resources for science & technolo- 
gy [microform] : the Asian region /, 
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14812 
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tion of the National Science Founda- 
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Proceedings of the Ocean Drilling Pro- 
gram. Scientific results /, 93-3001, 
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Proceedings of the 4th U.S.-Japan Work- 
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93-17863 
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[microform] /, 93-10042 
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form].], 93-10049 


Undergraduate origins of recent science 
and engineering doctorate recipients /, 
93-22268 


The United States continental scientific 
drilling program [[microform]] : a 
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Selected data on federal R&D funding by 
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National Science Foundation (U.S.). Science 
and Engineering Education Sector Studies 
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National Services in Aging (American 
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Proceedings of the National Silviculture 
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Proceedings of the National Silviculture 
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cerpts from the master directory /, 
93-26722 


Handbook of solar-terrestrial data sys- 
tems [microform] /, 93-12155 
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National Toxicology Program (U.S.) 
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golden hamsters (feed studies) [micro- 
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NTP technical report on the toxicology 
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(gavage studies) /, 93-4921 


NTP technical report on the toxicology 
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and carcinogenesis studies of succinic 
anhydride (CAS no. 108-30-5) in F344/ 
N rats and B6C3F,; mice (gavage stud- 
ies) /, 93-4920 

NTP technical report on the toxicology 
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B6C3F, mice (inhalation studies) /, 
93-4919 


NTP technical report on the toxicology 
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The Preferred source., 93-4270 


Naval Aviation Safety Center (U.S.) 
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optics., 93-9073 


Engineman 2 [microform] / , 
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Postal clerk 1 & C/, 93-25452 
Seabee combat handbook /, 93-25453 
Seaman /, 93-23261 


Shipboard electronics material officer /, 
93-11043 


Signalman /, 93-6945 


Useful information for newly commis- 
sioned officers [[microform].] , 93- 
9074 


Yeoman 1&C/, 93-23262 


Naval Explosive Ordnance Disposal 

Technology Center (U.S.) 

Sets, kits and outfits components list [mi- 
croform] : container kit, cavity charge, 
EOD MKS534 MOD 0, (NSN 1375-00- 
689-9318), (Army LIN C85055) : explo- 
sive ordnance disposal supply catalog / 
, 93-23204 


Naval Historical Center (U.S.) 
The Aleutians Campaign, June 1942- 
August 1943., 93-27916 
A Guide to U.S. naval museums., 
13318 


Naval aviation news., 


93- 


93-511 


Naval historical publications in print., 
93-13320 


Operational experience of fast battleships 
[microform] : World War II, Korea, 
Vietnam /, 93-15820 


Origins of the maritime strategy [micro- 
form] : American naval strategy in the 
first postwar decade /, 93-18106 


Winds of change : the history of the 
Office of the Master Chief Petty Offi- 
cer of the Navy, 1967-1992 /, 93-1781 


Naval Justice School (U.S.) 
Naval law review [[microform].] , 93- 
4272, 93-27920, 93-27921 


Naval Ocean Systems Center (U.S.) 
Distribution, abundance, behavior and 
bioacoustics of endangered whales in 
the Alaskan Beaufort and eastern 
Chukchi seas, 1979-86 /, 93-2567 


Naval Postgraduate School (U.S.) 
Spacecraft design project [microform] : 
multipurpose satellite bus., 93-14698 


Naval Research Laboratory (U.S.) 
Algorith suite for defensive weapons allo- 
cation [microform] /, 93-15829 


Bathymetric Hazard Survey Test (BHST 
report no. 3), scientific results and FY 
1982-1984 processing [microform] / , 
93-15825 


A boundary scattering strength extraction 
algorithm for the analysis of long-range 
reverberation data [microform] /, 93- 
15826 


Page I-418 





A computer program for the calculation 
of daubechies wavelets [microform] / , 
93-15830 


Cooperative education program : 
future begins here—., 93-6947 


The effect of the ionosphere on ra- 
diowave signals and system perform- 
ance [microform] : based on Ionospher- 
ic Effects Symposium, 1-3 May 1990 /, 
93-15824 


Fact book [[microform]] / , 
93-11051 


The NRL air quality data /, 93-4275 
NRL review [[microform]] / , 93-20740 


The Ocean-refraction bathymetric-scat- 
tering (ORBS) model [microform] / , 
93-1783 


On-orbit frequency stability analysis of 
the GPS NAVSTAR 9 rubidium clock 
and NAVSTARs 9 and 10 cesium 
clocks [microform] /, 93-15828 


Theory and application of the wavelet 


transform to signal processing [micro- 
form] /, 93-15827 


your 


93-11050, 


Naval Research Laboratory (U.S.). Radar 
Division. Identification Systems Division. 
An introduction to group theory [micro- 

form] /, 93-18108 


Naval Research Laboratory (U.S.). Technical 

Information Division. 

A Program to study the Sun’s interaction 
with the upper Earth atmosphere : to 
be flown on the UARS and ATLAS 
Missions, National Aeronautics and 
Space Administration /, 93-9861 


Naval Research Laboratory (U.S.). 
Radiological Protection Staff. 
The NRL air quality data /, 93-4275 


Naval Safety Center. 
Approach., 93-512 
Fathom., 93-509 
Mech., 93-513 
Safetyline /, 93-515 


Naval School, Civil Engineer Corps Officers. 
Guide to public work management., 93- 
6941 


Naval Submarine Medical Research 
Laboratory. 
Analysis of kidney stones in the subma- 
rine force [microform] /, 93-27922 


Naval Surface Warfare Center (U.S.). Crane 
Division. 
The Link /, 93-530 


Naval Surface Warfare Center (U.S.). Indian 
Head Division. 
Excellence in energetics., 93-25447 


Ordnance development and production., 
93-23256 


Do not order from index; see indicated entry 





Author Index 


Naval Surface Warfare Center (U.S.). White 
Oak Laboratory. 


White Oak Laboratory report., 93-27918 


Naval Surface Weapons Center. 
Careers, Naval Surface Weapons Center 
[microform.] , 93-1777, 93-1778, 
93-1779 


Naval Training Equipment Center (U.S.) 
Visual and part-task manipulations for 
teaching simulated carrier landings [mi- 
croform], 93-15819 


Naval War College (U.S.) 
Naval War College review., 


Navas, Teresa Margarita. 

Children with special needs in family day 
care homes [microform] : a handbook 
for family day care home providers /, 
93-25590 

Children with special needs in family day 
care homes [microform] : a handbook 
of approaches and activities for family 
day care home providers /, 93-25591 


Naveh-Benjamin, Moshe. 

Assessing students’ organization of con- 
cepts [microform] : a manual for meas- 
uring course-specific knowledge struc- 
tures /, 93-13619 


93-525 


Navigation Data Center (U.S.) 
The Port of Corpus Christi, Texas /, 
93-27894 


The Port of Louisville, Kentucky, ports 
on the Ohio River, miles 560-980, 
Cumberland and Green rivers /, 93- 
23235 


The Port of Pittsburgh, PA, ports on the 
Ohio, Monongahela, and Allegheny 
rivers, PA /, 93-4243 


The Ports of Hampton Roads and ports 
on the James and York rivers, VA : 
Norfolk, Newport News, Portsmouth, 
Richmond, Chesapeake, Yorktown, 
Hampton, West Point /, 93-27893 


Nazar, K. 

Muscle ultrastructural changes from ex- 
haustive exercise performed after pro- 
longed restricted activity and retraining 
in dogs [microform] /, 93-14532 


NBS Workshop for Implementors of Open 
Systems Interconnection (1986 : 
Gaithersburg, Md.) 

Implementation agreements for open sys- 
tems interconnection protocols /, 93- 
17866, 93-17867 


Nealey, L. David. 

AFCMODEL [microform] : a Microsoft 
Excel workspace for modeling com- 
bined assimilation-fractional crystalliza- 
tion in igneous systems /, 93-21477 
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Neaion, Eleanor. 
What are clinical trials all about? /, 93- 
7386 


Nealy, John E. 
Galactic cosmic ray exposure estimates 
for Sage-III mission in polar orbit [mi- 
croform] /, 93-19269 


MIRACAL [microform] : a mission radi- 
ation calculation program for analysis 
of lunar and interplanetary missions /, 
93-17224 


Radiation protection for human missions 
to the Moon and Mars [microform] / , 
93-10025 


Nearn, William T. 
Gluing of eastern hardwoods : a review / 
93-15387 


Neathammer, R. D. (Robert D.) 

Application of automated data-scanning 
techniques to U.S. Army directorates 
of engineering and housing operations 
[microform] /, 93-23249 


Economic analysis [microform] : descrip- 
tion and methods /, 93-27900 


May 1984 to September 1988 summary of 
Fort Irwin, CA, family housing com- 
parison test [microform] : operation 
and maintenance costs of manufactured 
vs. conventionally built units /, 93- 
23246 


Review and evaluation of the SARA 
system for application to the Corps of 
Engineers project management func- 
tion [microform] /, 93-25437 


Seven-year summary of Fort Irwin, CA, 
family housing comparison test [micro- 
form] operation and maintenance 
costs of manufactured vs. conventional- 
ly built units /, 93-15776 


Three-year summary of Fort Irwin, CA, 
family housing comparison test [micro- 
form] operation and maintenance 
costs of manufactured vs. conventional- 
ly built units /, 93-23245 


Neathammer, R. D. (Robert D.) 

Cost estimating guide for performing eco- 
nomic analyses in the Military Con- 
struction, Army (MCA) process [mi- 
croform] /, 93-25429 


Nebert, Douglas D. (Douglas Daniel) 
Review of edgematching procedures for 
digital cartographic data used in geo- 
graphic information systems (GIS) [mi- 
croform] /, 93-2288 


Nebraska. Dept. of Environmental Control. 
Water resources data. Nebraska [[micro- 
form].], 93-5100, 93-5101, 93-7522 


Nebraska. Dept. of Water Resources. 
Water resources data. Nebraska [[micro- 
form].], 93-5100, 93-5101, 93-7522 





Needalman, Ann. 
An experimental evaluation of a field so- 
briety test battery in the marine envi- 
ronment /, 93-3093 


NEFC/ASMFC Summer Flounder, 
Paralichthys dentatus, Aging Workshop 
(1990 : Northeast Fisheries Center) 
Proceedings of the NEFC/ASMFC 

Summer Flounder, Paralichthys denta- 
tus, Aging Workshop, 11-13 June 1990, 
Northeast Fisheries Center, Woods 
Hole, Mass. [microform] / , 93-20426 


Neff, Liana. 

The U.S. Enterprise for the Americas Ini- 
tiative [microform] : support for West- 
ern Hemisphere economic and trade 
reform /, 93-27358 


Neill, Monty. 
The case against a national test [micro- 
form] /, 93-21021 


Nelson, Alan R. 

Earthquake hazards in the Pacific North- 
west of the United States. A, The po- 
tential for great earthquakes in Oregon 
and Washington [microform] : an over- 
view of recent coastal geologic studies 
and their bearing on segmentation of 
Holocene ruptures, central Cascadia 
subduction zone /, 93-14189 


Nelson, Arthur E. (Arthur Edward), 1922- 
Geologic map of the Dahlonega quadran- 
gle, Lumpkin and White counties, 
Georgia /, 93-26410 


Nelson, C. Michael. 
Juvenile corrections and the exceptional 
student [microform] /, 93-23519 


Nelson, Cheryl R. 
Drug utilization in office practice : Na- 
tional Ambulatory Medical Care 
Survey, 1990 /, 93-21360 


Nelson, David A. 

Preliminary investigation of the short- 
term effects of storms on sedimentary 
characteristics and the nearshore fauna 
using the sediment profiling camera 
system [microform] /, 93-1761 


Proceedings of the National Workshop 
on Methods to Minimize Dredging Im- 
pacts on Sea Turtles, 11 and 12 May 
1988, Jacksonville, Florida [microform] 
/, 93-11034 


Nelson, David L. 
Index to information on insects associated 
with western wildland shrubs [micro- 
form] /, 93-3731 


Nelson, Jennie. 

Constructing a research paper [micro- 
form] : a study of students’ goals and 
approaches /, 93-23552 

“This was an easy assignment” [micro- 
form : examining how students inter- 
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pret academic writing tasks] / , 93- 


13536 


Nelson, K. E. (Kenneth E.) 
Effects of meat imports on the Puerto 
Rican livestock-meat industry [micro- 
form] /, 93-1214 


Reevaluation of the beef carcass-to-retail 
weight conversion factor /, 93-1221 


The 1992 grazing fee review and evalua- 
tion report update : data and methods / 
, 93-17756 


Nelson, Lee H. 
White House stone carving : builders and 
restorers /, 93-11899 


Nelson, Linda. 
A Leader’s guide to mentor training [mi- 
croform] /, 93-16062 


Reflections on leadership by Nevada 
school administrators of colour [micro- 
form] /, 93-9192 


Nelson, Linda J. 

Strategies for using reflective writing to 
promote professional development [mi- 
croform : a guide for using “School 
leadership reflections on practice by 
California’s instructional leaders”] / , 
93-9190 


Nelson, Louis J. 
Net economic value of waterfowl hunting 
in Idaho [microform] /, 93-8390 


Nelson, Mark D. 
Wildlife in the upper Great Lakes region 
[microform] : a community profile /, 
93-6522 


Nelson, Michael F. 

Winter nutrition and population ecology 
of white-tailed deer in the Central Su- 
perior National Forest [microform] / , 
93-8400 


Nelson, Nancy. 
Plugging factor monitor membrane qual- 
ity acceptance [microform] : bubble 
point test /, 93-18933 


Nelson, Patrick C. 
Habitat suitability index models and in- 
stream flow suitability curves. Gizzard 
shad [microform] /, 93-26495 


Nelson, Philip H. 

Geophysical logging of cored section in 
the Long Valley exploratory well, 
Long Valley, California [microform] / 
, 93-28726 

Geophysical logs from a copper oxide de- 
posit, Santa Cruz project, Casa 
Grande, Arizona [microform] / , 93- 
5276 
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Nelson, R. C. 


Nelson, R. C. 
Breaking down the delta wing vortex 
[microform] : the role of vorticity in 
the breakdown /, 93-5840 


Nelson, Ralph Melvin, 1935- 
Byram’s energy criterion for wildland 
fires [microform] : units and equations 
/, 93-27415 


Nelson, Richard R. 
Labor legislation, 1990-91., 


Nelson, Robert E. 
The USDA Forest Service in Hawaii : 
the first 20 years (1957-1977) /, 93- 
8412 


Nelson, Steve. 
Idaho survey of the educational applica- 
tions of communications technology 
[microform] : an analysis /, 93-23467 


Nelson, Steven, 1948- 
Instructional time as a factor in increas- 
ing student achievement [microform] / 
, 93-16039 


Nelson, Steven W. 
Ophiolitic complexes of the Gulf of 
Alaska [microform] /, 93-21491 


Preliminary geochemistry of volcanic 
rocks from the McHugh Complex and 
Kachemak terrane, southern Alaska 
[microform] /, 93-11724 


Nelson, T. A. 
Methods for impact analysis of shipping 
containers /, 93-3422 


Nelson, T. P. 

Control technology overview report [mi- 
croform] : CFC emissions from rigid 
foam manufacturing : project summary 
/, 93-16228 


Control technology overview report [mi- 
croform] CFC-11 emissions from 
flexible polyurethane foam manufactur- 
ing : project summary /, 93-16232 


Nelson, William R. 
Ninety years of salmon culture at Little 
White Salmon National Fish Hatchery 
[microform] /, 93-18993 


Nemeth, Michael P. 
Buckling behavior of long symmetrically 
laminated plates subjected to combined 
loadings [microform] /, 93-7963 


Nemeth, Robert J. 
Building comfort analysis using BLAST 
[microform] : a case study /, 93-15772 
Field evaluation of the Building Loads 
Analysis and Thermodynamics 
(BLAST) program enhancements [mi- 
croform] /, 93-23241 


Nemoff, Peggy R. 
Hydrogeologic and chemical data for the 
O-Field area, Aberdeen Proving 
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Ground, Maryland [microform] / , 
93-2280 


NERAC, Inc. 
Published search master catalog /, 93- 
27718 


Nesenbergs, M. 

Mean synchronization times for ATM 
cells [microform] : derivations and 
computational background /, 93- 
15606 


Simulation of hybrid terrestrial-satellite 
networks for service restoral and per- 
formance efficiency [microform] / , 
93-15613 


Stand-alone terrestrial and satellite net- 
works for nationwide interoperation of 
broadband networks /, 93-1643 


Netherlands. 

Air transport services : protocol between 
the United States of America and the 
Netherlands, amending the protocol of 
March 31, 1978, signed at Washington 
June 11, 1986., 93-19568 


Aviation, transport services : agreement 
between the United States of America 
and the Netherlands, signed at Wash- 
ington November 7, 1986., 93-22334 


Employment : agreement between the 
United States of America and the 
Netherlands, effected by exchange of 
notes, dated at the Hague June 23, 
1986., 93-14862 


Energy, information exchange : agree- 
ment between the United States of 
America and the Netherlands, extend- 
ing the memoranduum [sic] of under- 
standing of June 1 and 29, 1982, effect- 
ed by exchange of letters, signed at 
Oak Ridge and the Hague, June 9 and 
25, 1987., 93-24656 


Tax convention with the Netherlands : 
message from the President of the 
United States transmitting the conven- 
tion between the United States of 
America and the Kingdom of the 
Netherlands for the avoidance of 
double taxation and the prevention of 
fiscal evasion with respect to taxes on 
income, signed at Washington on De- 
cember 18, 1992., 93-22435 


Netherlands Antilles. 

Postal, express mail service : agreement, 
with detailed regulations, between the 
United States of America and the 
Netherlands Antilles, signed at Willem- 
stad and Washington, June 10 and 22, 
1987., 93-3058 


Nettles, A. T. 
The effects of compressive preloads on 
the compression-after-impact strength 
of carbon/epoxy [microform] / , 93- 
21887 


Do not order from index; see indicated entry 





Author Index 


Materials and Processes Laboratory com- 
posite materials characterization task. 
Part I, Damage tolerance [microform] 
/, 93-9875 


Nettles, Saundra Murray. 
Community involvement and disadvan- 
taged students [microform] : a review / 
93-16015 


Using community adults as advocates or 
mentors for at risk middle school stu- 
dents [microform] : a two-year evalua- 
tion of projest RAISE /, 93-16169 


Network Advisory Committee. Meeting 
(1992 Apr. 27-29 : Washington, D.C.) 
The role of state library agencies in the 
evolving national information network 
: proceedings of the joint meeting of 
the Library of Congress Network Ad- 
visory Committee and the Chief Offi- 
cers of State Library Agencies, April 
27-29, 1992., 93-16988 


Neubert, Debra A. 

Serving urban youth with special needs 
in vocational education [microform] : 
issues and strategies for change /, 93- 
20892 


Neufeld, Jacob. 

Reflections on research and development 
in the United States Air Force : an 
interview with General Bernard A. 
Schriever, and Generals Samuel C. 
Phillips, Robert T. Marsh, and James 
H. Doolittle, and Dr. Ivan A. Getting 
/, 93-27956 


Neuffer, William J. 
Sodium hydroxide [microform] : prelimi- 
nary sdurce assessment /, 93-25966 


Neuhart, Dan H. 
A user’s guide to the Langley 16- by 24- 
inch water tunnel [microform] /, 93- 
5733 


Neuman, Frank. 

Analysis of delay reducing and fuel 
saving sequencing and spacing algo- 
rithms for arrival traffic [microform] / 
, 93-14530 


Neuman, Susan B. 

A model teaching environment for using 
word processors with LD children [mi- 
croform] : the writing project /, 93- 
18260 


Neuman, Susan R. 
Teaching children to write with comput- 
ers [microform] : comparing approach- 
es /, 93-16031 


Neumann, Anna, 
Making mistakes [microform] : error and 
learning in the college presidency /, 
93-1866 
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Neunlist, Lindsay L. 
Limited income credit unions /, 93-2996 


Neuwirth, Christine M. 

Does word processing improve students’ 
writing? [microform] : a critical ap- 
praisal and assessment : final report to 
FIPSE /, 93-28048 


Nevada. 

Hydrogeologic and geophysical data for 
selected wells and springs in the Sheep 
Range area, Clark and Lincoln coun- 
ties, Nevada [microform] / , 93-23973 


Nevada. Division of Water Resources. 
Water-level and pumpage data for Las 
Vegas Valley, Clark County, Nevada, 
1986-90 [microform] /, 93-14205 


Nevada Bureau of Mines and Geology. 
Bedrock geologic map of the Blue Dia- 
mond NE _ 7.5’ quadrangle, Clark 
County, Nevada [microform] / , 93- 
26346 


Bedrock geologic map of the Blue Dia- 
mond SE _ 7.5’ quadrangle, Clark 
County, Nevada [microform] / , 93- 
21521 


Preliminary geologic map of the North 
Peak quadrangle, Humboldt and 
Lander counties, Nevada [microform] / 
, 93-14184 


Preliminary geologic map of the Valmy 
quadrangle, Humboldt County, Nevada 
[microform] /, 93-14185 


Water-level and pumpage data for Las 
Vegas Valley, Clark County, Nevada, 
1986-90 [microform] /, 93-14205 


Neveu, F. Richard. 
What do workers have to say? [micro- 
form] : skills & technological change /, 
93-20905 


New Hampshire. Office of State Planning. 
Draft environmental impact statement 
and draft management plan [micro- 
form] : Great Bay National Estuarine 
Research Reserve /, 93-15541 


New Hampshire. Water Resources Division. 
Geohydrology and water quality of 
stratified-drift aquifers in the Bellamy, 
Cocheco, and Salmon Falls river 
basins, southeastern New Hampshire /, 
93-26235 


New Hampshire Water Supply and Pollution 

Control Commission. 

Construction quality control and post- 
construction performance verification 
for the Gilson Road hazardous waste 
site cutoff wall /, 93-1943 


New Hope (Pa.) 
Altitude and configuration of the poten- 
tiometric surface in Springfield Town- 
ship, Bucks County, Pennsylvania, 





April 1991 through October 1991 /, 
93-21463 


Altitude and configuration of the poten- 
tiometric surfaces of the upper and 
lower aquifer systems in Bridgeton, 
Nockamixon, and Tinicum townships, 
Bucks County, Pennsylvania, April 
1991 through April 1992 /, 93-23968 


New Jersey. Dept. of Environmental 
Protection. 
Water resources data. New Jersey [[mi- 
croform].] , 93-5106, 93-5107, 93- 
7523 


New Jersey. Dept. of Environmental 

Protection and Energy. 

Geohydrology of, and simulation of 
ground-water flow in, the valley-fill 
deposits in the Ramapo River valley, 
New Jersey /, 93-9556 


Hydrologic conditions in the Jacobs 
Creek, Stony Brook, and Beden Brook 
drainage basins, west-central New 
Jersey, 1986-88 /, 93-28646 


Hydrologic conditions in the upper 
Rockaway River basin, New Jersey, 
1984-86 /, 93-18830 


Water-quality data from reconnaissance 
surveys of selected estuaries in south- 
ern New Jersey, July-October 1989 
[microform] /, 93-5306 


New Jersey Geological Survey. 

Bedrock geologic map of the Unionville 
quadrangle, Orange County, New 
York, and Sussex County, New Jersey 
/, 93-11811 


Distribution of selected Campanian and 
Maastrichtian ostracoda in stratigraphic 
test holes of the New Jersey Coastal 
Plain [microform] /, 93-28703 


New Mexico. Oil Conservation Division. 
Hydrologic data for the San Juan and 
Animas River valleys in the Farming- 
ton, Aztec, Bloomfield, and Cedar Hill 
areas, San Juan County, New Mexico 
[microform] /, 93-5151 


New Mexico. State Engineer Office. 
Hydrogeology and ground-water chemis- 
try of the San Andres-Glorieta aquifer 
in the Acoma embayment and eastern 
Zuni uplift, west-central New Mexico / 
, 93-9558 


Inventory of springs in the state of New 
Mexico [microform] /, 93-21510 


Isostatic residual gravity anomalies of 
New Mexico /, 93-9559 


New York (State). Dept. of Environmental 
Conservation. Bureau of Technical 
Services and Research. 

Genesee River Watershed study [micro- 
form] : for United States Environmen- 
tal Protection Agency., 93-25788 
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New York (State). Office for the Aging. 
Design and implementation of a quality 
assurance model for in-home services 
[microform] /, 93-9438 


Minority management and training pro- 
gram [microform], 93-7457 


New York State Geological Survey. 
Titanium-zirconium-rare-earth placer re- 
sources potential of surficial sediments 
on the Atlantic Continental Shelf off- 
shore of New York, Rhode Island, and 
southern Massachusetts [microform] / , 
93-5295 





New Zealand. 

Oceanographic research : agreement be- 
tween the United States of America, 
Australia and New Zealand, signed at 
Washington September 19, 1984., 93- 
22315 


Postal, intelpost service : memorandum of 
understanding, with details of imple- 
mentation, between the United States 
of America and New Zealand, signed 
at Berne April 28, 1989., 93-29502 


Scientific and technical cooperation 
agreement between the United States 
of America and New Zealand, extend- 
ing the agreement of February 27, 
1974, as extended, effected exchange of 
notes, signed at Wellington September 
13 and 17, 1990., 93-29594 


Treaties, etc., 1984 Sept. 19., 93-22315 


Newaz, Golam M., 1954- 

Inelastic deformation of metal matrix 
composites. Part II, Plasticity and 
damage at high temperatures [micro- 
form] /, 93-29299 


Newbury, Dale E. 
X-ray bremsstrahlung intensities from ele- 
mental targets [microform] / , 93- 
15475 


Newell, Avis D. 

Data user’s guide to the United States 
Environmental Protection Agency’s 
long-term monitoring project [micro- 
form] : quality assurance plan and data 
dictionary /, 93-11306 

User’s guide and data dictionary for 


Kenai Lakes Investigation Project /, 
93-11305 


Newell, Clayton R., 1942- 
Egypt-Libya. 93-25441 


Newell, J. F. 

Composite load spectra for select space 
propulsion structural components [mi- 
croform] : final report /, 93-24487 

Composite load spectra for select space 
propulsion structural components [mi- 


croform] : second annual report /, 93- 
26825 
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Newhall, J. 
Waste combustion system analysis [Mi- 
croform] : project summary /, 93- 

18471 


Newman, David H. 
The optimal forest rotation [microform] : 
a discussion and annotated bibliogra- 
phy /, 93-3786 


Newman, Denis. 

A world in the classroom [microform] : 
making sense of seasonal change 
through talk and technology /, 93- 
11258 


Newman, J. C. 

Advances in fatigue life prediction meth- 
odology for metallic minerals [micro- 
form] /, 93-21984 

Analysis and prediction of multiple-site 
damage (MSD) fatigue crack growth 
[microform] /, 93-17226 


Effects of constraint on crack growth 
under aircraft spectrum loading [micro- 
form] /, 93-21985 


FASTRAN II [microform] : a fatigue 
crack growth structural analysis pro- 
gram /, 93-5729 


Finite-element analyses and fracture simu- 
lation in thin-sheet aluminum alloy [mi- 
croform] /, 93-17087 


Stress concentrations for straight-shank 
and countersunk holes in plates subject- 
ed to tension, bending, and pin loading 
[microform] /, 93-7960 


Newman, Lynn. 

The relationship between social activities 
and school performance for secondary 
students with learning disabilities [mi- 
croform] : findings from the National 
Longitudinal Transition Study of Spe- 
cial Education Students /, 93-20962 


Newman, William Louis, 1920- 
Steps to the moon /, 93-16564 


Newmann, Fred M. 

The relationship of classroom thoughtful- 
ness to students’ higher order thinking 
[microform] : preliminary results in 
high school social studies /, 93-20889 


Newport News (Va.). Dept. of Public 

Utilities. 

Water quality and evaluation of raw- 
water-routing scenarios, Chickahominy, 
Diascund Creek, and Little Creek Res- 
ervoirs, southeastern Virginia, 1983-86 
/, 93-23964 


Newroe, Kathleen. 
Telecommunication technologies to deliv- 
er assistive technology services [micro- 
form], 93-21071 


Newton, Elizabeth K. 
A preliminary study of the Soviet Civil 
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airborne respirable dust at longwalls 
[microform] /, 93-28921 


Organization of American States. 
Headquarters agreement with the Organi- 
zation of American States : message 
from the President of the United States 
transmitting the headquarters agree- 
ment between the government of the 
United States of America and the Or- 





ganization of American States, signed 
at Washington on May 14, 1992., 93- 
6016 


Organized Crime Drug Enforcement Task 
Force Program (U.S.) 
Five-year summary report (1983-1987) 
[microform] , 93-26526 


Orland, Martin E. 

A guide to improving the national educa- 
tion data system [microform] : a report 
by the National Education Statistics 
Agenda Committee of the National 
Forum on Education Statistics, Octo- 
ber 1990 /, 93-20944 


A guide to improving the national educa- 
tion data system [microform] : execu- 
tive summary, October 1990 /, 93- 
16107 


Orlandi, Mario A. 

Cultural competence for evaluators : a 
guide for alcohol and other drug abuse 
prevention practitioners working with 
ethnic/racial communities /, 93-2210 


Orme, John S. 

Subsonic flight test evaluation of a pro- 
pulsion system parameter estimation 
process for the F-10 engine [micro- 
form] /, 93-19166 


Ormseth, Tor. 
Developing indicators of 
coursework [microform] / , 


Oron, Alexander. 
Stable localized patterns in thin liquid 
films [microform] /, 93-9946 


O’Rourke, Thomas D. 

The Loma Prieta, California, earthquake 
of October 17, 1989— Marina District : 
strong ground motion and ground fail- 
ure /, 93-7495 


student 
93-11284 


Orr, Alberta L., 1950- 

A training model to teach community 
outreach workers to train elderly blind 
and visually impaired American Indi- 
ans independent living skills : focus on 
family rehabilitation : final report to 
the Administration on Aging /, 93- 
7455 


Orr, Brennon R. 
U.S. Geological Survey ground-water 
studies in New Mexico [microform] , 
93-5167 


Orr, James A. 
The effectiveness of trade-related worker 
adjustment policies in the United States 
[microform] /, 93-9783 


Orr, Kay. 7 
Code inspection instructional validation 
[microform] /, 93-22168 
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Osborne, Paul S. 


Orris, G. J. 

Industrial mineral deposit models [micro- 
form] : descriptive models for three la- 
custrine deposit types /, 93-28746 

Industrial minerals deposit models [micro- 
form] : grade and tonnage models /, 
93-21557 

Puerto Rico [microform] : industrial min- 
eral mines, prospects, and occurrences 


in the Mineral Resources Data System 
(MRDS) /, 93-16756 


ORTECH International. 

Proceedings of the 1990 Windsor Work- 
shop on Alternative Fuels, June 11-14, 
1990, Toronto, Ontario [microform] / , 
93-13385 


Proceedings of the 1991 Windsor Work- 
shop on Alternative Fuels, June 24-26, 
1991, Toronto, Ontario [microform] / , 
93-13388 


Orth, Donald J. 

Authorities and organizations involved 
with geographic names : United States, 
Canada, Mexico microform /, 93- 
18977 


Ortiz, Alba A. 

AIM for the BEST [microform] : assess- 
ment and intervention model for the 
bilingual exceptional student : a techni- 
cal report from the innovative ap- 
proaches research project /, 93-28132, 
93-28133 


Orum, Lori. 
Reducing dropouts [microform] / , 
1861 


Orzol, L. L. 

Modifications of the U.S. Geological 
Survey modular, _finite-difference, 
ground-water flow model to read and 
write geographic information system 
files [microform] /, 93-26325 


OSAP Southeastern R 

Communications Seminar (1988 : Atlanta, 

Ga.) 

Communicating about alcohol and other 
drugs [microform] strategies for 
reaching populations at risk /, 93- 
7442 


Osborn, C. Tim. 
The Conservation Reserve Program : an 
economic assessment /, 93-3626 


93- 


The Conservation Reserve Program [mi- 
croform] enrollment statistics for 
1987-88 and signup periods 1-7 /, 93- 
3594 

Expiration of Conservation Reserve Pro- 
gram contracts /, 93-20159 


Osborne, Paul S. 
Suggested operating procedures for aqui- 
fer pumping tests /, 93-23596 
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Osborne, William P. 
High-speed architecture for the decoding 
of trellis-coded modulation [microform] 
: semi-annual status report, period cov- 
ered January 1992 - July 1992 /, 93- 
29350 


Investigation of bandwidth-efficient 
coding and modulation techniques [mi- 
croform] : semi-annual status report, 
period covered July 1991 - January 
1992 /, 93-26787 


On the performance of Trellis coded 
modulation with octal phase shift 
keying over the TDRSS channel [mi- 
croform] /, 93-29349 


Osher, Stanley. 
Fast wavelet based algorithms for linear 
evolution equations [microform] / , 
93-12210 


Ossenbruggen, H. Sharon. 
Planting trees for communities 
lists for success /, 93-22797 


Ossolinski, Lynn. 
Resources for adult new readers [micro- 
form] : reading can you dig it /, 93- 
18368 


Osterloh, John D. 
Methanol toxicity [microform] / , 
23885 


Ostertag, Joyce. 
Questions in elementary science and 
social studies textbooks [microform] / , 
93-4501 


Ostroff, Aaron J. 
Longitudinal-control design approach for 
high-angle-of-attack aircraft [micro- 
form] /, 93-29410 


Ostry, Michael E. 
Bibliography of populus cell and tissue 
culture [microform] /, 93-8399 


Oswald, Fred B. 
Comparison of analysis and experiment 
for gearbox noise [microform] /, 93- 
19195 


Contact stresses in meshing spur gear 
teeth [microform] : use of an incremen- 
tal finite element procedure /, 93- 
5774 


Dynamic measurements of gear tooth 
friction and load [microform] / , 93- 
7888 

Effect of operating conditions on gearbox 
noise [microform] /, 93-12127 

Experimental validation of boundary ele- 
ment methods for noise prediction [mi- 
croform] /, 93-19208 

Validation of finite element and boundary 
element methods for predicting struc- 
tural vibration and radiated noise [mi- 
croform] /, 93-14574 


Page I-436 


: check- 


93- 





Oswalt, Noel R. 
Old River Overbank Structure, Louisiana 
[microform] : hydraulic model investi- 
gation /, 93-1725 


Otaduy, P. J. 
LAPUR user’s guide /, 93-8199 


Otrosina, William J. 

Proceedings of the Symposium on Re- 
search and Management of Annosus 
Root Disease (Heterobasidion anno- 
sum) in Western North America, April 
18-21, 1989, Monterey, California /, 
93-1277 


Ott, Attiat F. 

Assessing state-level job training coordi- 
nation : a survey design and methodol- 
ogy based upon the Massachusetts ex- 
perience /, 93-19794 


Ottmar, Roger D. 
CONSUME users guide /, 93-20204 


Otto, S. R. 

Fully nonlinear developent of the most 
unstable Gortler vortex in a three di- 
mensional boundary layer [microform] 
/, 93-19373 


Stability of the flow around a cylinder 
[microform] : the spin-up problem /, 
93-26782 


Otton, James K. 
The geology of radon /, 93-7477 
Radon in soil gas and radioactivity in 
Prince George’s County, Maryland 
[microform] /, 93-21490 


Ou, Yuh-Roung. 
Analysis of regularized Navier-Stokes 
equations. II [microform] / , 93-29264 


Ousterhout, John K. 
Transparent process migration [micro- 
form] : design alternatives and the 
Sprite implementation /, 93-22122 


Outer Continental Shelf Environmental 

Assessment Program. 

Proceedings of the Gulf of Alaska, Cook 
Inlet, and North Aleutian Basin Infor- 
mation Update Meeting, February 7-8, 
1989, Anchorage, Alaska [microform] / 
, 93-20441 


Outer Continental Shelf Oil and Gas 
Information Program (U.S.) 
OCS national compendium., 93-2581, 
93-16939 


Pacific update : August 1987-November 
1989 : outer continental shelf oil & gas 
activities /, 93-16938 


Outer Continental Shelf Oil and Gas Leasing 
and Production Program (U.S.) 
Annual report [[microform]] / , 

14421 
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Lease saies, evaluation of bidding results 
& competition [[microform]] : annual 
report to Congress /, 93-26515 


Outlaw, R. A. 
Introduction to total- and partial-pressure 
measurements in vacuum systems /, 
93-2992 


Ouyang, Y. 
A model of virus transport in unsaturated 
soil [microform] /, 93-25822 


Overman, Andrea L. 
The solution of linear systems of equa- 
tions with a structural analysis code on 
the NAS CRAY-2 [microform] /, 93- 
29213 


Overseas Private Investment Corporation. 
Annual report [[microform]] / , 
14816 


Report [[microform].] , 


93- 


93-14817 


Oviatt, Charles Gifford. 
Stratigraphy of Lake Bonneville deposits 
along Grouse Creek, northwestern 
Utah [microform] /, 93-5274 


Owczarski, P. C. 

User’s manual for FIRIN : a computer 
code to estimate accidental fire and ra- 
dioactive airborne releases in nuclear 
fuel cycle facilities /, 93-15095 


Owen, Eugene H. 
Accelerating academic achievement [mi- 
croform] : a summary of findings from 
20 years of NAEP /, 93-25535 


America’s challenge [microform] : accel- 
erating academic achievement : a sum- 
mary of findings from 20 years of 
NAEP : a national goal for the 90s: by 
the year 2000— every school in Amer- 
ica will ensure that ali students learn to 
use their minds well— /, 93-4438 


Owen-Joyce, Sandra J. 
Accounting system for water use by 
vegetation in the lower Colorado River 
Valley [microform], 93-28681 


Field conditions at the Maricopa Agricul- 
tural Center, Pinal County, Arizona, 
June 26-28, 1990 [microform] / , 93- 
5305 


Owens, Jay. 

Applied high-speed imaging for the icing 
research program at NASA Lewis Re- 
search Center [microform] / , 93- 
14557 


Owens, Thomas. 
Northwest entry-level worker study [mi- 
croform] /, 93-28093 
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Owens, Thomas R. 
Issues surrounding entry-level workers 
[microform] : a policy report /, 93- 
20906 


Owings, Jeffrey. 

A profile of schools attended by eighth 
graders in 1988 [microform] : National 
Education Longitudinal Study of 1988 
/, 93-13627 


Owings, Jeffrey A. 
Careers in teaching [microform] : follow- 
ing members of the High School Class 
of 1972 in and out of teaching /, 93- 
25733 


Owings, Maria. 

An Evaluation of special education stu- 
dent outcomes and program quality in- 
dicators [microform] final study 
report of the Colorado project on eval- 
uation of the effectiveness of special 
education programming at the second- 
ary level based on student outcome and 
program quality indicators /, 93-9228 


Ownbey, Katrina L. 

High-speed real-time animated displays 
on the ADAGE RDS 3000 Raster 
Graphics System [microform] / , 93- 
2738 


Owston, Peyton W. 
Field performance in southeast Alaska of 
Sitka spruce seedlings produced at two 
nurseries /, 93-1241 


Oyan, Chen. 
Inelastic strain analysis of solder joint in 
NASA fatigue speciment [microform] : 
final report /, 93-19406 


Oyemade, Ura Jean. 

Ecology of alcohol and other drug use 
[microform] : helping Black high-risk 
youth : proceedings of the Howard 
University, School of Human Ecology, 
Human Ecology Forum, “The Ecology 
of Substance Abuse : Toward Primary 
Prevention Among High-Risk Youth” 
/, 93-7443 


Ozguner, Umit. 
Space Station Freedom beta gimbal con- 
trol via sensitivity models [microform] 
/, 93-29169 


Ozoroski, Thomas A. 
SUMS experiment flight results on STS- 
35 [microform] /, 93-29201 


Ozuna, G. B. 
Ground-water conditions in 
County, Texas, 1987 /, 93-26242 
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Pabrai, Uday O. 
Understanding and using computer net- 
works [microform] /, 93-20762 





Pace, C. Robert. 

Quality, content, and context in the as- 
sessment of student learning and devel- 
opment in college [microform] /, 93- 
11283 


Pacific Coast Bargaining Conference (1990 : 

San Diego, Calif.) 

Agricultural bargaining issues for the 
1990’s : proceedings : 34th National 
Bargaining Conference, Pacific Coast 
Bargaining Conference, January 18-20, 
1990, San Diego, CA., 93-1361 


Pacific Institute for Research and 

Evaluation. 

Drug alliance program activities in neigh- 
borhood-based illicit drug abuse pre- 
vention /, 93-25060 

Drug alliance program activities in neigh- 
borhood-based illicit drug abuse pre- 
vention : appendices /, 93-25061 


Pacific Marine Environmental Laboratory 

WS.) 

An Attempt to evaluate the effects of an 
anti-turbidity system on sediment dis- 
persion from a hopper dredge [micro- 
form] /, 93-20407 


Beaufort Sea mesoscale circulation study 
: hydrography helicopter operations, 
April, 1987 microform /, 93-20435 

Circulation and property distributions in 
the central Bering Sea [microform] / , 
93-1567 


FERRET [microform] : a computer visu- 
alization and analysis tool for gridded 
data /, 93-13001 


Model-data comparisons for the 1982-83 
El Nino [microform] : the XBT tracks 
/, 93-20406 


A numerical model for the computation 
of radiance distributions in natural 
waters with wind-roughened surfaces / 
, 93-10795 


Observations of currents, surface winds 
and bottom pressure in Shelikof Strait, 
autumn 1984 /, 93-1575 


Observations of long Rossby waves in 
the northern tropical Pacific /, 93- 
12993 


Oceanographic conditions on the North- 
ern Bering Sea shelf : 1984-1985 /, 
93-1577 


Pacific Marine Environmental Laborato- 
ry summary report fiscal year ... [[mi- 
croform].], 93-20549 

Proceedings of the International Tsunami 
Symposium [microform] : International 
Union of Geodesy and Geophysics, 
August 18 to 19, 1987 /, 93-25351 

Puget Sound sediment trap data [micro- 
form] : 1980-1985 /, 93-13000 

Sources and sinks of Pb, Cu, Zn, and Mn 
in the main basin of Puget Sound [mi- 
croform] /, 93-1576 
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Temperature calibration and correction 
report for PMEL trace gas cruises, 
1986-1989 /, 93-23025 


Wind, current, and temperature data at 
0°, 165°E [microform] : January 1986 to 
March 1991 /, 93-12999 


Pacific Northwest Forest and Range 
Experiment Station (Portland, Or.) 
Production, prices, employment, and 

trade in Northwest forest industries 
[[microform].], 93-9 


Timberland resources of the Kenai Penin- 
sula, Alaska, 1987 [microform] /, 93- 
3711 


Pacific Northwest Laboratory. 
Acoustic emission system calibration at 
Watts Bar Unit 1 nuclear reactor /, 
93-15096 


Aging mitigation and improved programs 
for nuclear service diesel generators /, 
93-10292 


Air sampling in the workplace [micro- 
form] : draft report for comment /, 
93-19804 


Annual report, radiation exposure for 
DOE and DOE contractor employees 
[[microform]] /, 93-15888, 93-15889, 
93-23299 

Auxiliary feedwater system risk-based in- 
spection guide for the Byron and 
Braidwood nuclear power plants /, 
93-6272 

Auxiliary feedwater system risk-based in- 
spection guide for the Diablo Canyon 
Unit 1 Nuclear Power Plant /, 93- 
6315 


Causes of failing the draft ANSI standard 
N13.30 radiobioassay performance cri- 
terion for minimum detectable amount 
/, 93-6306 


Correlations between power and test re- 
actor data bases /, 93-12614 


Design of a material control and account- 
ing system to protect against conceal- 
ment of diversion by falsification and 
collusion /, 93-6285 


Development of equipment parameter 
tolerances for the ultrasonic inspection 
of steel components [microform] / , 
93-22564 


The economic costs of radiation-induced 
health effects : estimation and simula- 
tion /, 93-17428 


Evaluation and proposed improvements 
to effectiveness of U.S. Nuclear Regu- 
latory Commission generic communica- 
tions /, 93-3423 

Evaluation of exposure limits to toxic 
gases for nuclear reactor control room 
operators /, 93-6318 
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Evaluation of health effects in Sequoyah 
Fuels Corporation workers from acci- 
dental exposure to uranium hexafluor- 
ide /, 93-6309 


Fuel performance annual report for ... /, 
93-15088, 93-22556, 93-29837 


Hydrogeologic performance assessment 
analysis of the low-level radioactive 
waste disposal facility near Sheffield, 
Illinois /, 93-6321 


Identification and evaluation of PWR in- 
vessel severe accident management 
strategies [microform] /, 93-15107 


Modeling the film condenstate fluid dy- 
namics and heat tranfer within the 
Bubble Membrane Radiator [micro- 
form] /, 93-21990 


Nondestructive examination (NDE) reli- 
ability for inservice inspection of light 
water reactors [microform] / , 93- 
8195 


Performance testing of extremity dosi- 
meters [microform] : pilot test /, 93- 
29841 


Population dose commitments due to ra- 
dioactive releases from nuclear power 
plant sites in /, 93-15092, 93- 
15093, 93-15094, 93-24809 


PRA applications program for inspection 
at Oconee Unit 3 /, 93-6286 

Public participation in environmental res- 
toration activities [microform] / , 93- 
23292 

Radionuclide characterization of reactor 
decommissioning waste and spent fuel 
assembly hardware : progress report /, 
93-6300 


RASCAL version 2.0 user’s guide [mi- 
croform] /, 93-27173 


Simulation of unsaturated flow and non- 
reactive solute transport in a heteroge- 
neous soil at the field scale [microform] 
/, 93-27184 


Steam generator group project : task 7 
final report : post-service baseline eddy 
current examination /, 93-6288 


Subsurface injection of radioactive trac- 
ers [microform] : field experiment for 
model validation testing /, 93-29842 


Techniques for preparing flowchart- 
format emergency operating proce- 
dures /, 93-6291 


User’s manual for FIRIN : a computer 
code to estimate accidental fire and ra- 
dioactive airborne releases in nuclear 
fuel cycle facilities /, 93-15095 

Value/impact analysis for generic issue 
51 : improving the reliability of open- 
cycle service-water systems /, 93- 
12610 

Value-impact analysis of regulatory op- 
tions for resolution of generic issue C-8 
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[microform : MSIV leakage and LCS 
failure] /, 93-24813 


Pacific Northwest Research Station 

(Portland, Or.) 

The aggregate timberland assessment 
system — ATLAS [microform] : a 
comprehensive timber projection 
model /, 93-6545 


Airborne monitoring and smoke charac- 
terization of prescribed fires on forest 
lands in western Washington and 
Oregon : final report /, 93-1274 


Alaska research natural area. 1, Mount 
Prindle /, 93-15376 


Alaska research natural areas [microform 
2, Limestone Jags] / , 93-3760, 93- 
15380 


The Alaska vegetation classification [mi- 
croform] /, 93-8408 


Alchemy and uncertainty : what good 
are models? /, 93-15379 


Annotated bibliography on soil erosion 
and erosion control in subarctic and 
high-latitude regions of North America 
[microform] /, 93-3763 


Application of a hierarchical habitat unit 
classification system [microform] 
stream habitat and salmonid distribu- 
tion in Ward Creek, southeast Alaska / 
, 93-3686 


Biology, ecology, and social aspects of 
wild edible mushrooms in the forests of 
the Pacific Northwest [microform] : a 
preface to managing commercial har- 
vest /, 93-27440 


The biology of aboreal rodents in Doug- 
las-fir forests [microform] / , 93-3764 

British Columbia log export policy [mi- 
croform] : historical review and analy- 
sis /, 93-27405 


California’s forest products industry [mi- 
croform] : 1985 /, 93-3706 


California’s forest products industry, 1988 
/, 93-3707 

Changes in land use in western Oregon 
between 1971-74 and 1982 /, 93-17708 


Conservation of forests of India : an 
ecologist’s tour /, 93-22844 


CONSUME users guide /, 93-20204 


The Copper River Delta pulse study [mi- 
croform] : an interdisciplinary survey 
of the aquatic habitats /, 93-6546 

Defining wilderness quality [microform] : 
the role of standards in wilderness 
management : a workshop proceedings 
: Fort Collins, Colorado, April 10-11, 
1990 /, 93-25015 


Deterioration of fire-killed and fire-dam- 
aged timber in the western United 
States [microform] /, 93-3770 
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Downed woody material in southeast 
Alaska forest stands [microform] / , 
93-20189 


Early survival and height growth of 
Douglas-fir and lodgepole pine seed- 
lings and variations in site factors fol- 
lowing treatment of logging residues 
[microform] /, 93-20188 


The economic impact on the forest sector 
of critical habitat delineation for 
salmon in the Columbia and Snake 
River basin [microform] / , 93-22828 


Economic implications for management 
of structural retention on harvest units 
at the Blue River Ranger District, Wil- 
lamette National Forest, Oregon [mi- 
croform] /, 93-6532 


Effects of new export rules, a spotted 
owl plan, and recession on timber 
prices and shipments from the Doug- 
las-fir region [microform] / , 93-6527 


Estimates of site index and height growth 
for Douglas-fir in high-elevation forests 
of the Oregon-Washington Cascade 
Range : curves and tables for field ap- 
plication /, 93-12840 


Estimating load weights with Huber’s 
cubic volume formula : a field trial /, 
93-8370 


Ethical questions for resource managers 
[microform] /, 93-20203 


Fauna of the Starkey Experimental 
Forest and Range /, 93-8409 


Field performance in southeast Alaska of 
Sitka spruce seedlings produced at two 
nurseries /, 93-1241 


Financial analysis of pruning ponderosa 
pine [microform] /, 93-20187 

A Floating trap for sampling downstream 
migrant fishes /, 93-1240 


Forecasting outbreaks of the Douglas-fir 
tussock moth from lower crown 
cocoon samples [microform] / , 93- 
27407 


Forest health in the Blue Mountains [mi- 
croform] : social and economic per- 
spective science perspectives / 
Thomas M. Quigley, editor., 93-6547 

Forest health in the Blue Mountains [mi- 
croform] : the influence of insects and 
diseases /, 93-3771 


Forest resources of Prince William Sound 
and Afognak Island, Alaska : their 
character and ownership, 1978 /, 93- 
1250 


From the forest to the sea [microform] : a 
story of fallen trees /, 93-6544, 93- 
15378 


Future Pacific Rim flows and prices of 
softwood logs, differentiated by grade 
[microform] /, 93-6523 
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Genetic variation and seed transfer guide- 
lines for lodgepole pine in Central 
Oregon [microform] /, 93-17698 


Genotype * environment interaction [mi- 
croform] : a case study for Douglas-fir 
in western Oregon /, 93-22811 


Geographic variation in speed of seed 
germination in central Oregon ponder- 
osa pine (Pinus ponderosa Dougl. ex 
Laws.) [microform] / , 93-3677 


Growth of historical Sitka spruce planta- 
tions at Unalaska Bay, Alaska /, 93- 
3759 


Guidelines and sample protocol for sam- 
pling forest gaps /, 93-8407 
Habitat-effectiveness index for elk on 


Blue Mountain winter ranges /, 93- 
15375 


Habitat management for red tree voles in 
Douglas-fir forests [microform] /, 93- 
8411 


Height-age and site index curves for Pa- 
cific silver fir in the Pacific Northwest 
/, 93-15364 


Height growth and site index curves for 
western white pine in the Cascade 
Range of Washington and Oregon [mi- 
croform] /, 93-3675 


The HIGHLEAD program : locating and 
designing highlead harvest units by 
using digital terrain models /, 93- 
15374 


Identification of physical habitats limiting 
the production of coho salmon in west- 
ern Oregon and Washington /, 93- 
15381 


Inexpensive camera systems for detecting 
martens, fishers, and other animals [mi- 
croform] : guidelines for use and stand- 
ardization /, 93-27439 


Installation and use of epoxy-grouted 
rock anchors for skyline logging in 
southeast Alaska [microform] / , 93- 
3772 


Integrated management of timber and 
deer : coastal forests of British Colum- 
bia and Alaska /, 93-1272 


Integrated management of timber and 
deer [microform] : interior forests of 
western North America /, 93-3756 


Invertebrates of the H.J. Andrews Exper- 
imental Forest, Western Cascade 
Range, Oregon [microform. V, An an- 
notated list of insects and other arthro- 
pods] /, 93-3769 


Levels-of-growing-stock cooperative 
study in Douglas-fir [microform 
report no. 10, the Hoskins Study, 1963- 
83] /, 93-17697 


Long-term experiments on log decompo- 


sition at the H.J. Andrews Experimen- 
tal Forest [microform] /, 93-3766 
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Lumber and veneer recovery from inten- 
sively managed young-growth Doug- 
las-fir [microform] / , 93-6525 


Managing interior Northwest rangelands 
[microform] : Oregon range evaluation 
project /, 93-3761 


Methods for measuring populations of 
small, diurnal forest birds [microform] 
/, 93-3765 


Microcomputer software for calculating 
an elk habitat effectiveness index on 
Blue Mountain winter range /, 93- 
8349 


Monitoring firefighter exposure to air 
toxins at prescribed burns of forest and 
range biomass [microform] / , 93- 
12841 


The multiresource forest inventory for 
Oahu Hawaii /, 93-15370 


National forest timber supply and stump- 
age markets in the western United 
States [microform] /, 93-6524 


New perspectives in forest management 
[microform] background, science 
issues, and research agenda /, 93- 
17699 


Northeastern Oregon bark beetle control 
project 1910-11 /, 93-1273 


Oregon’s forest products industry, 1988 
[microform] /, 93-6535 


Persistence of western hemlock and west- 
ern redceder trees 38 years after gir- 
dling at Cat Island in southeast Alaska 
[microform] /, 93-12843 


A pioneer exotic tree search for the 
douglas-fir region [microform] /, 93- 
8410 


PP PRUNE users guide [microform] / , 
93-3768 


Preliminary timber resource statistics for 
Southwest, Washington [microform] / , 
93-8387 


Preliminary timber resource statistics for 
the Olympic Peninsula, Washington 
[microform] /, 93-8388 

Preliminary timber resource statistics for 
the Puget Sound area, Washington [mi- 
croform] /, 93-8389 


Price projections for selected grades of 
Douglas-fir, coast hem- fir, inland hem- 
fir, and ponderosa pine lumber [micro- 
form] /, 93-8350 


Production and assessment of red alder 
planting stock [microform] /, 93-8351 


Production, prices, employment, and 
trade in Northwest forest industries 
{[microform].], 93-9 

Recent publications of the Pacific North- 
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special education [microform] / , 93- 
21102 


Russia (Federation) 

Treaty with the Russian Federation con- 
cerning the encouragement and recip- 
rocal protection of investment : mes- 
sage from the President of the United 
States transmitting the treaty between 
the United States of America and the 
Russian Federation concerning the en- 
couragement and reciprocal protection 
of investment, with protocol and relat- 
ed exchanges of letters, signed at 
Washington on June 17, 1992., 93- 
3122 


Treaty with the Russian Federation on 
further reduction and limitation of stra- 
tegic offensive arms (the START II 
treaty) : message from the President of 
the United States transmitting the 
treaty between the United States of 
America and the Russian Federation on 
further reduction and limitation of stra- 
tegic offensive arms (the START II 
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treaty) signed at Moscow on January 3, 
1993, including the following docu- 
ments, which are integral parts thereof: 
the elimination and conversion proto- 
col; the exhibitions and inspections pro- 
tocol; and the memorandum of attribu- 
tion., 93-17352 


Russo, Alexander W. W. 

The other 91 percent : strategies to im- 
prove the quality of out-of-school ex- 
periences of Chapter 1 students : sup- 
plement to the national assessment of 
Chapter 1 /, 93-27993 


Rutan, David. 

Atlas of albedo and absorbed solar radi- 
ation derived from Nimbus 7 earth ra- 
diation budget data set, November 
1985 to October 1987 [microform] / , 
93-19506 


Rutherford, Robert B. 
Juvenile corrections and the exceptional 
student [microform] /, 93-23519 


Ruthven, Greg. 
Lute primary mirror [microform] : mate- 
rials and design study report /, 93- 
29384 


Rutland, C. J. 
Three-dimensional modeling of diesel 
engine intake flow, combustion, and 
emissions [microform] /, 93-12188 


Rutledge, A. T. 

Assessment of nonpoint-source contami- 
nation of the High Plains aquifer in 
south-central Kansas, 1987 [microform] 
/, 93-14172 


Rutledge, Charles K. 

A Comparative analysis of XV-15 tiltro- 
tor hover test data and WOPWOP pre- 
dictions incorporating the fountain 
effect [microform] /, 93-26838 


Rwanda. 

Postal, express mail service : agreement, 
with detailed regulations, between the 
United States of America and Rwanda, 
signed at Kigali and Washington, Janu- 
ary 15 and February 8, 1988. 93- 
29529 


Ryall, Kathleen. 
A graphical user-interface for propulsion 
system analysis [microform] / , 93- 
21938 


Ryan, Charles. 
Employee upgrading for a quality work- 
force [microform] /, 93-18303 


Ryan, Deirdre, A. 

Finite difference time domain modeling 
of steady state scattering from jet en- 
gines with moving turbine blades [mi- 
croform] : progress report covering the 
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period of September 25, 1991 to March 
25, 1992 for grant NAG-1-1350 /, 93- 
19417 


A two dimensional finite difference time 
domain analysis of the quiet zone fields 
of an anechoic chamber [microform] : 
final report, contract number: NASA 
NAG 1-1221 /, 93-24479 


Ryan, J. V. 
The role of rogue droplet combustion in 
hazardous waste incineration [micro- 
form] : project summary /, 93-18465 


Ryan, J. W. 
Crustal Dynamics Project data analysis— 
1991 [microform] : VLBI geodetic re- 
sults 1979-1990 /, 93-12113 


Ryan, James. 
Loan repayment problems of farmers in 
the mid-1980’s [microform] / , 93- 
1225 


Ryan, Jan S. 
Preventing cultural resources destruction 
: taking action through interpretation /, 
93-14361 


Ryan, Robert S. (Robert Samuel), 1925- 
Robustness [microform] /, 93-29417 


The role of failure/problems in engineer- 
ing [microform] : a commentary on 
failures experienced—lessons learned /, 
93-2990 


Systems design analysis applied to launch 
vehicle configuration [microform] / , 
93-29414 


Rybicki, E. F. 
Warm prestress modeling : comparison of 
models and experimental results /, 93- 
12607 


Ryder, Jean L. 

Surface-water-quality assessment of the 
Yakima River basin in Washington [mi- 
croform] : chemical analyses of major, 
minor, and trace elements in fine- 
grained streambed sediment /, 93- 
26374 


Ryder, Robert T. 

Geochemistry of selected oil and source 
rock samples from Cambrian and Or- 
dovician strata, Ohio-West Virginia- 
Tennessee part of the Appalachian 
basin [microform] /, 93-16710 


Stratigraphic framework of Cambrian and 
Ordovician rocks in the central Appa- 
lachian basin from Morrow County, 
Ohio, to Pendleton County, West Vir- 
ginia /, 93-7481, 93-14134 


Rye, Robert O. 
Mineralization in the waning Creede 
epithermal system, and similar behavior 
in other systems [microform] / , 93- 
5188 
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Rylko, Michael. 

A pilot study to compare created and 
natural wetlands in western Washing- 
ton and evaluate methods [microform] 
/, 93-11312 


Ryscavage, Paul. 
Studies in the distribution of income /, 
93-6684 


S 


SC &A, Inc. 
Data base of system-average dose rates at 
nuclear power plants : final report /, 

93-12603 


S. Cohen and Associates. 
History and current status of Generation 
3 thermal sleeves in Westinghouse nu- 
clear power plants [microform] /, 93- 
8207 


Saab, Daniel G. 
Performance evaluation of redundant disk 
array support for transaction recovery 
[microform] /, 93-12225 


Saab, David G. 
Database recovery using redundant disk 
arrays [microform] /, 93-14709 


Sabatino, Charles P. 

Final report [microform] : work force 
changes and age discrimination : edu- 
cating business leaders in the 1990’s 
and beyond : a project to produce an 
educational package on age discrimina- 
tion in employment for business leaders 
/, 93-9442 


Sabel, Laura. 
Using consistent subcuts for detecting 
stable properties [microform] / , 93- 
17150 


Sabelhaus, John E. 
Earnings losses of displaced workers [mi- 
croform] /, 93-9784 


Sabnis, J. S. 

Velocity and pressure characteristics of a 
model SSME high pressure fuel turbo- 
pump [microform] : final report /, 93- 
26758 


Sachet, Janet K. Ayer. 
Tree value system [microform] 
guide /, 93-3757 


Sachet, Marie Helene. 
Flora of Micronesia. 5 Bignoniaceae-Ru- 
biaceae /, 93-19607 


Sachs, Patricia. 
A study of on-the-job training [micro- 
form] /, 93-13518 


Sack, Thomas M. 
Indoor air pollutants from household 
product sources [microform] / , 93- 
9286 


: users 
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Measuring soil and tree temperatures 
during prescribed fires with thermo- 
couple probes [microform] / , 93- 
22829 


Sacks, L. A. 

Hydrogeologic setting and preliminary 
data analysis for the hydrologic-budget 
assessment of Lake Barco, an acidic 
seepage lake in Putnam County, Flori- 
da/by, 93-14140, 93-16581 


Sacksteder, Kurt R. 
Risks, designs, and zesearch for fire safety 
in spacecraft [microform] / , 93-2791 


Sacramento County (Calif.) 
Goose Creek quadrangle, California, 1968 
: 7.5 minute series (topographic) /, 
93-21597 


Sadoulet, Elisabeth, 1945- 
Foreign aid’s effect on U.S. farm exports 
: benefits or penalties? /, 93-15405 


Sadrehaghighi, I. 
An analytical approach to grid sensitivity 
analysis for NACA four-digit wing sec- 
tions [microform] /, 93-12275 


Saeed, Ahmed M. 
Marketing in Indonesia /, 93-1648 


Saeger, Mark L. 

The 1985 NAPAP emissions inventory 
(version 2) [microform] : project sum- 
mary : development of the annual data 
and modelers’ tapes /, 93-25922 


Safe, Stephen H. 
Characterization of the Ah receptor [mi- 
croform] : project summary /, 93- 
28240 


Safety and Health Technology Center 
(Denver, Colo.). Informational Service 
Library. 

New publications from the MSHA Infor- 
mational Service Library., 93-908 


Safie, F. M. 
An overview of reliability growth models 
and their potential use for NASA ap- 
plications [microform] /, 93-24586 


Safko, Paul S. 

A preliminary approach to the use of 
borehole data, including television sur- 
veys, for characterizing secondary po- 
rosity of carbonate rocks in the Flori- 
dan aquifer system /, 93-5037 


Sagamore Army Materials Research 
Conference (32nd : 1985 : Lake Luzerne, 
N.Y.) 

Elastomer and rubber technology [micro- 
form] /, 93-13306 
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Sagamore Army Materials Research 
Conference (33rd : 1986 : Burlington, Vt.) 
Corrosion prevention and control [micro- 

form] /, 93-13307 


Saghy, David. 

An estimate of cost savings to federal and 
state governments resulting from ex- 
panded USGS map production [micro- 
form] /, 93-21546 


Sai, Joseph O. 
State-of-the-art field hydraulic conductiv- 
ity testing of compacted soils [micro- 
form] : project summary /, 93-25853 


Saiger, Aaron J. 
State strategic planning under the Drug 
Formula Grant Program /, 93-2661 


Saint Alphonsus Regional Medical Center 

(Boise, Idaho). 

Community-based case management : co- 
ordination and access through hospital 
emergency services : final report., 93- 
2218 


Saint Kitts and Nevis. 

Economic, technical and related assist- 
ance : agreement betweeen the United 
States of America and St. Christopher 
and Nevis, signed at Basseterre April 
24, 1986., 93-24644 


Saint Vincent and the Grenadines. 

Taxation, shipping and aircraft : agree- 
ment between the United States of 
America and St. Vincent and the Gren- 
adines, effected by exchange of notes 
dated at Bridgetown and Kingston Oc- 
tober 11, 1988 and February 15, 1989., 
93-26957 


Saiyed, Naseem H. 
Liquid hydrogen mass flow through a 
multiple orifice Joule-Thomson device 
[microform] /, 93-2846 


Sakowski, Barbara. 

Evaluation and application of the Bald- 
win-Lomax turbulence model in two- 
dimensional, compressible boundary 
layers [microform] /, 93-19222 


Interface of an uncoupled boundary layer 
algorithm with an inviscid core flow 
algorithm for unsteady supersonic 
engine inlets [microform] / , 93-9979 


Salant, Richard F. 

Actively controlled shaft seals for aero- 
space applications [microform] : semi- 
annual status report, July - December, 
1991 /, 93-19387 


Salas, David E. 

Developing a GIS data base for the 
American Falls resource management 
plan, American Falls Reservoir, Idaho 
/, 93-21707 





Salassi, Michael E. 
Characteristics and production costs of 
U.S. rice farms, 1988 [microform] / , 
93-20158 


Representative U.S wheat farms [micro- 
form] /, 93-6487 


U.S. rice production practices and costs, 
1988 [microform] /, 93-3603 


Salathe, Larry E. 

The 1990 Farm Act and the 1990 Budget 
Reconciliation Act [microform] : how 
U.S. farm policy mechanisms will work 
under new legislation : includes de- 
scription of target prices, loan rates, 
deficiency payments and new planting 
flexibility provisions., 93-8322 


Saleeb, A. F. 

Explicit robust schemes for implementa- 
tion of a class of principal value-based 
constituative models [microform] : the- 
oretical development/, 93-2803 


Finite element implementation of state 
variable-based viscoplasticity models 
[microform] /, 93-24459 

On the thermodynamic framework of 
generalized coupled thermoeleastic-vis- 
coplastic-damage modeling [microform] 
/, 93-9949 


Salem, Jonathan A. 

Analysis of precracking parameters and 
fracture toughness for ceramic single- 
edge-precracked-beam specimens [mi- 
croform] /, 93-19201 

Elevated temperature mechanical behav- 
ior of monolithic and SiC whisker-rein- 
forced silicon nitrides [microform] / , 
93-5756 


Salenik, Eileen. 

Developing a GIS data base for the 
American Falls resource management 
plan, American Falls Reservoir, Idaho 
/, 93-21707 


Salerno, Anne. 
Migrant students who leave school early 
[microform] : strategies for retrieval., 

93-11246 


Salerno, L. J. 

Thermal conductance of augmented 
pressed metallic contacts at liquid 
helium temperatures [microform] / , 
93-14540 


Salfee, Shabbar. 
Development of an improved mirror 
facet for space applications [micro- 
form] /, 93-24489 


Salinas, Karen Clark. 
Promising programs in major academic 
subjects in the middle grades [micro- 
form] /, 93-13469 
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Salisbury, Christine L. 


The least restrictive environment [micro- 
form] : understanding the options /, 
93-28102 


Providing effective early intervention 


services [microform] : why and how? / 
, 93-28101 


Salladay, D. G. 
Retrofitting fertilizer mix plants to im- 
prove their profit or operations /, 93- 
3446 


Sallenger, Asbury H. 

U.S. Geological Survey studies of Louisi- 
ana barrier island erosion and wetland 
loss [microform] : an interim report of 
status and results /, 93-26279 


Salo, S. 

Beaufort Sea Mesoscale Circulation 
Study [microform] hydrography, 
USCGC Polar Star cruise, October 
1986 /, 93-4075 


Salo, S. A. 
Beaufort Sea mesoscale circulation study 
: hydrography helicopter operations, 
April, 1987 microform /, 93-20435 
Oceanographic conditions on the North- 
ern Bering Sea shelf : 1984-1985 /, 
93-1577 


Saloio, J. H. 

Economic risk of contamination cleanup 
costs resulting from large nonreactor 
nuclear material licensee operations /, 
93-17434 


Salovey, Peter. 
Reporting chronic pain episodes on 
health surveys /, 93-4942 


Salpekar, S. A. 

Analysis of delamination in cross ply lam- 
inates initiating from impact induced 
matrix cracking [microform] / , 93- 
22072 


Salpekar, Satish A. (Satish Annaji), 1954- 
Scale effects on the transverse tensile 
strength of graphite composites [micro- 
form] /, 93-21977 


Salsgiver, Jacqueline. 
Changes in farm and farm-related em- 
ployment, 1975-89 [microform] /, 93- 
25046 


Salsgiver, Jacqueline L. 

U.S. farm and farm-related employment 
in 1989 [microform] : where are jobs in 
farming and its related industries most 
important? /, 93-20157 


Salsman, M. J. 
Strong-motion records from earthquakes 
of June 13, 1988, November 10, 1988, 
and April 3, 1989, on the Calaveras 
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fault, central California [microform] / , 
93-5240 


Saltus, R. W. (Richard W.) 
Principal facts for 63 gravity stations in 
the vicinity of Katmai National Park, 
Alaska [microform] /, 93-24016 


Principal facts for 64 gravity measure- 
ments in the vicinity of Beardmore 
Glacier, McMurdo Station, and CA- 
SERTZ Field Camp, Antarctica micro- 
form /, 93-21534 


Saltzman, Edwin J. 
Pressure distribution for the wing of the 
YAV-8B airplane; with and without 
pylons [microform] /, 93-24351 


Saltzman, John A. 
In-flight flow visualization results from 
the X-29A aircraft at high angles of 
attack [microform] /, 93-19167 


Salvucci, Guido D. 
A test of ecological optimality for semi- 
arid vegetation [microform] / , 93- 
17204 


Samaan, Naguib A., 1925- 
Selected abstracts on carcinoids and islet 
cell neoplasms [microform] / , 93- 
11588 


Samel, Alexander. 
Light as a chronobiologic countermeas- 
ure for long-duration space operations 
[microform] /, 93-17007 


Sames, Gary P. 

Geotechnical aspects of roof and pillar 
stability in a Georgia Talc Mine [mi- 
croform] /, 93-2473 

Influence of subjacent gob on longwall 
development mining in the Upper Kit- 
tanning Coalbed of south-central Penn- 
sylvania [microform] /, 93-2472 

Roof control of stress-relief jointing near 
outcrops in central Appalachian drift 
coal mines [microform] /, 93-2499 


Samimy, M. 
Supersonic jet mixing enhancement by 
*delta-tabs’ [microform] /, 93-12145 


Sammarco, John J. 
Computer-aided software engineering 
(CASE) for software automation /, 
93-16880 


Samora, C. (Charles) 
An extended database of microwave 
common carrier antenna gain patterns 
[microform] /, 93-15601 


Sampair, Thomas. 
Long Duration Exposure Facility solar 
illumination data package [microform] 

/, 93-19405 
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Sampair Thomas R. 
Long Duration Exposure Facility post- 
flight thermal analysis. Part 2 [micro- 
form] /, 93-9906 


Sample, E. C., 1929- 
Advances in fertilizer production technol- 
ogy [microform] /, 93-15123 


Samsel, Theodore B. 

Documentation of geographic-informa- 
tion-system coverages and data-input 
files used for analysis of the geohydro- 
logy of the Virginia Coastal Plain /, 
93-26245 


Samway, Katharine Davies. 
Writers’ workshop and children acquiring 
English as a non-native language /, 
93-1847 


San Antonio Air Logistics Center. Office of 
History. 
A Heritage of service : seventy-five years 
of military aviation at Kelly Air Force 
Base, 1916-1991 /, 93-4279 


San Bernardino Valley Municipal Water 

District. 

Ground-water-flow modeling and optimi- 
zation techniques applied to high- 
ground-water problems in San Bernar- 
dino, California [microform] / , 93- 
5187 


- San Diego County (Calif.). Dept. of Planning 


& Land Use. 

Hydraulic properties of a fractured-rock 
aquifer, Lee Valley, San Diego 
County, California [microform] / , 
93-5246 


San Francisco (Calif.). Water Dept. 
Geohydrology, water quality, and estima- 
tion of ground-water recharge in San 
Francisco, California, 1987-92 /, 93- 
28660 


San Joaquin Valley Drainage Program. 

Data for ground-water test holes in 
Fresno County, western San Joaquin 
Valley, California, June to August 1985 
[microform] /, 93-5161 


Distribution of selenium in soils of agri- 
cultural fields, western San Joaquin 
Valley, California [microform] /, 93- 
5153 


Quality assurance practices of the U.S. 
Geological Survey laboratory in Sacra- 
mento, California [microform] / , 93- 
5308 


Texture and depositional history of near- 
surface alluvial deposits in the central 
part of the western San Joaquin 
Valley, California [microform] /, 93- 
5195 


Water-quality data, San Joaquin Valley, 


California, April 1987 to September 
1988 [microform] /, 93-2307 
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San Juan County Commission. 

Hydrologic data for the San Juan and 
Animas River valleys in the Farming- 
ton, Aztec, Bloomfield, and Cedar Hill 
areas, San Juan County, New Mexico 
[microform] /, 93-5151 


Sanabria, Rafael. 

A review of candidate multilayer insula- 
tion systems for potential use on wet- 
launched LH: tankage for the Space 
Exploration Initiative lunar missions 
[microform] /, 93-2772 


Sanchez, B. V. 
Oceanic tide maps and spherical harmon- 
ic coefficients from Geosat altimetry 
[microform] /, 93-5747 


Sanchez, David C. 

Handbook : assessment protocols : dura- 
bility of performance of a home radon 
reduction system : sub-slab depressuri- 
zation reduction /, 93-7178 


Sanchez, Joseph P. 

The Spanish black legend : origins of 
anti-Hispanic stereotypes = La leyenda 
negra Espanola : origenes de los ester- 
eotipos antihispanicos /, 93-2509 


Sancho, Anthony R. 

Hate crime [microform] : a sourcebook 
for schools confronting bigotry, harass- 
ment, vandalism, and violence /, 93- 
13527 


Sandberg, Charles A. (Charles Albert), 1929- 
A Devonian/Carboniferous conodont da- 
tabase [microform] documentation 

and user’s manual /, 93-24012 


Sandborn, Virgil A. 
Evaluation of high reynolds number flow 
in a 180 degree turn-around duct [mi- 
croform] /, 93-26759 


Sande, Rona. 
Dance education in American public 
schools [microform] : case studies /, 

93-18420 


Sandelli, G. J. 

Demonstration of fuel cells to recover 
energy from landfill gas [microform] : 
phase I final report : conceptual study 
/, 93-11311 


Demonstration of fuel cells to recover 
energy from landfill gas [microform] : 
phase I final report : conceptual study 
/ G.J. Sandelli., 93-18483 


Sanders, Donald C. 

Inhalation toxicology [microform XII, 
Comparison of toxicity rankings of six 
polymers by lethality and by incapaci- 
tation of rats] /, 93-10214 

Inhalation toxicology. IX, Times-to-inca- 
pacitation for rats exposed to carbon 
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monoxide alone, to hydrogen cyanide 
alone, and to mixtures of carbon mon- 
oxide and hydrogen cyanide [micro- 
form] /, 93-29668 


Sanders, Nancy M. 

Comparing state and district test results 
to national norms [microform] : inter- 
pretations of scoring ‘“‘above the nation- 
al average” /, 93-28067 


Comparing state and district test results 
to national norms [microform] : inter- 
pretions of scoring “above the national 
average” /, 93-11279 


Sanders, William A. 
Plasma etching a ceramic composite [mi- 
croform] /, 93-9953 


Sanderson, H. Reed, 1932- 
Managing interior Northwest rangelands 
[microform] : Oregon range evaluation 
project /, 93-3761 


Responses of herbage and browse pro- 
duction to six range management strat- 
egies [microform] /, 93-3674 


Sandia Corporation. 

Elicitation and use of expert judgement in 
performance assessment for high-level 
radioactive waste repositories /, 93- 
10303 


Sandia National Laboratories. 

Aerosol Sampling and Transport Effi- 
ciency Calculation (ASTEC) and appli- 
cation to surtsey/DCH aerosol sam- 
pling system : code version 1.0 : code 
description and user’s manual /, 93- 
12613 


Analysis of the LaSalle unit 2 nuclear 
power plant [microform] : risk methods 
integration and evaluation program 
(RMIEP)., 93-6280 


Core-concrete interactions using molten 
steel with zirconium on a basaltic base- 
mat : the SURC-4 experiment /, 93- 
6284 


Economic risk of contamination cleanup 
costs resulting from large nonreactor 
nuclear material licensee operations /, 
93-17434 


Elicitation and use of expert judgement in 
performance assessment for high-level 
radioactive waste repositories /, 93- 
10303 

Equipment qualification (EQ) - risk scop- 
ing study /, 93-15099 

Evaluation of severe accident risks. Vol. 
2, Quantification of major input param- 
eters [microform] , 93-8196 

A finite element analysis of a reactor 
pressure vessel during a severe acci- 
dent /, 93-6287 

HECTR analyses of the Nevada Test Site 
(NTS) premixed combustion experi- 
ments /, 93-12601 





High performance computing for U.S. in- 
dustry /, 93-20766 


Melt progression, oxidation, and natural 
convection in a severely damaged reac- 
tor core /, 93-10299 


Methods for external event screening 
quantification [microform] : risk meth- 
ods integration and evaluation program 
(RMIEP) methods development /, 
93-6281 


Mitigation of direct containment heating 
and hydrogen combustion events in ice 
condenser plants : analyses with the 
CONTAIN code and NUREG-1150 
PRA methodology /, 93-6313 

The mixing of immiscible liquid layers by 
gas bubbling /, 93-12608 

PARTITION, a program for defining the 
source term/consequence analysis 
interface in the NUREG-1150 probabi- 
listic risk assessments : user’s guide /, 
93-6293 

Procedure for analysis of common-cause 
failures in probabilistic safety analysis 
[microform] /, 93-27174 

Proceedings of the Fourth Workshop on 
Containment Integrity : held in Arling- 
ton, Virginia, June 14-17, 1988 /, 93- 
3431 


Recollections for tomorrow [microform] , 
93-13383 


Reference manual for the CONTAIN 1.1 
code for containment severe accident 
analysis /, 93-6322 


The risk management implications of 
NUREG-1150 methods and results /, 
93-10297 


Risk methodology for geologic disposal 
of radioactive waste : scenario selection 
procedure /, 93-6271 


Round-Robin analysis of the behavior of 
a 1:6-scale reinforced concrete contain- 
ment model pressurized to failure [mi- 
croform] : posttest evaluations /, 93- 
24812 


Shutdown decay heat removal analysis : 


plant case studies and special issue : 
summary report /, 93-10295 


Technical basis for review of high-level 
waste repository modeling [microform] 
/, 93-24814 


VICTORIA : a mechanistic model of ra- 
dionuclide behavior in the reactor 
coolant system under severe accident 
conditions /, 93-6308 


Sandia National Laboratories. Public 
Relations Dept. 
Recollections for tomorrow [microform] , 
93-13383 


Sandia National Laboratories. Technical 
Communications Dept. 
Recollections for tomorrow [microform] , 
93-13383 
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Sandlin, Doral R. 

A study of transonic aerodynamic analy- 
sis methods for use with a hypersonic 
aircraft synthesis code [microform] / , 
93-12218 


Sandmaier, Marian. 
The healthy heart handbook /, 93-2186 


Sando, William Jasper. 
Western Interior Mississippian lithosomes 
[microform] : a progress report /, 93- 
14283 


Sandoval, S. P. (Scot Philip), 1958- 
Alumina recovery from copper leaching 
liquors using a supported liquid mem- 
brane /, 93-14349 


Sandstrom, Mark W. 

Methods of analysis by the U.S. Geologi- 
cal Survey National Water Quality 
Laboratory [microform] : determina- 
tion of organonitrogen herbicides in 
water by solid-phase extraction and 
capillary-column gas chromatography/ 
mass spectrometry with selected-ion 
monitoring /, 93-16724 


Sanfeliz, Jose G. 

Computational simulation of surface wa- 
viness in graphite/epoxy woven com- 
posites due to initial curing [micro- 
form] /, 93-2790 

ICAN/Damp-Integrated Composite Ana- 
lyzer with Damping Analysis Capabili- 
ties [microform] : user’s manual /, 93- 
19504 


SanFilipo, John R. 

Potential for the occurrence of thick lig- 
nite deposits in the Thar Desert and 
adjacent lower Indus plain, Sindh 
Province, Pakistan /, 93-28742 


Sanford, Jon. 
Ground and floor surface treatments /, 
93-15055 


Sanford, M. C. (Maynard C.) 
Unsteady-pressure and dynamic-deflec- 
tion measurements on an aeroelastic su- 
percritical wing [microform] / , 93- 
2739 


Sankar, L. N. 
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Timing sprays by a heat unit model of 
spring flight of the Nantucket pine tip 
moth in North Carolina [microform] / , 
93-3696 


Southeastern Forest Experiment 


Station,(Ashville, N.C.) 

Estimating cone and seed production and 
monitoring pest damage in southern 
pine seed orchards [microform] / , 
93-3679 
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Southeastern Virginia Planning District. 
Commission. 
Ground-water use and levels in the 
southern coastal plain of Virginia [mi- 
croform] /, 93-5256 


Souther, Arthur. 
Intelligent tutoring systems [microform] : 
machine learning research final report 

/, 93-4355 


Southern Appalachian Man and the 
Biosphere Conference (2nd : 1991 : 
Gatlinburg, Tenn.) 

Proceedings, second annual Southern Ap- 
palachian Man and the Biosphere Con- 
ference [microform] : November 4 and 
5, 1991,...Gatlinburg, Tennessee /, 93- 
15119 


Southern California Small Business 

Utilization Council. 

High tech 92 : we mean business for 
small business : the report of the High 
Technology Small Business Develop- 
ment Procurement Conference, March 
2 & 3, 1992 /, 93-12061 


Southern Evaluation Project Workshop (1987 

: Long Beach, Miss.) 

Ecological, physical, and socioeconomic 
relationships within southern national 
forests [microform] : proceedings of 
the Southern Evaluation Project Work- 
shop, May 26-27, 1987, Gulf Coast 
Conference Facility, Long Beach, Mis- 
sissippi /, 93-3788 


Southern Forest Economics Workshop (1990 

: Monroe, La.) 

Proceedings of the Southern Forest Eco- 
nomics Workshop on evaluating even 
and all-aged timber management op- 
tions for southern forest lands /, 93- 
1286 


Southern Forest Experiment Station (New 
Orleans, La.) 
Advanced very high resolution radiome- 
ter data to update forest area change 
for midsouth states [microform] / , 
93-17702 


Analyses of Great Smoky Mountain red 
spruce tree ring data /, 93-15386 


An annotated bibliography of thinning lit- 
erature [microform] /, 93-22830 


Annual letter [[microform].] , 93-24999, 
93-25000 


Classification and evaluation of forest 
sites on the Natchez Trace State 
Forest, State Resort Park, and Wildlife 
Management Area in west Tennessee 
[microform] /, 93-20207 


COMPUTEMERCHLOB [microform] : 
a growth and yield prediction system 
with a merchandising optimizer for 
planted loblolly pine in the West Gulf 
region /, 93-3680 





1993 


Ecological, physical, and socioeconomic 
relationships within southern national 
forests [microform] : proceedings of 
the Southern Evaluation Project Work- 
shop, May 26-27, 1987, Gulf Coast 
Conference Facility, Long Beach, Mis- 
sissippi /, 93-3788 

Effects of crown position and initial spac- 
ing on foliar nutrient composition of 
seven bottomland hardwoods [micro- 
form] /, 93-27420 


Evaluating plot designs for the tropics = 
Evaluacion de disenos de parcela para 
areas tropicales [microform] / , 93- 
8418 


Evaluation of poplar tentmaker defolia- 
tion on growth and survival of older 
cottonwood plantations [microform] / , 
93-27410 


Forest resources of Alabama [microform] 
/, 93-20196 


Forest resources of east Texas /, 93- 
17709 


Forest resources of Tennessee [micro- 
form] /, 93-6538 


Forest statistics for Arkansas’ Ouachita 
counties - 1988 /, 93-10502 


Forest statistics for east Oklahoma coun- 
ties—1993 [microform] /, 93-27430 


Forest statistics for east Texas counties— 
1992 [microform] /, 93-27428 


Forest statistics for north-central Ala- 
bama counties, 1990 /, 93-1259 


Forest statistics for northeast Oklahoma 
counties—1993 [microform] / , 93- 
22817 


Forest statistics for northeast Texas coun- 
ties - 1986 /, 93-1257 


Forest statistics for northeast Texas coun- 
ties—1992 [microform] /, 93-27427 


Forest statistics for northwest Louisiana 
parishes, 1991 [microform] /, 93-3722 


Forest statistics for southeast Louisiana 
parishes - 1991 [microform] / , 93- 
8392 


Forest statistics for southeast Oklahoma 
counties—1993 [microform] / , 93- 
27429 


Forest statistics for southeast Texas coun- 
ties—1992 [microform] /, 93-25012 


Forest statistics for southwest Louisiana 
parishes - 1991 [microform] / , 93- 
6539 

Forest statistics for southwest-north Ala- 
bama counties, 1990 /, 93-1258 

Forest statistics for west Tennessee coun- 
ties, 1989 [microform] /, 93-3721 

Gluing of eastern hardwoods : a review / 

93-15387 


Growth and site relationships of Pinus 
caribaea across the Caribean Basin [mi- 
croform] /, 93-20206 





Southwest Fisheries Science Center (U.S.) 


Growth and yield predictions for thinned 
and unthinned slash pine plantations on 
cutover sites in the west Gulf Region 
[microform] /, 93-8366 


A guide for visually assessing crown den- 
sities of Loblolly and Shortleaf pines /, 
93-8378 


Harvest activity and residual pine stock- 
ing on private timberland in Arkansas, 
1978-88 /, 93-8380 


Harvesting production in uneven-aged 
loblolly-shortleaf pine stands [micro- 
form] : the Crossett farm forestry for- 
ties /, 93-17701 


Importance of seedyear, seedbed, and 
overstory for establishment of natural 
Loblolly and Shortleaf pine regenera- 
tion in southern Arkansas [microform] 
/, 93-8367 

An introduction to the physiography and 
history of the Bisley experimental wa- 
tersheds in the Luquillo Mountains of 
Puerto Rico /, 93-15388 


A method to preclude moisture conden- 
sation in plated tissue cultures [micro- 
form] /, 93-8382 

Midsouth pulpwood prices [microform] / 

93-22815 

Midsouth pulpwood prices, 1985 [micro- 
form] /, 93-3697 

Midsouth pulpwood prices, 1989., 93- 
8381 


Naturalized exotic tree species in Puerto 
Rico [microform] /, 93-8417 


New tree-classification system used by 
the Southern Forest Inventory and 
Analysis Unit /, 93-1285 


Proceedings of the Southern Forest Eco- 
nomics Workshop on evaluating even 
and all-aged timber management op- 
tions for southern forest lands /, 93- 
1286 


Recent trends in afforestation and refor- 
estation of nonindustrial private pine 
forests in Alabama [microform] / , 
93-6540 


Southern pulpwood production [[micro- 
form]] / , 93-8393, 93-17710, 93- 
27432 


Standard methods for forest herbicide re- 
search [microform] /, 93-25001 


A synopsis of the taxonomic revisions in 
the genus Ceratocystis including a 
review of the blue-staining species as- 
sociated with Dendroctonus bark bee- 
tles [microform] /, 93-20208 


Timber resources of east Oklahoma [mi- 
croform] /, 93-3720 


Wetlands management in the Caribbean 
and the role of forestry and wetlands in 
the economy [microform] : proceedings 
of the Fifth Meeting of Caribbean For- 
esters at Trinidad, and the first meeting 
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of ministers of agriculture to consider 
the economic role of forestry at Saint 
Lucia /, 93-25002 


Wildlife habitat, range, recreation, hy- 
drology, and related research using 
forest inventory and analysis surveys 
[microform] : a 12-year compendium /, 
93-3789 

Wood densities of tropical tree species 
[microform] /, 93-20209 

The woody biomass resource of major 


tree taxa for the midsouth states [mi- 
croform]/, 93-6541 


Southern Global Change Program (U.S.) 


The Southern Global Change Program 
[microform] : determining the relation- 
ships between air pollutants, climate 
change, and southern forests. 93- 
27444 


Southern Illinois University at Carbondale. 


Dept. of Forestry. 

Seventh Central Hardwood Forest Con- 
ference : proceedings of a meeting held 
at Southern Illinois University at Car- 
bondale, Carbondale, Illinois, March 5- 
8, 1989 /, 93-1264 


Southern Lake Michigan Coastal Erosion 


Study Workshop (3rd : 1991 : Saint 

Petersburg, Fla.) 

3rd annual Southern Lake Michigan 
Coastal Erosion Study Workshop [mi- 
croform] : February 5-6, 1991, held at 
the USGS Center for Coastal Geology, 
St. Petersburg, FL /, 93-11738 


Southern Pasture and Forage Crop 


Improvement Conference. 

Proceedings of the Southern Pasture and 
Forage Crop Improvement Conference 
[[microform].], 93-12863 


Southern Plantation Wood Quality 


Workshop (1989 : Athens, Ga.) 

Proceedings of Southern Plantation 
Wood Quality Workshop : a workshop 
on management, utilization, and eco- 
nomics of the South’s changing pine 
resource /, 93-1283 


Southern Weed Science Society (U.S.) 


Standard methods for forest herbicide re- 
search [microform] /, 93-25001 


Southwest Cultural Resources Center. 


Division of Anthropology. 

Archeological investigations at 3MR80- 
Area D in the Rush Development 
Area, Buffalo National River, Arkan- 
sas, vol. II /, 93-18923, 93-18974 


Southwest Fisheries Science Center (U.S.) 


Report of activities [[microform].] , 93- 
369 
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Southwest Fisheries Science Center 


Status of Pacific oceanic fisheries re- 
sources of interest to the USA for 1991 
[microform] /, 93-4065 


Southwest Fisheries Science Center (U.S.). 

Honolulu Laboratory. 

Biology, oceanography, and fisheries of 
the North Pacific transition zone and 
subarctic frontal zone [microform] : 
papers from the North Pacific Transi- 
tion Zone Workshop, Honolulu, 
Hawaii, 9-11 May 1988 /, 93-6807 


Southwest Florida Water Management 

District. 

Chemical and isotopic composition and 
potential for contamination of water in 
the Upper Floridan Aquifer, west-cen- 
tral Florida, 1986-89 [microform] / , 
93-21496 


Effects of tidal stage and ground-water 
levels on the discharge and water qual- 
ity of springs in coastal Citrus and Her- 
nando counties, Florida /, 93-18833 


Relation of change in water levels in sur- 
ficial and Upper Floridan aquifers and 
lake stage to climatic conditions and 
well-field pumpage in northwest Hills- 
borough, northeast Pinellas, and south 
Pasco counties, Florida /, 93-2259 


Southwest Research Institute. 
Guardrail-bridge rail transition designs., 
93-3084 
In-situ determination of moisture levels in 
structural concrete by modified NMR., 
93-17332 


Southwest Technology Development 
Institute. 


Resource assessment for biomass feed- 
stock available in the state of New 
Mexico /, 93-25517 


Southwick, R. D. 
Large liquid rocket engine transient per- 
formance simulation system [micro- 
form] /, 93-2932 


Souza, Kenneth A. 
An overview of gravitational physiology 
[microform] /, 93-19170 


Sovers, O. J. 

Observation model and parameter partials 
for the JPL VLBI parameter estima- 
tion software “MODEST”, 1991 [mi- 
croform] /, 93-26820 


Sovey, James S. 
Development of arcjet anf ion propulsion 
for spacecraft stationkeeping [micro- 
form] /, 93-29185 


The Evolutionary development of high 
specific impulse electric thruster tech- 
nology [microform] /, 93-14608 

Ion thruster development at NASA 


Lewis Research Center [microform] / , 
93-21970 
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NASA’s nuclear electric propusion tech- 
nology project [microform] / , 93- 
14612 


Sovie, Amy L. 

Demonstrated survivability of a high 
temperature optical fiber cable on a 
1500 pound thrust chamber [micro- 
form] /, 93-17063 


Soviet Union. 

Aviation, air traffic control : memoran- 
dum of cooperation between the 
United States of America and the 
Union of Soviet Socialist Republics, 
signed at Washington February 16, 
1990., 93-24642 


Aviation, transport services : agreement 
between the United States of America 
and the Union of Soviet Socialist Re- 
publics, amending the agreements of 
November 4, 1966, effected by ex- 
change of notes dated at Washington 
February 13, 1986., 93-12379, 93- 
12384, 93-12391, 93-14865 


Consuls, agreement between the United 
States of America and the Union of 
Soviet Socialist Republics, effected by 
exchange of notes dated at Washington 
October 31, 1986., 93-12380 


Direct communications link : agreement 
between the United States of America 
and the Union of Soviet Socialist Re- 
publics, effected by exchange of notes 
dated at Washington July 17, 1984., 
93-12377 


Economic industrial and technical coop- 
eration : agreement between the United 
States of America and the Union of 
Soviet Socialist Republics, extending 
the agreement of June 29, 1974, effect- 
ed by exchange of notes, dated at 
Washington June 15 and 27, 1984., 
93-17274 


Fisheries : agreement between the United 
States of America and the Union of 
Soviet Socialist Republics, signed at 
Moscow May 31, 1988, with annexes., 
93-12388, 93-24640 


Fisheries off the United States coasts : 
agreement between the United States 
of America and the Union of Soviet 
Socialist Republics extending the 
agreement of November 26, 1976, as 
amended and extended, effected by ex- 
change of notes, dated at Washington 
July 29 and September 2, 1985., 93- 
17273, 93-17275 


Housing, agreement between the United 
States of America and the Union of 
Soviet Socialist Republics, extending 
the agreement of June 28, 1974, effect- 
ed by exchange of notes dated at 
Moscow May 26 and July 11, 1989., 
93-12390 


Maritime matters : search and rescue : 
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of America and the Union of Soviet 
Socialist Republics, signed at Moscow 
May 31, 1988, with exchange of let- 
ters., 93-12386 


Narcotic drugs : memorandum of under- 
standing between the United States of 
America and the Union of Soviet So- 
cialist Republics, signed at Paris Janu- 
ary 8, 1989., 93-12383 


Navigation agreement between the 
United States of America and the 
Union of Soviet Socialist Republics, 
signed at Moscow May 31, 1988., 93- 
12387 


Oceanography, cooperation in studies of 
the world ocean : agreement between 
the United States of America and the 
Union of Soviet Socialist Republics, ex- 
tending the agreement of June 19, 
1973, as amended and extended, effect- 
ed by exchange of notes, dated at 
Moscow March 25 and July 30, 1985., 
93-12378, 93-12382, 93-14864 


Pollution, Bering and Chukchi Seas, 
agreement between the United States 
of America and the Union of Soviet 
Socialist Republics, signed at Moscow, 
May 11, 1989., 93-24641 


Postal, express mail service : agreement, 
with detailed, regulations, between the 
United States of America and Union of 
Soviet Socialist Republics, signed at 
Moscow March 31, 1988., 93-12385 


Postal, INTELPOST service : memoran- 
dum of understanding, with details of 
implementation, between the United 
States of America and the Union of 
Soviet Socialist Republics, signed at 
Moscow and Washington, February 14 
and March 9, 1989., 93-24651 


Scientific cooperation : agreement be- 
tween the United States of America 
and the Union of Soviet Socialist Re- 
publics, signed at Paris January 8, 
1989., 93-12389 


Space cooperation : agreement between 
the United States of America and the 
Union of Soviet Socialist Republics, 
signed at Moscow April 15, 1987., 93- 
12381 


Sowers, Mary W. 


Distribution of the daily foF2 about the 
monthly median [microform] / , 93- 
15597 


Monitoring of harmful intereference to 
the HF broadcasting service [micro- 
form] : summary of monitoring pro- 
grams held between 1984 and 1989 /, 
93-15596 


Sowizral, Henry A. 


Evaluating the operations capability of 
Freedom’s data management system 
[microform] /, 93-22070 
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SOZ Control Symposium (1990 : New 
Orleans, La.) 
Proceedings, 1990 SO2 Control Symposi- 
um [microform] : project summary /, 
93-28269 


Space Environment Laboratory. 
TIROS/NOAA satellites space environ- 
ment monitor archive tape documenta- 
tion [microform] : 1988 update /, 93- 
20408 


A user’s guide to the Space Environment 
Services Center Geophysical Alert 
Broadcasts /, 93-4049 


Spahr, Ronald W. 
Discounting negative cash flows and the 
FSLIC case-resolution process /, 93- 
4752 


Evaluating the costs of FSLIC case reso- 
lution /, 93-4753 


Spain. 

Aviation, transport services : agreement 
between the United States of America 
and Spain, amending the agreement of 
February 20, 1973, signed at Washing- 
ton May 31, 1989., 93-29550 


Mapping : agreement between the United 
States of America and Spain, signed at 
Madrid and Washington, September 4 
and October 27, 1986., 93-22325 


Spalinger, Donald E. 

Forest habitats and the nutritional ecolo- 
gy of Sitka biack-tailed deer : a re- 
search synthesis with implications for 
forest management /, 93-8406 


Spalter-Roth, Roberta M. 
Increasing working mothers’ earnings 
[microform] /, 93-16975 


Spalvins, Talivaldis. 
Lubrication with sputtered MoS, films 
[microform] : principles, operation, lim- 
itations /, 93-9943 


Spangler, Jan. 

Geometric modeling for computer-aided 
design [microform] : progress report 
for the period ended March 31, 1992 /, 
93-14706 


Spangler, Lawrence E. 

Records of wells in sandstone and alluvi- 
al aquifers and chemical data for water 
from selected wells in the Navajo aqui- 
fer in the vicinity of the Greater Aneth 
Oil Field, San Juan County, Utah [mi- 
croform] /, 93-28685 


Spangler, Steven R. 

A study of shock-associated magnetohy- 
drodynamic waves in the solar wind 
[microform] : final report on NASA 
grant NAGW-1594 /, 93-17181 





Spaniol, Craig. 
Classical electron mass and fields II [mi- 
croform] /, 93-24493 


Spanish Colonial Research Center 

(Albuquerque, N.M.) 

The Spanish black legend : origins of 
anti-Hispanic stereotypes = La leyenda 
negra Espanola : origenes de los ester- 
eotipos antihispanicos /, 93-2509 


Spano, A. H. 
Regulatory analysis for the resolution of 
generic issue 99, loss of RHR capabil- 
ity in PWRs /, 93-12595 


Spanos, George. 
Cultural considerations in adult literacy 
education [microform] /, 93-11230 


Sparks, Allen R. 

Geo-EAS (geostatistical environmental 
assessment software) user’s guide [mi- 
croform] : project summary /, 93- 
25893 


Sparks, Amy L. 
Apple import demand [microform] : four 
markets for U.S. fresh apples /, 93- 
3631 


Sparks, Dean W. 
CSI computer system/remote interface 
unit acceptance test results [microform] 
/, 93-14550 


Sparks, L. E. 
Evaluation of perchloroethylene emis- 
sions from dry cleaned fabrics [micro- 
form] : project summary /, 93-28256 


EXPOSURE version 2, a computer 
model for analyzing the effects of 
indoor air polluant sources on individ- 
ual exposure [microform] project 
summary /, 93-25934 


Sparling, D. W. (Donald W.) 

An Evaluation of regression methods to 
estimate nutritional condition of can- 
vasbacks and other water birds [micro- 
form] /, 93-7757 


Sparling, Joseph. 
Informational needs of parents of young 
children with special needs [micro- 
form] : technical report /, 93-18347 


Sparrow, Malcolm K. 
Information systems and the development 
of policing /, 93-21790 


Sparrow, Victor W. 
Modeling onlinear acoustical blast 
waves outdoors [microform] : a re- 
search summary /, 93-27909 


Spatz, Karen J. 
Export market development by agricul- 
tural commodity promotion programs 
[microform] /, 93-3895 
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Speckman, Wendy S. 


Spears, John H. 

The relationship between ground permit- 
tivity and the input impedance of a 
horizontal dipole near ground [micro- 
form] /, 93-27904 


Spears, L. T. 

Evaluation of advanced propulsion op- 
tions for the next manned transporta- 
tion system [microform] : propulsion 
evolution study : final report /, 93- 
24438 


Special Education Programs (U.S.) 
Project directors’ annual meeting [[micro- 
form].], 93-7055, 93-7071, 93-7073 


Special Education Programs (U.S.). 
Captioned Films and Media Applications 
Branch. 

Catalog of captioned films for the deaf 
[[microform]] /, 93-20843 


Special Education Programs (U.S.). 
Captioning and Adaptation Branch. 
Catalog of captioned films for the deaf 

[[microform]] /, 93-20843 


Catalog of educational captioned films/ 
videos for the deaf., 93-4400 


Special Education Programs (U.S.). Division 
for Innovation and Development. 

Annual report to Congress on the imple- 
mentation of the Education of the 
Handicapped Act [[microform]] / , 
93-20837, 93-20854, 93-20863 


To assure the free appropriate public edu- 
cation of all children with disabilities 
[[microform]] : annual report to Con- 
gress on the implementation of the In- 
dividuals with Disabilities Education 
Act /, 93-20947 


Special Education Programs (U.S.). Severely 
Handicapped Branch. Project Directors’ 
Meeting (1989 : Linthicum Heights, Md. 
Project Directors’ Meeting [microform] : 

the Maritime Institue of Technology 
and Graduate Studies, Linthicum 
Heights, Maryland, November 6-9, 
1989 /, 93-1918 


Special Interest Group on CD-ROM 
and Technology. 
SIGCAT CD-ROM compendium., 
21303 


93- 


Special Service for Groups, Inc. 
Responding to diversity : program op- 
tions for the Pacific/Asian elderly : 
final report., 93-18773 


Speckman, Wendy S. 

MSTRACK [microform] : a computer- 
ized tracking system for manuscripts 
written in Paradox for the IBM pc and 
compatibles /, 93-16713 
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Spector, J. Michael. 


Spector, J. Michael. 

Design specificiations for the Advanced 
Instructional Design Advisor (AIDA) 
[microform] /, 93-13366 

Designing an advanced 
design advisor [microform] / , 
6967 


Designing and developing an advanced 
instructional design advisor /, 93-4337 


A pilot study of the naming transaction 
shell [microform] /, 93-6966 


Specifications for an Advanced Instruc- 
tional Design Advisor (AIDA) for 
computer-based training [microform] / 

93-6971 


Speece, Deborah L. 
Project SEARCH [microform] : a longi- 
tudinal study of primary grade students 
at-risk for school failure /, 93-21081 


Speich, David M. 
The 1980 Solar Maximum Mission Event 
Listing [microform] / , 93-21888 


Speiran, Gary K. 

Effects of sediment depositional environ- 
ment and ground-water flow on the 
quality and geochemistry of water in 
aquifers in sediments of Cretaceous age 
in the Coastal Plain of South Carolina 
[microform] /, 93-2309 

Selected hydrologic data from a 
wastewater spray disposal site on 
Hilton Head Island, South Carolina 
[microform] /, 93-5141 


Spence, Bruce D. 
National Education Longitudinal Study 
of 1988 [microform] : base year sample 
design report /, 93-18242 


Spence, Richard. 
Inhalant abuse : a volatile research 
agenda /, 93-14103 


Spence, Rodney L. 

Optical communications and a compari- 
son of optical technologies for a high 
data rate return link from Mars [micro- 
form] /, 93-29396 


Spence, Sandy. 
National commuter transportation survey 
[microform] : people and programs : 
final report /, 93-27002 


Spence, Sheila. 
Development metacognition [microform] 
/, 93-4458 


Spencer, John S. 
An analysis of Iowa’s forest resources, 
1990 [microform] /, 93-22822 


Spencer, Mary L. 

Final program evaluation report [micro- 
form] : Kosrae Title VII Bilingual 
Education Program : grades 7-9, 1986- 
1989 /, 93-4470 


Page I-518 


instructional 
93- 





Spencer, Mima. 
What do parents need to know about 
children’s television viewing?, 93- 
23343 


Sperl, Todd C. 

Air Force Officer Qualifying Test 
(AFOQT) [microform] : development 
of quick score composites for forms P1 
and P2/, 93-13347 


Spessard, R. L. 

Welding and nondestructive examination 
issues at Seabrook Nuclear Station : an 
independent review team report /, 93- 
6268 


Spezia, Julie. 
Political leaders as entrepreneurs? [micro- 
form] : economic development in small 
communities /, 93-6587 


Speziale, C. G. (Charles G.), 1948- 
On explicit algebraic stress models for 
complex turbulent flows [microform] / 
, 93-29308 


On the prediction of turbulent secondary 
flows [microform] /, 93-22119 

Predicting equilibrium states with Reyn- 
olds stress closures in channel flow and 


homogeneous shear flow [microform] / 
93-22108 


Reynolds stress calculations of homoge- 
neous turbulent shear flow with bound- 
ed energy states [microform] / , 93- 
17139 


A simple nonlinear model for the return 
to isotropy in turbulence [microform] / 
, 93-29261 


Spiegle-Mariska, Jan, 1952- 
Module # 1 [microform] : organizing the 
special preschool /, 93-28211 


Module # 3 [microform] : forging part- 
nerships with families /, 93-28212 


Spiker, Alan. 

Functional analysis of Combat Talon I 
mission planning : opportunities for in- 
tegration with advanced mission re- 
hearsal technology /, 93-25468 


Spiker, I. K. 
The mechanical behavior of cross-rolled 
beryllium sheet [microform] / , 93- 
21895 


Spiller, Roger J. 
Combined arms in battle since 1939 /, 
93-20736 


Spinazola, Joseph M. 

Geohydrologic and chemical data from 
wells in the Mud Lake area, eastern 
Idaho, 1988-91 [microform] / , 93- 
21513 


Spindler, B. 
Assessment of TRAC-PF1/MOD1 ver- 
sion 14.3 using separate effects critical 
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flow and biowdown experiments /, 
93-15111 


Spinello, Anthony G. 

Base flow of 10 south-shore streams, 
Long Island, New York, 1976-85, and 
the effects of urbanization on base flow 
and flow duration /, 93-9557 


Spiro, Rand J. 
A framework for the contextual analysis 
of computer-based learning environ- 
ments /, 93-7123 


Spitz, Frederick J. 

Ground-water hydrology and simulation 
of saltwater encroachment, shallow aq- 
uifer system of southern Cape May 
County, New Jersey /, 93-5040 


Spitzer, Kathleen L. 
Fax for library services [microform] / , 
93-23532 


Spivak, A. L. 

Thermal conductance of augmented 
pressed metallic contacts at liquid 
helium temperatures [microform] / , 
93-14540 


Spivey, Nanch Nelson, 1941- 
Transforming texts [microform] : con- 
structive processes in reading and writ- 
ing /, 93-13529 


Splete, Howard. 

Competency-based career development 
strategies and the national career devel- 
opment guidelines [microform] /, 93- 
16051 


Spooner, Michael. 
Contact literature in English [microform] 
» 93-4412 


Sport Fishing Institute. 
Federal aid in fish and wildlife restora- 
tion [[microform].] , 93-5530 


Spring, Samuel A. 

An experimental mapping of the flow 
field behind a glaze ice shape on a 
NACA 0012 airfoil [microform] / , 
93-29244 


Springer, Victor Gruschka, 1928- 
Catalog of type specimens of recent 
fishes in the National Museum of Natu- 
ral History, Smithsonian Institution. 5, 
Sharks (Chondrichthyes : Selachii) /, 
93-17279 


Sprinkle, Danny R. 

Development of a contact lens quality 
monitoring system [microform] /, 93- 
7912 

Feasibility study of a low-energy gamma 
ray system for measuring quantity and 
flow rate of slush hydrogen [micro- 
form] /, 93-7959 
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Spude, Catherine Holder. 
East Base Historic Monument, Stoning- 
ton Island/Antarctic Peninsula. 93- 
26468 


Spude, Robert. 
Guidelines for identifying, evaluating and 
registering historic mining properties /, 
93-11911 


Spude, Robert L. S. 
East Base Historic Monument, Stoning- 
ton Island/Antarctic Peninsula. 93- 
26468 


Squillace, A. E. 

Classification of Pinus patula, P. tecunu- 
manii, P. oocarpa, P. caribaea var. hon- 
durensis, and related taxonomic entities 
[microform] /, 93-27408 


SRI International. 
Cognitive research on response error in 
survey questions on smoking., 93-7395 


Study of academic instruction for disad- 
vantaged students : academic challenge 
for the children of poverty : summary 
report /, 93-7014 


Study of the implementation of the Eco- 
nomic Dislocation and Worker Adjust- 
ment Assistance Act [microform] , 
93-7854 


Sri Lanka. 

Postal, express mail service : agreement 
with detailed regulations, between the 
United States of America and Sri 
Lanka, signed at Colombo and Wash- 
ington, February | and 14, 1990., 93- 
29585 


Srinathkumar, S. 
Active flutter suppression using “dipole” 
filters [microform] /, 93-19261 


Design and experimental validation of a 
flutter suppression controller for the 
active flexible wing [microform] / , 
93-16994 


Srinivansan, K. 

Toughening of PMR composites by semi- 
interpenetrating networks [microform] : 
final report for the period ended Sep- 
tember 30, 1991 /, 93-22103 


Sritharan, S. S. (Sivaguru Sornalingam), 
1954- 
Analysis of regularized Navier-Stokes 
equations. II [microform] / , 93-29264 


Srivas, Mandayam. 

Moving formal methods into practice 
[microform] verifying the FITPP 
scoreboard, phase 1 results /, 93- 
12200 


Srivastava, Ravi K. 
A low NOx strategy for combusting high 
nitrogen content fuels /, 93-1954 





Standard Reference Materials Program (National 


The role of rogue droplet combustion in 
hazardous waste incineration [micro- 
form] : project summary /, 93-18465 


Srivastava, Sadanand. 
[Guidelines and rules for automated as- 
sembly by robots in space [microform] 
: [final report] /, 93-2961 


Srivatsan, Raghavachari. 
Simulator evaluation of displays for a re- 
vised takeoff performance monitoring 
system [microform] /, 93-24583 


St. Clair, Terry L. 
The mechanical properties of polyimide 
films after exposure to hi pH /, 93- 
12107 


St. Johns River Water Management District. 
Geohydrology of Osceola County, Flori- 
da /, 93-28650 


Hydrogeologic data from a test well in 
east-central Duval County, Florida [mi- 
croform]/, 93-5140 


Hydrologic conditions in the Nassau 
River basin, northeastern Florida, 1982- 
89 /, 93-18829 


Stabeno, P. 
Observations of currents, surface winds 
and bottom pressure in Shelikof Strait, 
autumn 1984 /, 93-1575 


Stabeno, P. J. 
Circulation and property distributions in 
the central Bering Sea [microform] / , 
93-1567 


Stacey, Nevzer. 

Education and training of 16- to 19-year- 
olds after compulsory schooling in the 
United States [microform] / , 93- 
25566 


Stacy, William J. 
Task training emphasis for determining 
training priority [microform] / , 93- 
1802 


Staelin, David H. 
Advanced microwave sounding unit 
study for atmospheric infrared sounder 
[microform] /, 93-17190 


Stafford, Elizabeth A. 

Interim report [microform] : collation and 
interpretation of data for Times Beach 
confined disposal facility, Buffalo, New 
York /, 93-1769 


Stahel, Edward P. 

Manganese dioxide coated filters for re- 
moving radium from drinking water 
[microform] : project summary /, 93- 
28253 


Staiert, Jim J. 
Strategic planning [microform] : a con- 
ceptual for small and midsize farmer 
cooperatives /, 93-27526 
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Stainback, P. Calvin. 
Heat transfer from cylinders in subsonic 
slip flows [microform] /, 93-24435 


Stainton, Catherine. 
Where is geography? [microform] : three 
studies of thinking and teaching /, 93- 
20989 


Staley, Michael R. 
ASCII CODAP programs for selecting 
and interpreting task clusters/, 93- 
18132 


Stalick, J. K. 

Accuracy in powder diffraction II [mi- 
croform] : proceedings of the interna- 
tional conference, May 26-29, 1992 / 
E. Prince and J.K. Stalick, editors ; 
organized by Commission on Powder 
Diffraction of the International Union 
of Crystallography ; sponsored by 
JCPDS—International Centre for Dif- 
fraction Data, International Union of 
Crystallography, National Institute of 
Standards and Technology., 93-27709 


Stallman, Anne C. 
Are ’new’ words really new? [microform] 
/, 93-20857 


Formal measures of early literacy [micro- 
form] /, 93-9163 


Stallmann, Friedemann, 1921- 
PR-EDB, power reactor embrittlement 
data base, version 1 : program descrip- 
tion /, 93-10291 


Stamer, J. K. 

Surface water-quality assessment of the 
lower Kansas River basin, Kansas and 
Nebraska [microform] : analysis of 
available water-quality data through 
1986 /, 93-11722 


Stamey, Timothy C. 
Floods on selected streams in the vicinity 
of Augusta, Georgia, October 12-13, 
1990 [microform] /, 93-14271 


Stancil, Shirley. 
Code inspection instructional validation 
[microform] /, 93-22168 


Standard Reference Materials Program 
(National Institute of Standards and 
Technology) 

NIST standard reference materials. Price 
list [[microform].] , 93-25291, 93- 
25292 


Standard Reference Materials Program 
(National Institute of Standards and 
Technology (U.S.)) 

NIST standard reference materials cata- 
log [[microform].] , 93-4010 
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Standards Code and Information Program (National 


Standards Code and Information Program 
(National Institute of Standards and 


Technology (U.S.)) 
Tbt news., 93-207 


Standley, Clive. 
Iterative deconvolution of X-ray and op- 
tical SNR images [microform] /, 93- 
24525 


Stanford Linear Accelerator Center. 
Beam line /, 93-581 


Stankey, George H. 

Defining wilderness quality [microform] : 
the role of standards in wilderness 
management : a workshop proceedings 
: Fort Collins, Colorado, April 10-11, 
1990 /, 93-25015 


Stankov, B. B. 

Remote sensor observations 
WISP90 [microform] the use of 
microwave radiometers, RASS, and 
ceilometers for detection of aircraft 
icing conditions /, 93-20415 


Stanley, Daniel L. 

Summary of the U.S. Geological Survey 
National field quality assurance pro- 
gram from 1979 through 1989 [micro- 
form] /, 93-28688 


Stanley, Gary L. (Gary Lee), 1961- 
Developing paper products markets in 
Mexico and the Caribbean /, 93-4086 


Stanley, Kerry M. 

Man-made marine debris and sea turtle 
strandings on beaches of the upper 
Texas and southwestern Louisiana 
coasts, June 1987 through September 
1989 [microform] /, 93-20428 


Stanley, Linda, 1940- 
Writing across the curriculum in commu- 
nity colleges [microform] / , 93-20929 


Stanley, Richard G. 

Rock-Eval pyrolysis and vitrinite reflec- 
tance results from outcrop samples of 
the Rincon Shale (lower Miocene) col- 
lected at the Tajiguas Landfill, Santa 
Barbara County, California [micro- 
form] /, 93-26376 


Stansfield, Charles W. 

Development of semi-direct tests of oral 
proficiency in Hausa, Hebrew, Indone- 
sian and Portuguese [microform] / , 
93-13500 


during 


Stanton, M. R. 

Experimental studies of the synthesis of 
pyrite and marcasite (FeS.) from 0° to 
200° C and summary of results [micro- 
form] /, 93-5266 


Stanton, Ronald W. 
Geological investigations of the Wamsut- 
ter Rim Canneloid coal bed in the 
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Eocene Niland Tongue of the Wasatch 
Formation, northern Washakie Basin, 
southwest Wyoming /, 93-7484 


Staples, Edward J. 
1 gHz digitizer fur space based laser al- 
timeter [microform] /, 93-12299 


Stark, Joan S. 
Course planning exploration for program 
self-study [microform] : user’s manual / 
, 93-16183 


Planning introductory college courses 
[microform] : influences on faculty /, 
93-16076 


Student goals exploration user’s manual 
[microform] : classroom research guide 
/, 93-16184 


Student goals exploration user’s manual 
[microform] institutional research 
guide /, 93-11266 


Stark, Timothy D. 

Program documentation and user’s guide 
[microform] : PCDDF839, primary con- 
solidation and desiccation of dredged 
fill /, 93-4250 


Starlinger, Alois. 

Ceramic component reliability with the 
restructured NASA/Cares Computer 
Program [microform] /, 93-19241 

Reliability analysis of laminated CMC 
components through shell subelement 
techniques [microform] /, 93-2829 


Reliability analysis of structural ceramic 
components using a three-parameter 
Weibull distribution [microform] / , 
93-12128 


Stassinopoulos, E. G. 

Shortcomings in ground testing, environ- 
ment simulations, and performance pre- 
dictions for space applications [micro- 
form] /, 93-2991 


Stasz, Cathleen, 1947- 
Teaching and learning generic skills for 
the workplace [microform] / , 93- 
9206 


State and Territorial Air Pollution Program 
Administrators (U.S.) 
NATICH newsletter [[microform]] / , 
93-624 


State Geological and Natural History Survey 
of Connecticut. 
Surficial materials map of Connecticut /, 
93-16864 


Stathis, Jennie S. 

The new earned income credit form is 
complex and may not be needed [mi- 
croform] statement of Jennie S. 
Stathis, Director, Tax Policy and Ad- 
ministration Issues, General Govern- 
ment Division, before the Subcommit- 
tee on Government Information Regu- 
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lation, Committee on Governmental 
Affairs, United States Senate /, 93- 
16361 


Tax administration [microform] an 
update on IRS’ progress on accounts 
receivable and strategic management : 
statement of Jennie S. Stathis, Director, 
Tax Policy and Administration Issues, 
General Government Division, before 
the Committee on Governmental Af- 
fairs, United States Senate /, 93-13784 


Tax administration [microform] : federal 
contractor tax delinquencies and status 
of the 1992 tax return filing season : 
statement of Jenniz S. Stathis, director, 
Tax Policy and Administration Issues, 
General Government Division, before 
the Subcommittee on Oversight, Com- 
mittee on Ways and Means, House of 
Representatives., 93-11378 


Tax administration [microform] : IRS’ 
budget request for fiscal year 1993 : 
statement of Jennie S. Stathis, Director, 
Tax Policy and Administration Issues, 
General Government Division, before 
the Subcommittee on Oversight, Com- 
mittee on Ways and Means, House of 
Representatives /, 93-13786 


Tax administration [microform] : IRS’ 
progress on integrity and ethics issues : 
statement of Jennie S. Stathis, Director, 
Tax Policy and Administration Issues, 
General Government Division, before 
the Subcommittee on Commerce, Con- 
sumer, and Monetary Affairs, Committ- 
tee on Government Operations, House 
of Representatives /, 93-28337 


Tax administration [microform] : money 
laundering forms could be used to 
detect nonfilers : statement of Jennie S. 
Stathis, Director, Tax Policy and Ad- 
ministration Issues, General Govern- 
ment Division, before the Subcommit- 
tee on Oversight, Committee on Ways 
and Means, House of Representatives / 
, 93-18519 


Tax policy [microform] : amortizing pur- 
chased intangible assets : statement of 
Jennie S. Stathis, Director, Tax Policy 
and Administration Issues, General 
Government Division, before the Sub- 
committee on Oversight, Committee on 
Ways and Means, House of Represent- 
atives /, 93-13774 


Tax policy [microform] : summary of 
GAO work related to expiring tax pro- 
visions : statement for the record of 
Jennie S. Stathis, Director, Tax Policy 
and Administration Issues, General 
Government Division, [before the] 
Committee on Ways and Means, House 
of Representatives /, 93-13780 


Staton, James Stephen, 1954- 
Performance and modeling of a hot po- 
tassium carbonate acid gas removal 
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system in treating coal gas [microform] 
: project summary /, 93-25905 


Statz, Richard N. 
Transmission monitor and control soft- 
ware reference manual [microform] / , 
93-15600 


Staude, John-Mark. 
Bluff recession rates along the Lake 
Michigan shoreline in Illinois [micro- 
form] /, 93-14233 


Stayton, Vicki D. 
Model programs for infants and toddlers 
with handicaps [microform] / , 93- 
1870 


Steele, David H. 
Indoor air pollutants from household 
product sources [microform] / , 93- 
9286 


Steele, Dorothy. 
Testing, tracking, and retaining young 
children [microform] : an analysis of 
research and social policy /, 93-28030 


Steele, F. K. (Francis K.) 
Frequency assignment summary for 1.435 
GHz-2.5 GHz band [microform] / , 
93-15607 


Tabulations of propogation data over ir- 
regular terrain in the 75- to 8400-MHz 
frequency range. Part V, Virginia [mi- 
croform] /, 93-15614 


Steele, Jimmy. 

Chemical hazards database and detection 
system for microgravity and materials 
processing facility (MMPF) [micro- 
form] : final report /, 93-24442 


Steele, Robert. 
Motor-operated valve research update 
[microform] /, 93-22561 


Steele, Robert W. (Robert Wilbur) 
The Douglas-fir/ninebark habitat type in 
central Idaho [microform] : succession 
and management /, 93-8395 


Steen, Gregory. 
Further wind tunnel investigation of the 
SM701 airfoil with aileron and turbula- 
tors [microform] /, 93-29315 


Steen, William Charles, 1944- 

Microbial transformation rate constants 
of structurally diverse man-made 
chemicals [microform] : project sum- 
mary /, 93-25889 


Steeples, Donald W. 

Kansas-Nebraska seismicity studies using 
the Kansas-Nebraska microearthquake 
network [microform] : final report /, 
93-19812 





Steeve, B. E. 
Applications of FEM and BEM in two- 
dimensional fracture mechanics prob- 
lems [microform] /, 93-17231 


Steffen, Christopher J. 
An investigation of DTNS2D for use as 
an incompressible turbulence modelling 
test-bed [microform] /, 93-9962 


Steffes, Paul G. 

Laboratory evaluation and application of 
microwave absorption properties under 
simulated conditions for planetary at- 
mospheres [microform] : report to the 
National Aeronautics and Space Ad- 
ministration, semiannual siatus report 
#18 for grant NAGW-533 /, 93- 
29340 


Report to the National Aeronautics and 
Space Administration, semiannual 
status report #17 for grant NAGW-53 
[microform] : laboratory evaluation and 
application of microwave absorption 
properties under simulated conditions 
for planetary atmospheres /, 93-12264 


Steger, Joette Lee. 

Analytical method evaluation for ethyl- 
ene oxide emissions from commercial 
dilute-acid hydrolytic control units [mi- 
croform] : project summary /, 93- 
25879 


Stehlin, Dori. 
Cosmetic safety : more complex than at 
first blush., 93-16494 


Depo-provera : the quarterly contracep- 
tive /, 93-28572 


On FDA’s front lines : investigators pro- 
tect public /, 93-18724, 93-26147, 
93-28573 


Women and nutrition : a menu of special 
needs /, 93-23846 


Stein, Marcy. 
The beginning reading instruction study / 
93-25542 


Stein, Robert R. 
Noise test report : handheld pneumatic 
rotary drill /, 93-14352 


Test apparatus for measuring sound 
power levels of drills /, 93-2477 


Stein, Sheryl E. 
Prekindergarten teacher licensure [micro- 
form] /, 93-4533 


Steinberg, Laurence. 

Authoritative parenting and adolescent 
adjustment across varied ecological 
niches [microform] : final deliverable /, 
93-13474 


Negative correlates of part-time employ- 
ment during adolescence [microform] : 
replication and elaboration /, 93- 
13475 
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Steinsberger, S. C. 


Steinecke, Charies. 
Employee involvement and quality man- 
agement in the federal government., 
93-29433 


Steinetz, Bruce. 

Tribological evaluation of an Al,0;SiO. 
ceramic fiber candidate for high tem- 
perature sliding seals [microform] / , 
93-5792 


Steinetz, Bruce M. 

Evaluation of an innovative high temper- 
ature ceramic wafer seal for hypersonic 
engine applications [microform] / , 
93-2838 


High temperature dynamic engine seal 
technology development [microform] / 
, 93-5800 


High temperature NASP engine seals 
[microform] : a technology review /, 
93-5741 


Relative sliding durability of candidate 
high temperature fiber seal materials 
[microform] /, 93-19219 


Sliding durability of candidate seal fiber 
materials in hydrogen from 25 to 900° 
[microform] /, 93-29159 


Sliding durability of two carbide-oxide 
high temperature fiber seal materials in 
air to 900° C [microform] / , 93-5780 


Steinhoff, Jeffrey C. 

Financial management [microform] 
problems affecting BIA Trust Fund fi- 
nancial management : statement of Jef- 
frey C. Steinhoff, Director, Civil 
Audits, Accounting, and Financial 
Management Division, before the 
Select Committee on Indian Affairs, 
United States Senate /, 93-21157 

Financial management [microform] 
status of BIA’s efforts to resolve long- 
standing trust fund management prob- 
lems : statement of Jeffrey C. Steinhoff, 
Director, Civil Audits, Accounting and 
Financial Management Division, before 
the Select Committee on Indian Af- 
fairs, United States Senate /, 93-23718 


Steinhoff, John. 
Development of a multigrid transonic po- 
tential flow code for cascades [micro- 
form] /, 93-17155 


Steinolfson, R. S. 
Dynamics and energetics of the solar 
corona [microform] /, 93-22163 


Steinsberger, S. C. 

Laboratory and field evaluation of meth- 
odology for determination of hydrogen 
chloride emissions from municipal and 
hazardodus waste incinerators [micro- 
form] : project summary /, 93-25887 
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Steinsberger, Scott C. 


Steinsberger, Scott C. 
Evaluation of HCl continuous emission 
monitors [microform] : project summa- 

ry /, 93-25880 


Stelling, John H. E. 
Evaluation of emission sources at a wa- 
ferboard manufacturing plant [micro- 
form] /, 93-28274 


Stephan, James J. 
Census of local jails, 1983 [microform] / , 
93-16946 


Census of local jails, 1988 [microform] / , 
93-16952 


Stephen P. Norris. 
Verbal reports of thinking as data for 
validating multiple-choice tests [micro- 
form] /, 93-23386 


Stephen R. Braund & Associates. 
North Slope subsistence study [micro- 
form] : Barrow, 1988 /, 93-2571 


Stephens, Clarence W. 
12th Interservice/Industry Training Con- 
ference 1990 [microform] : SIMNET 
fighter aircraft application /, 93-15854 


Stephens, Diane. 
Explorations in reflective practice [micro- 
form] /, 93-1889 


Toward an understanding of whole lan- 
guage [microform] /, 93-28035 


Whole language in context [microform] / 
, 93-23549 


Stephens, E. Robert. 

A framework for evaluating state policy 
options for the reorganization of rural, 
small school districts [microform] / , 
93-16120 


Stephens, J. Briscoe. 

Functional requirements document for 
NASA/MSFC Earth Science and Ap- 
plications Division [microform] / , 
93-12091 


Stephens, Susan A., 1948- 
The study of programs of instruction for 
handicapped children and youth in day 
and residential facilities [microform] / , 
93-23441 


Stephenson, L. D. 
State-of-the-art technologies for construc- 
tion in space : a review /, 93-15778 


Stephenson, Richard W., 1930- 
A plan wholfljy new : Pierre Charles 
L’Enfant’s plan of the City of Wash- 
ington /, 93-19143 


Stephenson, Stanley D. 

The effect of instructor-student interac- 
tion on achievement in computer-based 
training (CBT) [microform] / , 93- 
6963 
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The effects of student-instructor interac- 
tion on achievement in a dyad comput- 
er-based training environment [micro- 
form] /, 93-11091 


Stephenson, Stanley D.S 
Maximizing achievement in computer- 
based training (CBT) [microform] : the 
role of the instructor and other varia- 
bles/, 93-6964 


Stepniewski, Andrew. 
Washington Spokane District : birds of 
the Yakima River Canyon /, 93-11938 


Steppleton, Carolyn D. 
Georgia’s timber industry [microform] : 
an assessment of timber product output 
and use, 1989 /, 93-3715 


Stern, David. 

Separating the wheat from the chaff [mi- 
croform] : the role of vocational educa- 
tion in economic development /, 93- 
23423 


Skills and security in evolving employ- 
ment systems [microform] : observa- 
tions from case studies /, 93-28086 


Stern, Gary R. 
Progress report for investigations on Blue 
Creek [microform] : fy 1989 /, 93- 
2544 


Stern, Robert A. 
Performance characteristics of STIS de- 
tectors, NASA contract NAS5-30435 
[microform] : final report /, 93-26856 


Stern, S. A. 

Structure/permeability relationships of 
silicon-containing polyimides [micro- 
form] /, 93-29223 


Steuck, Kurt. 
Intelligent tutoring systems [microform] : 
a taxonomy of evaluation issues /, 93- 
4316 


Steuck, Kurt W. 

Air Force Officer Qualifying Test 
(AFOQT) [microform] : forms P pre- 
implementation analyses and equating / 
, 93-1811 


Stevens, Chip P. 

An index of continuous-tone photograpo- 
hic prints of the digital shaded-relief 
map of the United States—whole or in 
six sections [microform] / , 93-16761 


Stevens, David W. 
Measuring employment outcomes using 
unemployment insurance wage records 
[microform] /, 93-25521 


Stevens, Floraline I. 
Opportunity to learn : issues of equity for 
poor and minority students /, 93- 
20841 
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Stevens, Grady H. 
Data distribution satellite [microform] / , 
93-19213 


Stevens, L. Nye. 

A-76 program issues [microform] : state- 
ment of L. Nye Stevens, Director, 
Government Business Operations 
Issues, General Government Division, 
before the Subcommittee on Human 
Resources, Committee on Post Office 
and Civil Service, House of Represent- 
atives /, 93-16341 


Barriers to installing energy-efficient 
lighting in federal buildings [micro- 
form] : statement of L. Nye Stevens, 
Director, Government Business Oper- 
ations Issues, before the Subcommittee 
on Environment, Energy and Natural 
Resources, Committee on Government 
Operations, and the Subcommittee on 
Energy and Power, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-16357 


Census reform [microform] : major ex- 
pansion in use of administrative records 
for 2000 is doubtful : statement of L. 
Nye Stevens, Director, Government 
Business Operations Issues, General 
Government Division, before the Sub- 
committee on Government Information 
and Regulation, Committee on Gov- 
ernmental Affairs, United States Senate 
/, 93-23725 


Census reform [microform] : question- 
naire test shows simplification holds 
promise : statement of L. Nye Stevens, 
Director, Government Business Oper- 
ations Issues, General Government Di- 
vision, before the Subcommittee on 
Census and Population, Committee on 
Post Office and Civil Service, House of 
Representatives /, 93-23728 

Decennial census [microform] : prelimi- 
nary 1990 lessons learned indicate need 
to rethink census approach : statement 
of L. Nye Stevens, Director, Govern- 
ment Business Operations Issues, Gen- 
eral Government Division, before the 
Subcommittee on Census and Popula- 
tion, Committee on Post Office and 
Civil Service, House of Representatives 
/, 93-16343 


Decennial census [microform] : status of 
housing coverage check and postcensus 
local review programs : statement of L. 
Nye Stevens, Director, Government 
Business Operations Issues, General 
Government Division, before the Sub- 
committee on Census and Population, 
Committee on Post Office and Civil 
Service, House of Representatives /, 
93-16359 


The disinvestment in federal office space 
[microform] : statement of L. Nye Ste- 
vens, Director, Government Business 
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Operations Issues, General Govern- 
ment Division, before the Subcommit- 
tee on Water Resources, Transporta- 
tion, and Infrastructure, Committee on 
Environment and Public Works, 
United States Senate /, 93-16345 


Government civil aircraft [microform] : 
longstanding management problems : 
statement of L. Nye Stevens, Director, 
Government Business Operations 
Issues, General Government Division, 
before the Subcommittee on General 
Services, Federalism, and the District 
of Columbia, Committee on Govern- 
mental Affairs, United States Senate /, 
93-23722 


GSA [microform] : a central management 
agency needing comprehensive con- 
gressional oversight : statement of L. 
Nye Stevens, Director, Government 
Business Operations Issues, General 
Government Division, before the Com- 
mittee on Government Operations, 
House of Representatives /, 93-13776 


Limited public demand for new dollar 
coin or elimination of penny [micro- 
form] : statement of L. Nye Stevens, 
Director, Government Business Oper- 
ations Issues, General Government Di- 
vision, before the Subcommittee on 
Consumer Affairs and Coinage, Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives /, 
93-13765 


Long-term neglect of federal building 
needs [microform] : statement of L. 
Nye Stevens, Director, Government 
Business Operations Issues, General 
Government Division, before the Sub- 
committee on Water Resources, Trans- 
portation, and Infrastructure, Commit- 
tee on Environment and Public Works, 
United States Senate /, 93-13771 


A new dollar coin has budgetary savings 
potential, but questionable acceptability 
[microform] : statement of L. Nye Ste- 
vens, Director, Government Business 
Operations Issues, General Govern- 
ment Division, before the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate /, 93-13766 


Postal automation and pricing in the 
1990s [microform] : statement of L. 
Nye Stevens, Director, Government 
Business Operations Issues, General 
Government Division, before the Com- 
mittee on Post Office and Civil Serv- 
ice, House of Representatives /, 93- 
18516 


Postal Service real estate acquisition [mi- 
croform] : statement of L. Nye Ste- 
vens, Director, Government Business 
Operations Issues, General Govern- 
ment Division, before the Committee 
on Post Office and Civil Service, 
House of Representatives /, 93-16336 





Potential impact of using adjusted census 
counts for federal formula programs 
[microform] : statement of L. Nye Ste- 
vens, Director, Government Business 
Operations Issues, General Govern- 
ment Division, before the Subcommit- 
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May 31, 1988, with exchange of let- 
ters., 93-12386 


Maritime matters, salvage of CSS Ala- 
bama : agreement between the United 
States of America and France, signed 
at Paris October 3, 1989., 93-29559 


Maritime, search and rescue : agreement 
between the United States of America 
and Japan, signed at Tokyo December 
12, 1986., 93-22329, 93-26949, 93- 
29536, 93-29570 


Maritime transport : agreement between 
the United States of America and 
Brazil, signed at Rio de Janeiro De- 
cember 10, 1986 with related letters, 
and extending agreement, effected by 
exchange of letters, signed at Rio de 
Janeiro, December 20, 1989., 93- 
26922 


Marsh-Billings National Historical Park 
Establishment Act., 93-1442 


Medical Device Amendments of 1992., 
93-1392 


The Merchant Marine Act, 1936, the 
Shipping Act of 1984, and related acts 
(as amended through the 102d Con- 
gress)., 93-20079 


Military Construction 
Act, 1993., 93-3934 


Military missions : agreement between 
the United States of America and Libe- 
ria amending and extending the agree- 
ment of January 11, 1951, as amended 
and extended, effected by exchange of 
notes dated at Monrovia April 22,and 
May 5, 1987., 93-26927 

Mining claims on Stock Raising Home- 
stead Act lands., 93-22893 

Narcotic drugs : additional cooperative 
arrangements to curb illegal traffic : 
agreements between the United States 
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of America and Mexico, amending the 
agreement of June 2, 1977, as amended, 
effected by exchange of letters signed 
at Mexico January 13 and March 12, 
1986, and exchange of letters, signed at 
Mexico March 13 and April 7, 1986, 
and exchange of letters, signed at 
Mexico June 3 and July 1, 1986, and 
exchange of letters, signed at Mexico 
November 3 and December 18, 1986., 
93-29479 


Narcotic drugs : agreement between the 
United States of America and Brazil, 
signed at Brasilia September 3, 1986., 
93-19580, 93-26954, 93-26956, 93- 
26958 


Narcotic drugs : memorandum of under- 
standing between the United States of 
America and the Union of Soviet So- 
cialist Republics, signed at Paris Janu- 
ary 8, 1989., 93-12383 


Narcotic drugs, additional cooperative ar- 
rangements to curb illegal traffic : 
agreement between the United States 
of America and Mexico, amending the 
agreement of September 25 and Octo- 
ber 10, 1984, effected by exchange of 
letters signed at Mexico April 2, 1985., 
93-14851, 93-14852, 93-29533 


Narcotic drugs, additional cooperative ar- 
rangements to curb illegal traffic : 
agreements between the United States 
of America and Mexico, amending the 
agreement of March 29, 1983, effected 
by exchange of letters signed at Mexico 
April 25, 1985 and exchange of letters, 
signed at Mexico January 29 and 
March 12, 1986., 93-19562, 93-19563, 
93-26932 


Narcotic drugs, combat production and 
illicit trafficking : agreement between 
the United States of America and Hon- 
duras, signed at Tegucigalpa Novem- 


ber 14, 1988., 93-29514 


Narcotic drugs, trafficking and drug de- 
pendency : agreement between the 
United States of America and Mexico, 
signed at Mexico February 23, 1989., 
93-26960 


Narcotics agreement between the 
United States of America and the Do- 
minican Republic, signed at Santo Do- 
mingo November 18, 1985., 93-14853 

National and Community Service Act of 
1990., 93-3937 

National Cooperative Research Act of 
1984., 93-27551 

National Historic Preservation Act of 
1966, as amended., 93-29827 

National Institutes of Health Revitaliza- 
tion Act of 1993., 93-25089 

National Oceanic and Atmospheric Ad- 
ministration Authorization Act of 
1992., 93-8619 


National Trails System Act., 93-6659 





Native American Languages Act of 
1992., 93-8589 


Native American Programs Act of 1974., 
93-29883 


Native Americans Programs Act of 
1974., 93-3930 


Navigation agreement between the 
United States of America and the 
Union of Soviet Socialist Republics, 
signed at Moscow May 31, 1988., 93- 
12387 


Navigation, Loran-C : agreement be- 
tween the United States of America 
and the Federal Republic of Germany, 
signed at Hamburg March 20, 1989., 
93-26964 


North American Aerospace Defense 
Command (NORAD) : agreement be- 
tween the United States of America 
and Canada extending the agreement of 
March 11, 1981, effected by exchange 
of notes, signed at Washington March 
19, 1986., 93-22312 


North American Free Trade Agreement 
between the Government of the United 
States of America, the Government of 
Canada, and the Government of the 
United Mexican States., 93-12368 


Northern Cheyenne Indian Reserved 
Water Rights Settlement Act of 1992., 
93-3929 


Oceanographic research : agreement be- 
tween the United States of America, 
Australia and New Zealand, signed at 
Washington September 19, 1984., 93- 
22315 


Oceanography, cooperation in studies of 
the world ocean : agreement between 
the United States of America and the 
Union of Soviet Socialist Republics, ex- 
tending the agreement of June 19, 
1973, as amended and extended, effect- 
ed by exchange of notes, dated at 
Moscow March 25 and July 30, 1985., 
93-12378, 93-12382, 93-14864 

Oceanography, ocean drilling : memoran- 
dum of understanding between the 
United States of America and Canada, 
signed at Ottawa and Washington De- 
cember 23 and 30, 1988., 93-29509 

Older Americans Act of 1965., 93-3930, 
93-29883 

Omnibus Budget Reconciliation Act of 
1989., 93-11632 

Omnibus Crime Control and Safe Streets 
Act of 1968., 93-8586, 93-8596 

Overview and compilation of U.S. trade 
statutes, including economic data /, 
93-17664 

Palo Alto Battlefield National Historic 
Site Act of 1991., 93-1396 

Patent and Plant Variety Protection 
Remedy Clarification Act., 93-10582 
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Peace Corps Act., 93-10585 


Pollution, Bering and Chukchi Seas, 
agreement between the United States 
of America and the Union of Soviet 
Socialist Republics, signed at Moscow, 
May 11, 1989., 93-24641 


Pollution, Great Lakes water quality : 
protocol between the United States of 
America and Canada, amending the 
agreement of November 22, 1978 as 
amended, signed at Toledo November 
18, 1987., 93-26928 


Postal, bureaufax service : memorandum 
of understanding between the United 
States of America and Turkey, signed 
at Ankara and Washington, February 
14 and March 14, 1990., 93-29581 


Postal, express mail service : agreement 
between the United States of America 
and Austria, effected by exchange of 
letters, signed at Washington and 
Vienna, August 6 and September 4, 
1986, with memorandum of under- 
standing, and detailed regulations., 93- 
22314 


Postal, express mail service : agreement, 
with detailed regulations, between the 
United States of America and Pakistan, 
signed at Islamabad and Washington, 
March 11 and 30, 1987., 93-3057, 93- 
3058, 93-3059, 93-3060, 93-12385, 
93-19584, 93-19585, 93-22323, 93- 
22324, 93-22331, 93-24647, 93- 
26933, 93-26963, 93-29481, 93- 
29486, 93-29488, 93-29490, 93- 
29491, 93-29493, 93-29495, 93- 
29496, 93-29499, 93-29504, 93- 
29506, 93-29510, 93-29512, 93- 
29517, 93-29518, 93-29525, 93- 
29526, 93-29527, 93-29529, 93- 
29535, 93-29539, 93-29547, 93- 
29561, 93-29562, 93-29566, 93- 
29582, 93-29583, 93-29585, 93- 
29586, 93-29592, 93-29593 


Postal, express mail service : agreements 
with detailed regulations, between the 
United States of America and Trinidad 
and Tobago, signed at Port of Spain 
and Washington, November 3 and De- 
cember 7, 1987., 93-29484, 93-29494, 
93-29497 


Postal, express mail service : memoran- 
dum of understanding, with detailed 
regulations, between the United States 
of America and Bangladesh, signed at 
Dhaka and Washington, April 9 and 
17, 1987., 93-3056 

Postal, express mail service : memoran- 
dum of understanding, with details of 
implementation, between the United 
States of America and Australia signed 
at Washington and Victoria June 5 and 
16, 1981., 93-26968 


Postal, INTELPOST service : memoran- 
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implementation, between the United 
States of America and the Union of 
Soviet Socialist Republics, signed at 
Moscow and Washington, February 14 
and March 9, 1989., 93-24651, 93- 
29487, 93-29502, 93-29555, 93- 
29574 


Postal, money order : agreement between 
the United States of America and 
Israel, signed at Jerusalem and Wash- 
ington, December 15, 1988 and January 
9,  1989., 93-29503, 93-29556, 93- 
29557, 93-29595 


Postal money orders : agreement between 
the United States of America and 
Mexico, signed at Mexico and Wash- 
ington May 31 and June 17, 1988., 93- 
26948 


Production sharing [[microform]] : U.S. 
imports under Harmonized Tariff 
Schedule subheadings 9802.00.60 and 
9802.00.80., 93-11959, 93-19067, 93- 
21782 


Proposed agreement between the United 
States and Indonesia : message from 
the President of the United States 
transmitting the signed text of a pro- 
posed agreement for cooperation be- 
tween the government of the United 
States and Indonesia on cooperation in 
peaceful uses of nuclear energy, along 
with copies of other documents relat- 
ing to that agreement, pursuant to 42 
U.S.C. 2153(b), (d)., 93-8111 


Protocol amending the 1984 income tax 
convention with Barbados : message 
from the President of the United States 
transmitting the protocol amending the 
convention between the United States 
of America and Barbados for the 
avoidance of double taxation and the 
prevention of fiscal evasion with *e- 
spect to taxes on income signed on De- 
cember 31, 1984, which protocol was 
signed at Washington on December 18, 
1991., 93-8089 


Protocol to the Treaty of Friendship, 
Commerce, and Consular Rights with 
the Republic of Finland : message from 
the President of the United States 
transmitting the protocol between the 
government of the United States of 
America and the government of the 
Republic of Finland to the Treaty of 
Friendship, Commerce, and Consular 
Rights of February 13, 1934, as modi- 
fied by the protocol of December 4, 
1952, signed at Washington on July 1, 
1991., 93-3123 


Protocol to the Treaty of Friendship, 
Commerce, and Navigation with Ire- 
land : message from the President of 
the United States transmitting the pro- 
tocol between the government of the 
United States of America and the gov- 
ernment of Ireland to the Treaty of 
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Friendship, Commerce, and Navigation 
of January 21, 1950, signed at Wash- 
ington on June 24, 1992., 93-3124 
Public Health Service Act., 93-1413, 
93-1444, 93-6635, 93-6636, 93-8518, 
93-8571, 93-8600, 93-25089 
Public Health Service Act Technical 
Amendments Act., 93-1444 


Rail Safety Enforcement and Review 
Act., 93-1457 


Ready to Learn Act., 93-8605 
Reclamation Projects Authorization and 


Adjustment Act of 1992., 93-15441 


Rehabilitation Act Amendments of 1992., 


93-15440 


memorandum of understand- 
ing between the United States of 
America and Israel, signed at Washing- 
ton and Jerusalem, April 21 and 28, 
1988., 93-26944 


Rural Electrification Act of 1936., 93- 


6643, 93-8610 


Saint Lawrence Seaway : tariff of tolls, 


agreements between the United States 
and Canada amending and supplement- 
ing the agreement of March 9, 1959, as 
amended and supplemented, effected 
by exchange notes signed at Washing- 
ton, May 3, 1985, and exchange of 
notes signed at Washington, April 9 
and 11, 1986., 93-3061 


Scientific and technical cooperation 


agreement between the United States 
of America and the Socialist Federal 
Republic of Yugoslavia, extending the 
agreement of April 2, 1980, effected by 
exchange of notes dated at Belgrade 
June 21 and August 1, 1985., 93- 
12372, 93-29594 


Scientific and technical cooperation : 
agreements between the United States 
of America and Brazil, extending the 
agreement of December 1, 1971, as 
amended and extended, effected by ex- 
change of notes, dated at Brasilia 
March 8, 1985 and exchange of notes, 
dated at Brasilia November 4 and 18, 
1985., 93-14841, 93-29477 


Scientific and technical cooperation 
earth sciences, agreement between the 
United States of America and Kuwait, 
amending and extending the memoran- 
dum of understanding, of January 26 
and April 29, 1983, signed at Kuwait 
December 4, 1988., 93-29508 


Scientific and technical cooperation : 
memorandum of understanding be- 
tween the United States of America 
and Norway, signed at Reston and 
Trondheim December 9, 1987 and Feb- 
ruary 4, 1988., 93-29528, 93-29577 

Scientific and technical cooperation : 
earth sciences : agreement between the 
United States of America and the Hun- 
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garian People’s Republic, extending the 
memorandum of understanding of Jan- 
uary 6 and 20, 1984, as extended, 
signed at Reston and Budapest, Janu- 
ary 26 and February 9, 1988., 93- 
26942 


Scientific and technical cooperation, in 
the earth sciences : memorandum of 
understanding between the United 
States of America and the Hungarian 
People’s Republic, signed at Reston 
and Budapest, January 6 and 20, 1984 
and extending agreement, signed at 
Reston and Budapest, March 17 and 
April 21, 1986., 93-22313 


Scientific and technological cooperation : 
agreement between the United States 
of America and Australia, amending 
and extending the agreement of Octo- 
ber 16, 1968, as extended, effected by 
exchange of notes, signed at Washing- 
ton October 15, 1985 and January 13, 
1986., 93-22341, 93-24648, 93- 
26941, 93-29537 


Scientific cooperation : agreement be- 
tween the United States of America 
and the Union of Soviet Socialist Re- 
publics, signed at Paris January 8, 
1989., 93-12389 


Scientific cooperation : balloon launching 
and associated services : agreement be- 
tween the United States of America 
and Australia, effected by exchange of 
notes, dated at Canberra January 24 
and July 24, 1985., 93-10087 


Scientific cooperation : memorandum of 
understanding between the United 
States of America and Mexico, signed 
at Mexico March 31, 1989., 93-29505 


Scientific cooperation, geological sciences 
: agreement between the United States 
of America and France, amending and 
extending the memorandum of under- 
standing of July 8 and 23, 1982, signed 
at Washington July 17, 1989., 93- 
29543 


Scientific cooperation in the earth sci- 
ences : memorandum of understanding 
between the United States of America 
and Liberia, signed at Reston and Mon- 
rovia, February 24 and March 20, 
1986., 93-19586 


Seismic data system : memorandum of 
understanding between the United 
States of America and Brazil, signed at 
Reston and Brasilia April 8 and May 5, 
1986., 93-14863 


Seismic observations : memorandum of 
understanding between the United 
States of America and Botswana, 
signed at Reston and Gaborone, June 
16 and August 13, 1986., 93-19564 


Settlement of the Railroad Labor-Man- 
agement Disputes., 93-1398 





1993 


Small Business Act., 93-1458 


Small Business Credit and Business Op- 
portunity Enhancement Act of 1992., 
93-1458 


Snake River Birds of Prey National Con- 
servation Area., 93-27563 


Solid Waste Disposal Act., 93-6625 


Space cooperation : agreement between 
the United States of America and the 
Union of Soviet Socialist Republics, 
signed at Moscow April 15, 1987., 93- 
12381 


Space cooperation : manned space station 
: memorandum of understanding be- 
tween the United States of America 
and Japan, signed at Tokyo May 9, 
1985., 93-10090 


Space cooperation : memorandum of un- 
derstanding between the United States 
of America and the European Space 
Agency, signed at Paris June 3, 1985., 
$3-14854 


Space cooperation, vehicie tracking and 
communication facility : agreements 
between the United States of America 
and Senegal, extending the agreement 
of January 30 and February 5, 1981, as 
amended, effected by exchange of 
notes, dated at Dakar October 27, 1983 
and February 14, 1984, and exchange 
of notes, signed at Dakar September 
26, and December 27, 1985., 93-29478 


The START Treaty : report of the Com- 
mittee on Foreign Relations, United 
States Senate together with additional 
views to accompany Treaty doc. 102- 
20 and Treaty doc. 102-32., 93-6069 


Stock Raising Homestead Act. 93- 
22893 


Tariff Act of 1930. Title I1,Harmonized 
Tariff Schedule of the United States., 
93-11959 


Tax convention with Mexico : message 
from the President of the United States 
transmitting the convention between 
the government of the United States of 
America and the government of the 
United Mexican States for the avoid- 
ance of double taxation and the preven- 
tion of fiscal evasion with respect to 
taxes on income, together with a relat- 
ed protocol, signed at Washington on 
September 18, 1992., 93-22436 


Tax convention with the Netherlands : 
message from the President of the 
United States transmitting the conven- 
tion between the United States of 
America and the Kingdom of the 
Netherlands for the avoidance of 
double taxation and the prevention of 
fiscal evasion with respect to taxes on 
income, signed at Washington on De- 
cember 18, 1992., 93-22435 


Taxation : agreement between the United 
States of America and Jamaica, effect- 





ed by exchange of notes, signed at 
Kingston April 3 and May 1, 1986., 
93-19565 


Taxation : information exchange, agree- 
ment between the United States of 
America and Trinidad and Tabago, 
signed at Port of Spain January 11, 
1989., 93-29500 


Taxation, air transport : agreement be- 
tween the United States of America 
and Singapore, signed at Singapore 
Septeniber 30, 1985, with related let- 
ters., 93-10085, 93-29534 


Taxation, aircraft : agreement between 
the United States of America and El 
Salvador, effected by exchange of 
notes, signed at San Salvador Decem- 
ber 17, 1987., 93-26930 


Taxation, defense contractors : memoran- 
dum of understanding between the 
United States of America and the 
United Kingdom of Great Britain and 
Northern Ireland, signed at Washing- 
ton July 7, 1987., 93-24657 


Taxation, exchange of information 
agreement between the United States 
of America and Grenada, signed at 
Washington December 18, 1986., 93- 
22326, 93-22327 


Taxation, reimbursement : agreement be- 
tween the United States of America 
and the International Tropical Timber 
Organization, signed at Tokyo Decem- 
ber 27, 1988., 93-26970, 93-29498, 
93-29579, 93-29580 


Taxation, shipping : agreement between 
the United States of America and Peru, 
effected by exchange of notes, dated at 
Lima December 15, 1988., 93-29507 


Taxation, shipping and aircraft : agree- 
ment between the United States of 
America and Belgium, effected by ex- 
change of notes dated at Washington 
October 14, 1987 and March 21, 1988., 
93-26938, 93-26952, 93-26957, 93- 
26969, 93-29482, 93-29483, 93- 
29485, 93-29489, 93-29492, 93- 
29584, 93-29590, 93-29591 


Technical and Miscellaneous Civil Serv- 
ice Amendments Act of 1992., 93- 
3932 


Technical assistance : Inga-Shaba project 
: agreements between the United States 
of America and Zaire, signed at Kin- 
shasa April 14, 1984, and amending and 
extending agreement, signed at Kin- 
shasa July 3, 1986., 93-26921 

Technical cooperation : agreement be- 
tween the United States of America 
and Denmark, amending the agreement 
of March 25, 1985 as extended, signed 
at Copenhagen May 2, 1988., 93- 
26946 


Technical cooperation : agreements be- 
tween the United States of America 
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and Denmark, extending the agreement 
of March 25, 1985, effected by ex- 
change of notes dated at Copenhagen 
September 11 and 25, 1987 and ex- 
change of notes dated at Copenhagen 
December 29, 1987 and January 7, 
1988., 93-26936 


Technical cooperation : memorandum of 
understanding between the United 
States of America and Canada, signed 
at Washington March 27, 1986. 93- 
22319 


Telec« ications, frequency modulat- 
ing broadcasting : agreement between 
the United States of America and 
Mexico amending the agreement of 
November 9, 1972, as amended, effect- 
ed by exchange of notes signed at 
Washington September 7, 1984, Febru- 
ary 28, March 21 and May 14, 1985., 
93-14849 


Telecc ications, radio communica- 
tions between amateur stations on 
behalf of third parties : agreement be- 
tween the United States of America 
and South Africa, effected by exchange 
of notes, signed at Pretoria March 28 
and May 1, 1985., 93-12373, 93- 
14861, 93-24649, 93-29569 


Title 5, United States Code, government 
organization and employees /, 93- 
20085, 93-20086 


Title 10, United States Code : Armed 
Forces : Title 32, United States Code : 
National Guard and selected additional 
provisions of law (as amended through 
December 31, 1992) /, 93-19884 


To Provide for the Establishment of the 
Brown v. Board of Education National 
Historical Site in the State of Kansas, 
and for Other Purposes., 93-8590 


Torpedo test range : strait of Georgia and 
Jervis inlet : agreement between the 
United States of America and Canada, 
extending the agreement of January 13 
and April 14, 1976, effected by ex- 
change of notes, signed at Ottawa and 
Washington, June 3 and 17, 1986., 93- 
19571 


Tourism Policy and Export Promotion 
Act of 1992., 93-3928 


Tracking stations : agreement between 
the United States of America and the 
Seychelles, amending the agreement of 
June 29, 1976, as amended, effected by 
exchange of notes, signed at Victoria 
November 5, 1985., 93-22337 


Trade, export subsidies : agreement be- 
tween the United States of America 
and Turkey, effected by exchange of 
letters, signed at Washington February 
25, 1985., 93-8012, 93-8013, 93- 
12374 








Page I-577 





US. 


Transportation : memorandum of under- 
standing between the United States of 
America and Italy, signed at Rome 
April 12, 1985., 93-14844 


Treaties, etc., 93-3054, 93-3055, 93- 
3056, 93-3057, 93-3058, 93-3059, 
93-3060, 93-3061, 93-3062, 93-3063, 
93-3064, 93-3065, 93-3122, 93-3123, 
93-3124, 93-3125, 93-3228, 93-5928, 
93-5929, 93-5930, 93-5931, 93-6016, 
93-6069, 93-6079, 93-6080, 93-8011, 
93-8012, 93-8013, 93-8089, 93-8111, 
93-10085, 93-10086, 93-10087, 93- 
10088, 93-10089, 93-10090, 93- 
10091, 93-10092, 93-12373, 93- 
12374, 93-12375, 93-12376, 93- 
12377, 93-12378, 93-12379, 93- 
12380, 93-12381, 93-12382, 93- 
12383, 93-12384, 93-12385, 93- 
12386, 93-12387, 93-12388, 93- 
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14841, 93-14842, 93-14843, 93- 
14844, 93-14845, 93-14846, 93- 
14847, 93-14848, 93-14849, 93- 
14850, 93-14851, 93-14852, 93- 
14853, 93-14854, 93-14855, 93- 
14856, 93-14857, 93-14858, 93- 
14860, 93-14861, 93-14862, 93- 
14863, 93-14864, 93-14865, 93- 
17272, 93-17273, 93-17274, 93- 
17275, 93-17352, 93-19562, 93- 
19563, 93-19564, 93-19565, 93- 
19566, 93-19567, 93-19568, 93- 
19569, 93-19570, 93-19571, 93- 
19572, 93-19573, 93-19574, 93- 
19575, 93-19576, 93-19577, 93- 
19578, 93-19579, 93-19580, 93- 
19581, 93-19582, 93-19583, 93- 
19584, 93-19585, 93-19586, 93- 
19587, 93-19675, 93-19676, 93- 
19723, 93-22305, 93-22306, 93- 
22307, 93-22308, 93-22309, 93- 
22310, 93-22312, 93-22313, 93- 
22314, 93-22316, 93-22317, 93- 
22318, 93-22319, 93-22320, 93- 
22321, 93-22322, 93-22323, 93- 
22324, 93-22325, 93-22326, 93- 
22327, 93-22328, 93-22329, 93- 
22330, 93-22331, 93-22332, 93- 
22333, 93-22334, 93-22335, 93- 
22336, 93-22337, 93-22338, 93- 
22339, 93-22340, 93-22341, 93- 
22435, 93-22436, 93-24640, 93- 
24641, 93-24642, 93-24643, 93- 
24644, 93-24645, 93-24646, 93- 
24647, 93-24648, 93-24649, 93- 
24650, 93-24651, 93-24652, 93- 
24653, 93-24655, 93-24656, 93- 
24657, 93-24658, 93-24659, 93- 
24747, 93-26920, 93-26921, 93- 
26922, 93-26923, 93-26924, 93- 
26927, 93-26928, 93-26929, 93- 
26930, 93-26931, 93-26932, 93- 
26933, 93-26934, 93-26935, 93- 
26936, 93-26937, 93-26938, 93- 
26939, 93-26940, 93-26941, 93- 
26942, 93-26943, 93-26944, 93- 
26945, 93-26946, 93-26948, 93- 
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26958, 93-26959, 93-26960, 93- 
26961, 93-26962, 93-26963, 93- 
26964, 93-26905, 93-26966, 93- 
26967, 93-26968, 93-26969, 93- 
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29477, 93-29478, 93-29479, 93- 
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29483, 93-29484, 93-29485, 93- 
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29490, 93-29491, 93-29492, 93- 
29493, 93-29495, 93-29496, 93- 
29497, 93-29498, 93-29499, 93- 
29500, 93-29501, 93-29502, 93- 
29503, 93-29504, 93-29505, 93- 
29506, 93-29507, 93-29508, 93- 
29509, 93-29510, 93-29511, 93- 
29512, 93-29513, 93-29514, 93- 
29515, 93-29516, 93-29517, 93- 
29518, 93-29519, 93-29520, 93- 
29521, 93-29522, 93-29523, 93- 
29524, 93-29525, 93-29526, 93- 
29527, 93-29528, 93-29529, 93- 
29530, 93-29531, 93-29532, 93- 
29533, 93-29534, 93-29535, 93- 
29536, 93-29537, 93-29538, 93- 
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only. Kings County, CA—fast food 
restaurants /, 93-24243 


Occupational compensation survey—pay 
only. Lake County, IL—fast food res- 
taurants /, 93-24244 


Occupational compensation survey—pay 
only. Las Vegas-Tonopah, NV /, 93- 
21835 


Occupational compensation survey—pay 
only. Lauderdale County, MS—fast 
food restaurants /, 93-24245 


Cccupational compensation survey—pay 
only. Leavenworth, KS—fast food res- 
taurants /, 93-21804 


Occupational compensation survey—pay 
only. Little Rock-North Little Rock, 
Arkansas, metropolitan area /, 93- 
24265 


Occupational compensation survey—pay 
only. Logansport-Pern, IN /, 93- 
24288 


Occupational compensation survey—pay 
only. Madison, WI /, 93-12022 


Occupational compensation survey—pay 
only. Manitowoc County, WI /, 93- 
21850 


Occupational compensation survey—pay 
only. Memphis, Tennessee-Arkansas- 
Mississippi, metropolitan area /, 93- 
24278 


Occupational compensation survey—pay 
only. Middlesex-Somerset-Hunterdon, 
NJ /, 93-26584 


Occupational compensation survey—pay 
only. Milwaukee, Wisconsin, metropol- 
itan area /, 93-24282 

Occupational compensation survey—pay 
only. Minneapolis-St. Paul, Minnesota- 
Wisconsin, metropolitan area /, 93- 
14460, 93-29044 

Occupational compensation survey—pay 
only. Mississippi—forestry /, 93-2676 


Page I-600 





Occupational compensation survey—pay 
only. Monmouth-Ocean, New Jersey, 
metropolitan area /, 93-24273 


Occupational compensation survey—pay 
only. Monroe County, FL /, 93-24286 


Occupational compensation survey—pay 
only. Monroe County, FL—fast food 
restaurants /, 93-24246 


Occupational compensation survey—pay 
only. Montana—forestry and logging /, 
93-21811 


Occupational compensation survey—pay 
only. Montgomery County, MD—fast 
food restaurants /, 93-24248 


Occupational compensation survey—pay 
only. Montgomery County, TN—fast 
food restaurants /, 93-24247 


Occupational compensation survey—pay 
only. Nacogdoches County, TX /, 
93-21845 


Occupational compensation survey—pay 
only. Nashville, Tennessee, metropoli- 
tan area /, 93-12004, 93-26579 


Occupational compensation survey—pay 
only. New Britain, Connecticut, metro- 
politan area /, 93-7840 


Occupational compensation survey—pay 
only. New York, New York, metropol- 
itan area., 93-21823 


Occupational compensation survey—pay 
only. Newport County, RI—fast food 
restaurants /, 93-21805 


Occupational compensation survey—pay 
only. Norfolk, VA—fast food restau- 
rants /, 93-24249 


Occupational compensation survey—pay 
only. Norfolk-Virginia Beach-Newport 
News, Virginia, metropolitan area /, 
93-24280 


Occupational compensation survey—pay 
only. Northwest Texas, TX /, 93- 
7846 


Occupational compensation survey—pay 
only. Oakland, California, metropolitan 
area /, 93-14458, 93-29042 


Occupational compensation survey—pay 
only. Oklahoma City, Oklahoma, met- 
ropolitan area /, 93-29048 


Occupational compensation survey—pay 
only. Orange County, FL—fast food 
restaurants /, 93-24250 


Occupational compensation survey—pay 
only. Oregon—forestry and logging /, 
93-21812 


Occupational compensation survey—pay 
only. Orleans Parish, LA—fast food 
restaurants /, 93-21806 


Occupational compensation survey—pay 
only. Oxford County, ME /, 93-21831 
Occupational compensation survey—pay 


only. Oxnard-Ventura, CA /, 93- 
19120 
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Occupational compensation survey—pay 
only. Oxnard-Ventura, CA—fast food 
restaurants /, 93-24251 


Occupational compensation survey—pay 
only. Panama City, FL—fast food res- 
taurants /, 93-24252 


Occupational compensation survey—pay 
only. Peoria, IL /, 93-26580 


Occupational compensation survey—pay 
only. Philadelphia County, PA—fast 
food restaurants /, 93-24253 


Occupational compensation survey—pay 
only. Phoenix, Arizona, metropolitan 
area /, 93-16965 


Occupational compensation survey—pay 
only. Phoenix, AZ—eating and drink- 
ing places and hotels and motels /, 
93-29033 


Occupational compensation survey—pay 
only. Pittsburg County, OK /, 93- 
21841 


Occupational compensation survey—pay 
only. Portland, Oregon, metropolitan 
area., 93-21824 


Occupational compensation survey—pay 
only. Portsmouth-Chillicothe-Gallip- 
olis, OH /, 93-24297 


Occupational compensation survey—pay 
only. Poughkeepsie, New York, metro- 
politan area /, 93-16969 


Occupational compensation survey—pay 
only. Poughkeepsie-Orange County- 
Kingston, NY /, 93-2685 


Occupational compensation survey—pay 
only. Providence, RI /, 93-2688 


Occupational compensation survey—pay 
only. Puerto Rico—fast food restau- 
rants /, 93-21807 


Occupational compensation survey—pay 
only. Reading, Pennsylvania, metropol- 
itan area /, 93-14461 


Occupational compensation survey—pay 
only. Richmond-Petersburg, Virginia, 
metropolitan area /, 93-24281 


Occupational compensation survey—pay 
only. Riley County, KS—fast food res- 
taurants /, 93-21808 


Occupational compensation survey—pay 
only. Riverside-San Bernardino, Cali- 
fornia, metropolitan area /, 93-24267 


Occupational compensation survey—pay 
only. Sacramento, California, metropol- 
itan area., 93-21817, 93-29043 


Occupational compensation survey—pay 
only. Saginaw-Bay City-Midland, 
Michigan, metropolitan area /, 93- 
19113 


Occupational compensation survey—pay 
only. Salem, Oregon, metropolitan 
area., 93-19117 





1993 


Occupational compensation survey—pay 
only. Salt Lake City-Ogden, Utah, met- 
ropolitan area /, 93-12007 


Occupational compensation survey—pay 
only. San Angelo, TX /, 93-21846 


Occupational compensation survey—pay 
only. San Antonio, Texas, metropolitan 
area /, 93-14462 


Occupational compensation survey—pay 
only. San Diego, CA—fast food restau- 
rants /, 93-24254 


Occupational compensation survey—pay 
only. San Diego, California, metropoli- 
tan area /, 93-24268 


Occupational compensation survey—pay 
only. San Francisco, California, metro- 
politan area /, 93-11998 


Occupational compensation survey—pay 
only. San Francisco County County, 
CA—fast food restaurants /, 93-24255 


Occupational compensation survey—pay 
only. San Jose, Ca—fast food restau- 
rants /, 93-26563 


Occupational compensation survey—pay 
only. San Jose, California, metropolitan 
area /, 93-24269 


Occupational compensation survey—pay 
only. San Juan County, NM /, 93- 
21837 


Occupational compensation survey—pay 
only. San Luis Obispo County, CA /, 
93-21827 


Occupational compensation survey—pay 
only. Sandusky, OH /, 93-21840 


Occupational compensation survey—pay 
only. Santa Rosa County, FL—fast 
food restaurants /, 93-24256 


Occupational compensation survey—pay 
only. Savannah, GA /, 93-5660 


Occupational compensation survey—pay 
only. Scioto County, OH /, 93-24298 


Occupational compensation survey—pay 
only. Scotts Bluff County, NE /, 93- 
21834 


Occupational compensation survey—pay 
only. Scranton-Wilkes Barre, Pennsyl- 
Vania, metropolitan area /, 93-2427 

Occupational compensation survey—pay 
only. Seattle, Washington, metropolitan 
area /, 93-29050 


Occupational compensation survey—pay 
only. Shelby County, TN—fast food 
restaurants /, 93-24257 


Occupational compensation survey—pay 
only. Solano County, CA—fast food 
restaurants /, 93-26564 


Occupational compensation survey—pay 
only. Southeastern Maine—fast food 
restaurants /, 93-21809 


Occupational compensation survey—pay 
only. St. Mary’s County, MD—fast 
food restaurants /, 93-24258 





Occupational compensation survey—pay 
only. Sweetwater County, WY /, 93- 
21851 


Occupational compensation survey—pay 
only. Syracuse and Utica-Rome, NY /, 
93-21839 


Occupational compensation survey—pay 
only. Topeka, KS /, 93-2683 


Occupational compensation survey—pay 
only. Upper Peninsula, MI /, 93-7844 


Occupational compensation survey—pay 
only. Utica-Rome, New York, metro- 
politan area /, 93-19116 


Occupational compensation survey—pay 
only. Van Buren County, MI /, 93- 
24292 


Occupational compensation survey—pay 
only. Vermilion County, IL /, 93- 
21829 


Occupational compensation survey—pay 
only. Virgin Islands of the U.S. /, 93- 
21852 


Occupational compensation survey—pay 
only. Visalia-Tulare-Porterville, Cali- 
fornia, metropolitan area /, 93-14459 


Occupational compensation survey—pay 
only. Washington—forestry and log- 
ging /, 93-21813 


Occupational compensation survey—pay 
only. Washington, DC—fast food res- 
taurants /, 93-24259 


Occupational compensation survey—pay 
only. Worcester, Massachusetts, metro- 
politan area /, 93-19112 


Occupational compensation survey—pay 
only. York County, VA—fast food res- 
taurants /, 93-24260 


Occupational earnings and wage trends in 
metropolitan areas [[microform]] / , 
93-892 

Occupational earnings in all metropolitan 
areas [[microform].] , 93-14455, 93- 
14456 

Occupational earnings in selected areas 
[[microform]] /, 93-893 

Occupational outlook handbook [[com- 
puter file]] /, 93-19102 

Occupational outlook quarterly /, 93- 
888 

Parental leave benefits provided by em- 
ployers., 93-24304 

The Producer price index., 93-24228 

Producer price indexes /, 93-886 

Production occupations /, 93-7816, 93- 
7836 

Productivity measures for selected indus- 
tries and government services. 93- 
29031 


A Profile of the working poor., 93- 
26567 
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A Profile of the working poor, 1988-90., 
93-19100 


Protective service occupations and com- 
pliance inspectors /, 93-7811, 93- 
7831 


Quality Improvement 
report [microform] , 


Program status 
93-14448 


Recent job losers less likely to expect 
recall., 93-14449 


Recordkeeping requirements for firms se- 
lected to participate in the annual 
survey of occupational injuries and ill- 
nesses, covering [[microform].] , 
93-14466 


Sales occupations /, 93-7809, 93-7829 


Service occupations—cleaning, food, 
health and personal /, 93-7812, 93- 
7832 


Social science and legal occupations /, 
93-7802, 93-7822 


Spending by older consumers : 1980 and 
1990 compared., 93-29035 


Substance abuse provisions in employee 
benefit plans., 93-5648 


Summary data from the consumer price 
index news release., 93-875 


Summary data from the producer price 
index news release., 93-887 

Survey of occupational injuries and ill- 
nesses /, 93-14450 

Technological change and its impact on 
labor in four industries : coal mining/ 
pharmaceutical preparations, metal- 
working machinery/eating and drink- 
ing places /, 93-11993 

Technologists and _ technicians, 
health /, 93-7808, 93-7828 


Technology and its impact on employ- 
ment in the life and health insurance 
industries., 93-2674 


Technology and labor in copper ore 
mining, household appliances, and 
water transportation industries., 93- 
26562 


Tomorrow’s jobs : an overview /, 93- 
7818 


Trade and employment [[microform].] , 
93-199 


Transportation and forestry, fishing, and 
related occupations /, 93-7817, 93- 
7837 


U.S. import and export price indexes., 
93-884 


Understanding the consumer price index : 
Answers to some questions., 93-16962, 
93-26559 


Unemployment in states and local areas 
[[microform].] , 93-877 


except 
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Work and family : changes in wages and 
benefits among young adults., 93- 
29039 


Work and family : jobs held and weeks 
worked by young adults., 93-2679 


Work and family : women in their for- 
ties., 93-24263 


Work and family : work patterns of 
women near retirement., 93-11995 


United States. Bureau of Labor Statistics. 
Business Research Advisory Council. 
Business Research Advisory Council 

handbook., 93-26566 


United States. Bureau of Labor Statistics. 
Division of Construction Statistics. 
Construction review /, 93-406 


United States. Bureau of Labor Statistics. 
Division of Personnel and Organization 
Management. 

Cooperative education and the Bureau of 
Labor Statistics., 93-11991 


United States. Bureau of Labor Statistics. 
Middle Atlantic Region. 
News. Monthly New York State and 
New York City employment and un- 
employment reports /, 93-889 


News. New Jersey unemployment rate ... 
in... /, 93-890 


News. New York-northeastern New 
Jersey CPI /, 93-873 


News. Northeast employee compensation 
costs $18.84 per hour worked in March 
1992 ; 16.7 percent above nation and 
highest among regions [microform] , 
93-19105 


News. Northeast employment cost index 
/, 93-897 


United States. Bureau of Labor Statistics. 
Office of Compensation and Working 
Conditions. 

Compensation and working conditions : 
CWC /, 93-881 


United States. Bureau of Labor Statistics. 
Office of Compensation and Working 
Conditions. Division of Occupational Pay 
and Employee Benefit Levels. 

Employee benefits survey. Defined con- 
tribution coding manual [[microform]] 
/, 93-9775 


Employee benefits survey. Health coding 
manual [[microform]] / , 93-5650, 
93-9773, 93-14453 

Employee benefits survey defined benefit 
pension coding manual [[microform]] / 

93-5651, 93-5652, 93-9774 


United States. Bureau of Labor Statistics. 
Office of Employment and Unemployment 
Statistics. 


The Ethicon/ACTWU work involve- 
ment process., 93-11990 
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Occupational employment survey booklet 
of definitions : personal services., 93- 
11992 


United States. Bureau of Labor Statistics. 
Office of Productivity and Technology. 
Description of output indicators by func- 

tion for the federal government, fiscal 
year ... [[microform]] / , 93-21801, 
93-26560 


Hourly compensation costs for produc- 
tion workers : 40manufacturing indus- 
tries : 33 countries or areas, 1975 and 
1980-90 /, 93-2672 


United States. Bureau of Labor Statistics. 
Office of Wages and Industrial Relations. 
Division of Occupational Pay and 
Employee Benefit Levels. 

Employee benefits survey. Defined con- 
tribution coding manual [[microform]] 
/, 93-9775 


Employee benefits survey. Health coding 
manual [[microform]] / 93-5650, 
93-9773, 93-14453 


Employee benefits survey defined benefit 
pension coding manual [[microform]] / 
, 93-5651, 93-5652, 93-9774 


United States. Bureau of Land Management. 
Additional mineral resources assessment 
of the Honeycombs Wilderness Study 
Area, Malheur County, Oregon [micro- 
form] /, 93-24029 


Are there any public lands for sale?, 93- 
16914 


Battle Mountain, Nevada, 1991 : 1:100 
000-scale metric topographic map : 30 
x 60 minute series (topographic) /, 
93-9722 

Beatty, Nevada—California, 1991 : 1:100 
000-scale metric topographic map : 
30x60 minute series (topographic) /, 
93-9721 

Blm-Alaska frontiers., 93-819 

BLM in Colorado., 93-16912 


BLM in Wyoming [[microform].] , 93- 
19028, 93-19029 


BLM managing land information technol- 
ogy., 93-14402 
Bonny Reservoir, Colorado—Kansas_ : 


1:100 000-scale metric topographic map 
/, 93-16934 


Bureau of Land Management office di- 
rectory [[microform].], 93-5560 


California, passport to adventure., 93- 
21763 


Cape Mendocino, California, 1991 : 1:100 
000-scale metric topographic-bathymet- 
ric map : 30 x 60 minute series (topo- 
graphic-bathymetric) /, 93-9723, 93- 
9729 


Career Management Team findings for 
wildlife & fisheries biologists. 93- 
14414 
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Characteristics of fluvial systems in the 
plains and deserts of Wyoming /, 93- 
28645 


Colorado, adventures in the past. 93- 
2554 


Colorado, Blanca Wetlands : wetlands for 
wildlife and people., 93-11941 


Colville, | Washington—Idaho—B.C. 
1:100 000-scale metric topographic map 
: 30 x 60 minute series (topographic) /, 
93-19024 


Data on ground-water quality in the Win- 
nemucca District of the U.S. Bureau of 
Land Management, northwestern 
Nevada, 1934-87 [microform] / , 93- 
5216 


Description of techniques to drill, com- 
plete, and develop wells and to test and 
sample aquifers at a surface coal mine 
in northwestern Colorado /, 93-18832 


Designing our future : Arizona Fish and 
Wildlife 2000., 93-16913 


Draft environmental impact statement 
White River National Forest [micro- 
form] Eagle, Garfield, Gunnison, 
Mesa, Moffat, Pitkin, Rio Blanco, and 
Routt counties, Colorado., 93-22840 


Energy and mineral resources on the 
public lands., 93-14396, 93-14397 


Federal coal management report [[micro- 
form]] : annual report of the Secretary 
of the Interior under section 8 of the 
Federal Coal Leasing Amendments 
Act of 1976 (P.L. 94 377)., 93-26199 


Fire and the BLM walking the 
tightwire., 93-14398 


Fisheries habitat management on public 
lands : a strategy for the future /, 93- 
7760 


Fort Huachuca, Arizona : 1:100 000-scale 
metric planimetric map 30 x 60 
minute series (planimetric) /, 93- 
16919, 93-16932 


From the forest to the sea [microform] : a 
story of fallen trees /, 93-6544, 93- 
15378 


Guide to Three Rivers Petroglyph Site 
and picnic area., 93-9716 


Heritage education : adventures in the 
past., 93-14394 


How to obtain sand, gravel and other 
mineral materials from BLM adminis- 
tered federal lands., 93-5550 


Hydrogeologic system and probable hy- 
drologic consequences of mining in the 
M and M lignite area, southeastern 
Williams County, North Dakota /, 
93-16575 


Hydrologic modeling of coal lands [mi- 
croform] /, 93-24196 


Idaho, Shoshone District bird guide., 
93-9717 





1993 


Idaho, St. Anthony Sand Dunes., 93- 
26502 


In the meantime— : protecting your wil- 
derness study areas., 93-26506 


Klamath River Canyon prehistory and 
ethnology [microform] /, 93-19026 


Managing the nation’s public lands : a 
program report prepared pursuant to 
requirements of the Federal Land 
Policy and Management Act of 1976., 
93-11948 


Mesquite Lake, California—Nevada 
1:100 000-scale metric topographic map 
: 30 x 60 minute series (topographic) /, 
93-19018 

Mineral resources of the Badlands Wil- 
derness Study Area and the Badlands 
Wilderness Study Area additions, 
Crook and Deschutes counties, Oregon 
[microform] /, 93-2299 

Mineral resources of the Cactus Plain and 
East Cactus Plain Wilderness Study 
Areas, La Paz County, Arizona [micro- 
form] /, 93-2298 


Mineral resources of the Diablo Moun- 
tain Wilderness Study Area, Lake 
County, Oregon [microform] / , 93- 
2300 


Mineral resources of the El Dorado and 
Ireteba Peaks Wilderness Study Areas, 
Clark County, Nevada [microform] / , 
93-5268 : 


Mineral resources of the Gold Creek and 
Sperry Creek Wilderness Areas, Mal- 
heur County, Oregon [microform] / , 
93-2301 


Mineral resources of the Lower Owyhee 
Canyon Wilderness Study Area, Mal- 
heur County, Oregon [microform] / , 
93-2302 


Mineral summaries for Oregon [micro- 
form] : U.S. Bureau of Land Mange- 
ment wilderness study areas /, 93- 
11726 

Nevada progress report {jmicroformj.] , 
93-11949 

New Mexico, Farmington, 1991 
1:100,000-scale metric topographic map 
... : 30 X 60 minute series (topographic) 
/, 93-9719, 93-9727 

New Mexico wilderness study report [mi- 
croform] /, 93-26504 

New Mexico wilderness study report [mi- 
croform] : statewide overview., 93- 
26503 

New Mexico wilderness study report [mi- 
croform] : statewide summary., 93- 
26510 

Oakley, Idaho, 1991 : 1:100 000-scale 
metric planimetric map : 30 x 60 
minute series (planimetric) /, 93-9726 





Oil & gas leasing analysis [microform] : 
draft environmental impact statement : 
Routt National Forest /, 93-17728 


Oil shale resources of the Mahogany 
zone in eastern Uinta Basin, Uintah 
County, Utah [microform] /, 93-5265 


Oregon wilderness [microform] : environ- 
mental impact statement, final /, 93- 
18809 

Our growing legacy 
change., 93-19013 

Outdoor adventures 
19011 


Outdoor adventures in the upper Arkan- 
sas Valley /, 93-26508 


Pian of work for cooperative hydrology 
investigations [[microform].] , 93- 
28983 

Pothunting in central Arizona : the Perry 


Mesa Archeological Site Vandalism 
Study /, 93-10508 


Preliminary results of the simulation of 
Oregon coastal basins using Precipita- 
tion-Runoff Modeling System (PRMS) 
/, 93-21459 

Presido Santa Cruz de Terrenate., 93- 
5544 

Principal meridians and base lines gov- 
erning the United States public land 
surveys /, 93-28982 


Procedures for ecological site inventory 
with special reference to riparian-wet- 
land sites [microform] /, 93-26513 

Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : Alaska., 93-14403 


Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : Arizona., 93-14404 

Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : California., 93-14405 

Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : Colorado., 93-14406 


Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : Idaho., 93-14407 


Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : Montana., 93-14408 


Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : Nevada., 93-14410 


Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : New Mexico., 93-14409 


Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : Oregon and Washington., 93- 
14411 


the seeds of 


in Arizona. 93- 
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Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : Utah., 93-14412 


Profile of fish and wildlife resources ad- 
ministered by Bureau of Land Manage- 
ment : Wyoming., 93-14413 

Promontory Point, Utah, 1991 : 1:100 
000-scale metric topographic map : 30 
x 60 minute series (topographic) /, 
93-9724 

Public land statistics., 93-7758 

Quantifying the present and predicting 
the past : theory, method, and applica- 
tion of archaeological predictive mod- 
eling /, 93-2555 


Record of decision for the approval of 
the amendment of the Yuma District 
resource management plan [microform] 
/, 93-23934 


Recreation guide : [western United States 
and Alaska] /, 93-16915 


The Rock art of Canyon Pintado., 93- 
5543 


Sacramento, California : 1:100 000-scale 
metric planimetric map : 30 x 60 
minute series (planimetric) /, 93-19019 

Saval Ranch Research and Evaluation 
Project [microform] : final report /, 
93-16936 

A selected, annotated bibliography of ri- 
parian area management [microform] / 
» 93-26511 

Soil survey of Aspen-Gypsum Area, Col- 
orado, parts of Eagle, Garfield, and 
Pitkin counties /, 93-1301 

Soil survey of Lander County, Nevada, 
North Part /, 93-8431 


Springfield, Colorado—Kansas—Oklaho- 
ma, 1991 : 1:100 000-scale metric topo- 
graphic map /, 93-9728 


State of Arizona wilderness status map, 
September 1992 /, 93-7761 


State of California wilderness status map : 
January 21, 1993 /, 93-24197 


State of Colorado wilderness status map : 
November 1992 /, 93-16917 


State of Colorado wilderness status map, 
May 1992 /, 93-5552 


State of Idaho wilderness status map, 
May 1992 /, 93-5553 


State of Montana wilderness status map, 
January 1993 /, 93-21769 


State of Montana wilderness status map, 
May 1992 /, 93-5554 


State of Nebraska /, 93-7762 


State of Nevada wilderness status map, 
May 1992 /, 93-5555 


State of New Mexico, wilderness status 
map, May 1992 /, 93-5556 
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State of Oregon wilderness status map, 
May 1992 /, 93-5557 


State of Utah, wilderness status map, 
May 1992 /, 93-5558 


A Step at a time : the Oregon Trail., 
26505 


Tucson, Arizona : 1:100 000-scale metric 
planimetric map : 30 x 60 minute series 
(planimetric) /, 93-16920, 93-16933 


U.S. ranger careers in BLM : enforcing 
Federal laws and regulations relating 
to the public lands and resources., 93- 
14395 


Upland game bird habitat management : 
on the rise., 93-21765 


The use of aerial photography to invento- 
ry and monitor riparian areas [micro- 
form] /, 93-26512 

Utah, Bull Creek Pass National Back 
Country Byway., 93-11940 

Utah, minimum impact guide : 
country touring and camping., 
5551 

Utah, minimum impact guide : 
resources., 93-5546 

Utah, minimum impact guide : hiking & 
backpacking., 93-5547 

Utah, minimum impact guide 
biking., 93-5545 _ 

Utah, minimum impact guide : 
93-5548, 93-5549 


Watchable wildlife [picture] : reserve 
your front row seat!, 93-14416 


Water-quantity and water-quality data for 
an area leased to be surface mined for 
coal in northwestern Colorado [micro- 
form] /, 93-11719 


Wilderness study areas management and 
use : Book Cliffs - Westwater area., 
93-11939 


Wilderness study areas management and 
use : Moab/Canyon Rims Area., 93- 
11942 


Wilderness study areas management and 
use : San Juan Area., 93-11945 


Wilderness study areas management and 
use : San Rafael area., 93-11946 


Wilderness study report [microform.] , 
93-2246 


Winging into the future : a BLM strategy 
for nongame and migratory birds., 93- 
21768 

Wyoming, fishing opportunities : south 
central., 93-14399 

Wyoming minerals 
way., 93-26507 

1:100 000-scale metric topographic map : 
Eugene, Oregon : 30 x 60 minute series 
(topographic) /, 93-16931 


93- 


back- 
93- 


cultural 
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1:100 000-scale metric topographic map 
of Big Bear Lake, California : 30 x 60 
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1990 census of population and housing. 
Population and housing unit counts. 
Louisiana., 93-20332 


1990 census of population and housing. 
Population and housing unit counts. 
Maine., 93-20333 


1990 census of population and housing. 
Population and housing unit counts. 
Maryland., 93-20334 


1990 census of population and housing. 
Population and housing unit counts. 
Michigan., 93-20335 


1990 census of population and housing. 
Population and housing unit counts. 
Minnesota., 93-22919 
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Mississippi., 93-20336 
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Missouri., 93-22920 
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Population and housing unit counts. 
North Carolina., 93-17827, 93-20338 


1990 census of population and housing. 
Population and housing unit counts. 
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1990 census of population and housing. 
Population and housing unit counts. 
South Carolina., 93-20342, 93-20343 


1990 census of population and housing. 
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1496, 93-1497, 93-10715, 93-25111 
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Summary tape file 4. Technical docu- 
mentation., 93-20362 


1990 census of population and housing. 
1990 CPH-3 printed reports and maps 
order form. Single publication sales : 
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areas reports and 1990 census tracts / 
block numbering areas outline maps., 
93-12954 

1990 housing highlights : Georgia. 93- 
3983 

1990 housing highlights : North Caroli- 
na., 93-3984 


1990 housing highlights : South Carolina., 
93-3985 


1992 census of manufactures and census 
of mineral industries. Numerical list of 
manufactured and mineral products., 
93-22899 


1993 National hospital ambulatory medi- 
cal care survey : sampling & informa- 
tion booklet /, 93-20306 
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American housing survey [[computer 
file]] /, 93-1489 
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naires, tabulating results, geographic 
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Current population survey ... annual de- 
mographic files [[computer file].] , 93- 
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TIGER/line census files, 1990. Supple- 
mental [computer file] , 93-12955 


U.S. exports of merchandise [computer 
file], 93-201 


U.S. imports of merchandise [computer 
file] /, 93-202 


USA counties [computer file] , 93-27568 
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Block statistics. East North Central di- 
vision (part). Indiana, Michigan, Ohio 
[computer file], 93-6799, 93-10760 


1990 census of population and housing. 
Block statistics. East South Central di- 
vision. Alabama, Kentucky, Mississippi, 
Tennessee [computer file] , 93-10762 


1990 census of population and housing. 
Block statistics. Middle Atlantic divi- 
sion. New Jersey, New York, Pennsyl- 
vania [computer file] , 93-1528 


1990 census of population and housing. 
Block statistics. New England division. 
Connecticut, Maine, Massachusetts, 
New Hampshire, Rhode Island, Ver- 
mont. Mountain division. Arizona, Col- 
orado, Idaho, Montana, Nevada, New 
Mexico, Utah, Wyoming [computer 
file], 93-1527 


1990 census of population and housing. 
Block statistics. Pacific division. 
Alaska, California, Hawaii, Oregon, 
Washington [computer file] , 93-1530 


1990 census of population and housing. 
Block statistics. South Atlantic division 
(part). Florida, Georgia [computer file] 
, 93-1529, 93-10761 


1990 census of population and housing. 
Block statistics. West North Central di- 
vision. Iowa, Kansas, Missouri, Nebras- 
ka, North Dakota, South Dakota [com- 
puter file], 93-17861 


1990 census of population and housing. 
Block statistics. West South Central di- 
vision. Arkansas, Louisiana, Oklahoma, 
Texas [computer file] , 93-10763 


1990 census of population and housing. 
Equal employment opportunity file 
{computer file] , 93-12957 

1990 census of population and housing. 
Summary tape file 3A. Alabama [com- 
puter file] , 93-10718 

1990 census of population and housing. 
Summary tape file 3A. Alaska, Hawaii, 
Oregon [computer file] , 93-3987 
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1990 census of population and housing. 
Summary tape file 3A. Arizona, Utah 
[computer file] , 93-17860 


1990 census of population and housing. 
Summary tape file 3A. Arkansas [com- 
puter file], 93-10764 


1990 census of population and housing. 
Summary tape file 3A. California (Los 
Angeles County) [computer file] , 93- 
10719, 93-10720, 93-10721, 93- 
10722, 93-10723 


1990 census of population and housing. 
Summary tape file 3A. Colorado, New 
Mexico [computer file] , 93-3988, 
93-3989 


1990 census of population and housing. 
Summary tape file 3A. Conecticut, 
Maine, Rhode Island, Vermont [com- 
puter file] , 93-3990 


1990 census of population and housing. 
Summary tape file 3A. Delaware, Dis- 
trict of Columbia, Maryland [computer 
file], 93-3991 


1990 census of population and housing. 
Summary tape file 3A. Florida, Ala- 
chua-Lee [computer file] , 93-3992 


1990 census of population and housing. 
Summary tape file 3A. Florida, Leon- 
Washington [computer file] , 93-3993 


1990 census of population and housing. 
Summary tape file 3A. Georgia [com- 
puter file], 93-3996, 93-3998 

1990 census of population and housing. 
Summary tape file 3A. Idaho, Mon- 
tana, Nevada, Wyoming [computer file] 
» 93-3994 


1990 census of population and housing. 
Summary tape file 3A. Illinois, Adams 
County-Cook County [computer file] , 
93-10724 


1990 census of population and housing. 
Summary tape file 3A. Illinois, Craw- 
ford County-Macoupin County [com- 
puter file], 93-10725 


1990 census of population and housing. 
Summary tape file 3A. Illinois, Madi- 
son County-Woodford County [com- 
puter file], 93-10726 


1990 census of population and housing. 
Summary tape file 3A. Indiana, Adams 
County-Lawrence County [computer 
file] , 93-10727 


1990 census of population and housing. 
Summary tape file 3A. Indiana, Madi- 
son County-Whitley County [computer 
file] , 93-10728 


1990 census of population and housing. 
Summary tape file 3A. Iowa, Adair 
County-Iowa County [computer file] , 
93-10729 


1990 census of population and housing. 
Summary tape file 3A. Iowa, Jackson 
County-Wright County [computer file] 
, 93-10730 
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Summary tape file 3A. Kansas [com- 
puter file], 93-10731 


1990 census of population and housing. 
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puter file], 93-10732 


1990 census of population and housing. 
Summary tape file 3A. Louisiana [com- 
puter file] , 93-3995 


1990 census of population and housing. 
Summary tape file 3A. Massachusetts, 
New Hampshire [computer file] , 93- 
3997 


1990 census of population and housing. 
Summary tape file 3A. Michigan, 
Alcona-Grand Traverse [computer file] 
, 93-10733 


1990 census of population and housing. 
Summary tape file 3A. Michigan, Gra- 
tiot-Midland [computer file] , 93- 
10734 


1990 census of population and housing. 
Summary tape file 3A. Michigan, Mis- 
saukee-Wexford [computer file] , 93- 
10735 


1990 census of population and housing. 
Summary tape file 3A. Minnesota 
(Aitkin-Lyon) [computer file] , 93- 
10736, 93-10737 


1990 census of population and housing. 
Summary tape file 3A. Mississippi 
[computer file] , 93-10738 


1990 census of population and housing. 
Summary tape file 3A. Missouri, Adair 
County-Livingston County [computer 
file] , 93-10739 


1990 census of population and housing. 

Summary tape file 3A. Missouri, 
McDonald County-Wright County 
[computer file] , 93-10740 


1990 census of population and housing. 
Summary tape file 3A. Nebraska [com- 
puter file], 93-10741 


1990 census of population and housing. 
Summary tape file 3A. New Jersey, 
Atlantic County-Hunterdon County 
[computer file] , 93-3999, 93-4000 


1990 census of population and housing. 
Summary tape file 3A. New York, 
Albany County-Oneida County (except 
Bronx, Kings, and New York) [com- 
puter file], 93-4001 


1990 census of population and housing. 
Summary tape file 3A. New York, 
Bronx County, Kings County, New 
York County, Queens County, Rich- 
mond County [computer file] , 93- 
4003 


1990 census of population and housing. 
Summary tape file 3A. New York, On- 
ondaga County-Yates County (except 
Queens and Richmond) [computer file] 
, 93-4002 
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1990 census of population and housing. 
Summary tape file 3A. North Carolina, 
Alamance County-Jackson County 
[computer file] , 93-10742, 93-10743 


1990 census of population and housing. 
Summary tape file 3A. North Dakota 
[computer file] , 93-4004 


1990 census of population and housing. 
Summary tape file 3A. Ohio, Adams 
County-Greene County [computer file] 
, 93-10744 


1990 census of population and housing. 
Summary tape file 3A. Ohio, Guernsey 
County-Morgan County [computer file] 
, 93-10745 


1990 census of population and housing. 
Summary tape file 3A. Ohio, Morrow 
County-Wyandot County [computer 
file], 93-10746 


1990 census of population and housing. 
Summary tape file 3A. Oklahoma 
[computer file] , 93-10747 


1990 census of population and housing. 
Summary tape file 3A. Pennsylvania, 
Adams County-Dauphin County [com- 
puter file] , 93-10748, 93-10749, 93- 
10750 


1990 census of population and housing. 
Summary tape file 3A. South Carolina 
[computer file], 93-10751 


1990 census of population and housing. 
Summary tape file 3A. South Dakota 
[computer file] , 93-4005 


1990 census of population and housing. 
Summary tape file 3A. Tennessee 
[computer file] , 93-10752 


1990 census of population and housing. 
Summary tape file 3A. Texas, Ander- 
son County-Dimmit County [computer 
file], 93-10753 


1990 census of population and housing. 
Summary tape file 3A. Texas, Donley 
County-Karnes County [computer file] 
, 93-10754 


1990 census of population and housing. 
Summary tape file 3A. Texas, Kaufman 
County-Reagan County [computer file] 
, 93-10755 


1990 census of population and housing. 
Summary tape file 3A. Texas, Real 
County-Zavala County [computer file] 
, 93-10756 


1990 census of population and housing. 
Summary tape file 3A. Virginia [com- 
puter file], 93-8876 

1990 census of population and housing. 
Summary tape file 3A. Washington 
[computer file] , 93-4006 


1990 census of population and housing. 
Summary tape file 3A. West Virginia 
[computer file] , 93-4007 





1993 


1990 census of population and housing. 
Summary tape file 3A. Wisconsin, 
Adams County-Manitowoc County 
[computer file] , 93-10757, 93-10758, 
93-10759 


1990 census of population and housing. 
Summary tape file 3C. United States 
summary, urbanized areas and their 
components [computer file] , 93-20361 


United States. Bureau of the Census. 
Economic Census and Surveys Division. 
Industry and _ product classification 

manual., 93-8620 


United States. Bureau of the Census. 
Economic Surveys Division. 
Industry and _ product 

manual., 93-8620 


Quarterly financial report for manufactur- 
ing, mining and trade corporations 
[[microform].], 93-198 


United States. Bureau of the Census. Foreign 
Trade Division. 
U.S. exports of merchandise [computer 
file], 93-201 


U.S. imports of merchandise [computer 
file] /, 93-202 


United States. Bureau of the Census. 
Geography Division. 
Congressional districts of the 103rd Con- 
gress of the United States (January 
1993 to January 1995) /, 93-27567 


United States. Bureau of the Census. 
Housing and Household Economic 
Statistics Division. 

Population profile of the United States., 
93-27569 


United States. Bureau of the Census. 


classification 


Library. 
Information exchange., 93-186 


United States. Bureau of the Census. 
Population Division. 
Population profile of the United States., 
93-27569 


School enrollment, social and economic 
characteristics of students /, 93-17821 


United States. Bureau of the Census. Vital 
Statistics Division. 
Vital statistics of the United States., 93- 
7397 


United States. Bureau of the Mint. Office 
for Production. 
United States Mint coinage executed 
during ..., 93-1075 


United States. Bureau of the Public Debt. 
Monthly statement of the public debt of 
the United States., 93-1082 


Tables of redemption values. $50 series 
EE savings bonds, $25 savings notes, 
and series E bonds for ... /, 93-5968, 
93-22379, 93-29617 
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Tables of redemption values for United 
States savings bonds for all months 
from ... Series E., 93-5969, 93-22380, 
93-22381, 93-26999 


Tables of redemption values for United 
States savings notes for the months of 
wy 93-3080, 93-22382 

United States savings bonds issued and 
redeemed through ..., 93-1081 


United States. Bureau of Transportation 
Statistics. 
Transportation data sampler [computer 
file], 93-29623 


United States. Business and Defense Services 
Administration. 
Construction review /, 93-406 

United States. Business Information Service 


for the Newly Independent States. 
BISNIS bulletin., 93-408 


United States. Captioned Films for the Deaf 
Branch. 
Catalog of captioned films for the deaf 
[[microform]] /, 93-20843 


United States. Centrai Intelligence Agency. 
Afghanistan., 93-29447, 93-29448 
Africa., 93-22290, 93-24618 

93-19543 

Arctic region., 93-19544 

Armenia., 93-17256 

Asia., 93-19545 

Atlas of the Middle East /, 93-26896 

Autonomous areas in Russia., 93-10072 

Azerbaijan., 93-17257 

The Balkan region., 93-7998 

The Balkans., 93-29449 

Belarus., 93-17258 


Bosnia and Hercegovina., 
24619 


Central African Republic., 93-17259 


Central America and the Caribbean., 93- 
22291 


Chiefs of State and Cabinet members of 
foreign governments /, 93-976 


Commonwealth of Independent States., 
93-10070, 93-29450 


Commonwealth of Independent States, 
Central Asian states., 93-19547 


Commonwealth of Independent States, 
European states., 93-19546 


Cuba., 93-3046, 93-10071 
East Asia., 93-24620 
Eastern Europe., 93-24621 


Ethnic composition in the former Yugo- 
slavia., 93-26904 


Ethnic groups in eastern Europe., 93- 
19548 


Antarctic region., 


93-5889, 93- 


Do not order from index; see indicated entry 





Ethnolinguistic groups in the Caucasus 
region., 93-26894 


Former Yugoslavia., 93-5891, 93- 
14836, 93-24624, 93-24625 


93-29451, 93-29452 
Horn of Africa., 93-17255 

Iraq, a map folio /, 93-5890 

93-29453, 93-29454 


Guinea-Bissau., 


Korean Peninsula., 
Kosovo., 93-17260 
Libya., 93-29455, 93-29456 
[Macedonia]., 93-26895 


Major ethnic groups in Central Asia., 
93-7999 


Major ethnic groups in Tajikistan., 93- 
3047 


[Map of Serbia and Montenegro]., 93- 
10073 


Middle East., 93-19549, 93-24622 
Moldova., 93-29457, 93-29458 
Muslim distribution : [world]., 
Nagorno-Karabakh., 93-29459 


Newly independent Balkan states., 93- 
3045 


Nigeria., 93-26897, 93-26898 
North America., 93-22293 


Political map of the world, April 1993., 
93-29460, 93-29461 


Russia : 
22294 
Sarajevo and vicinity., 93-8000 


Somalia., 93-14832, 93-14833, 93- 
17261, 93-17262 


Southeast Asia., 93-19550 


The Spratly Islands and Paracel Islands., 
93-8001 


Tajikistan., 
Ukraine., 
Ukraine, 
26901 
Venezuela., 93-26902, 93-26903 
Vietnam., 93-10074, 93-10075 


Vietnam, administrative divisions., 93- 
10076 


West Bank and vicinity : July 1992., 93- 
14835 


The world factbook., 93-14837 
[World map]., 93-24623 


[World political map, February 1993], 
93-19551 


Yugoslavia and the former Yugoslav re- 
publics., 93-3048 


93-22292 


administrative divisions., 93- 


93-14834 
93-26899, 93-26900 
administrative divisions., 93- 


United States. Central Intelligence Agency. 


Directorate of 
Chiefs of State and Cabinet members of 
foreign governments /, 93-976 
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Chinese Communist Party Central Com- 
mittee [chart] : politburo and secretar- 
iat., 93-24626 


Chinese ministry of Foreign Affairs [mi- 
croform] : a reference aid., 93-5895, 
93-5896 


Democratic People’s Republic of Korea 
[microform] organization of the 
Korean Workers’ Party (K WP) : a ref- 
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resentatives, One Hundred Second 
Congress, second session : Seapower 
and Strategic and Critical Materials 
Subcommittee hearings on national de- 
fense stockpile (H.R. 4695 and H.R. 
4880) : hearing held April 29, 1992., 
93-3469, 93-8242 


United States. Congress. House. Committee 

on Banking, Finance, and Urban Affairs. 

Antitrust implications of bank mergers 
and the role of several states in evalu- 
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ating recent mergers : hearing before 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, April 1, 1992., 
93-6361 


The Banca nazionale del lavoro (BNL) 
scandal and the Department of Agri- 
culture’s Commodity Credit Corpora- 
tion (CCC) program for Iraq : hearing 
before the Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives, One Hundred Second 
Congress, second session., 93-17487, 
93-19899 


Commercial real estate and the coordina- 
tion of supervision among regulators in 
different countries : hearing before the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, July 30, 1992., 93- 
10354 


Compilation of basic banking laws : re- 
vised through July 1, 1992 /, 93-6358 


Depository institution examination proc- 
ess—Comptroller General Bowsher : 
hearing before the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, One Hundred 
Third Congress, first session, February 
16, 1993., 93-27215 


Economic distress in our cities : Los An- 
geles, California : field hearing before 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, February 10, 
1992., 93-10349 


Economic distress in our cities : Milwau- 
kee, Wisconsin : hearing before the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, March 14, 1992., 93- 
3472 


Examination of FDIC liquidation prac- 
tices : field hearing before the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, June 15, 1992., 93-10351 


Government Securities Reform Act of 
1992 : report (to accompany H.R. 
3927) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3287 


H.R. 4803, the Non-Proliferation of 
Weapons of Mass Destruction and 
Regulatory Improvement Act of 1992 : 
hearing before the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, One Hundred 
Second Congress, second session, May 
8, 1992., 93-15154 


Legislative calendar /, 93-17491 
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Problems with equal employment oppor- 
tunity and minority and women con- 
tracting at the federal banking agencies 
: hearing before the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
June 4, 1992., 93-10350 


Proposed legislation, the Community De- 


velopment Banking and Financial Insti- 
tutions Act of 1993 : message from the 
President of the United States transmit- 
ting a draft of proposed legislation to 
facilitate the establishment of communi- 
ty development financial institutions., 
93-27112 


Resolution Trust Corporation Completion 


Act : report together with additional, 
supplemental, dissenting, and minority 
views (to accompany H.R. 1340) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-22518, 93- 
24749 


Semiannual appearance of the Thrift De- 


positor Protection Board hearing 
before the Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, July 29, 
1992., 93-17489 


Stewart B. McKinney Homeless Assist- 


ance Amendments Act of 1992 : report 
together with minority views (to ac- 
company H.R. 4300 which ... was re- 
ferred jointly to the Committee on 
Banking, Finance, and Urban Affairs, 
the Committee on Energy and Com- 
merce, the Committee on Education 
and Labor, and the Committee on Vet- 
erans’ Affairs) (including cost estimate 
of the Congressional Budget Office)., 
93-3394 


a report of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives., 93-15035 


industry regulation hearing 
before the Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, May 1, 1992., 
93-19898 


To examine the current condition of the 


U.S. banking industry and projections 
for the Bank Insurance Fund : hearings 
before the Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, June 30 and 
July 2, 1992., 93-19902 


White House efforts to thwart congres- 


sional investigations of pre-war Iraq 
policy : the case of the Rostow Gang : 
hearing before the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
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of Representatives, One Hundred 
Second Congress, second session, May 
29, 1992., 93-19900 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on Consumer Affairs and 
Coinage. 

The Fair Debt Collection Practices Act : 
hearing before the Subcommittee on 
Consumer Affairs and Coinage of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, September 10, 1992., 
93-19904 


H.R. 5170, the Mortgage Refinancing 
Reform Act of 1992 : hearing before 
the Subcommittee on Consumer Affairs 
and Coinage of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
May 27, 1992., 93-15155 


Home Mortgage Disclosure Act : joint 
hearings before the Subcommittee on 
Consumer Affairs and Coinage and the 
Subcommittee on Housing and Com- 
munity Development of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, May 7 and May 14, 1992., 93- 
3476 


Lease-Purchase Agreement Act, H.R. 
4497 : hearing before the Subcommittee 
on Consumers [i.e. Consumer] Affairs 
and Coinage of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
June 24, 1992., 93-19901 


1996 Atlanta centennial Olympic coin : 
hearing before the Subcommittee on 
Consumers [sic] Affairs and Coinage of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, April 8, 1992., 
93-3473 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on Domestic Monetary 
Policy. 

The budget of the Federal Reserve 
System and H.R. 4398, the Federal Re- 
serve Bank Branch Modernization Act 
: hearing before the Subcommittee on 
Domestic Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, May 27, 1992., 93- 
3478 


Conduct of monetary policy : report of 
the Federal Reserve Board pursuant to 
the Full Employment and Balanced 





U.S. Congress. House. Committee on Banking, 


Growth Act of 1978, P.L. 95-523, and 
the state of the economy : hearing 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
July 22, 1992., 93-12658 


H.R. 4450—Government Securities Auc- 
tion Reform Act; H.R. 3927—Govern- 
ment Securities Reform Act : hearings 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
April 28 and May 7, 1992., 93-3474 

The politicization of monetary policy : 
hearing before the Subcommittee on 
Domestic Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, July 8, 1992., 93-15156 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on Economic Growth and 
Credit Formation. 

Changing banking laws to encourage job 
creation : field hearing before the Sub- 
committee on Economic Growth and 
Credit Formation of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Third Congress, first session, 
April 5, 1993., 93-27217 


Conduct of monetary policy : report of 
the Federal Reserve Board pursuant to 
the Full Employment and Balanced 
Growth Act of 1978, P.L. 95-523 and 
the state of the economy : hearing 
before the Subcommittee on Economic 
Growth and Credit Formation of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Third Congress, 
first session, February 23, 1993., 93- 
22618 


Creation of a secondary market for com- 
mercial business loans : hearing before 
the Subcommittee on Economic 
Growth and Credit Formation of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Third Congress, 
first session, March 2, 1993., 93-29899 


The credit crunch for small- and 
medium-sized businesses : field hearing 
before the Subcommittee on Economic 
Growth and Credit Formation of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Third Congress, 
first session, March 20, 1993., 93- 
22620 


Defense conversion programs in the 
President’s fiscal year 1994 budget pro- 
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posal : hearings before the Subcommit- 
tee on Economic Growth and Credit 
Formation of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, One Hundred 
Third Congress, first session, April 19 
and 22, 1993., 93-29905 


The impact of defense downsizing, con- 
version, and dual-use initiatives on de- 
fense contractors : hearings before the 
Subcommittee on Economic Growth 
and Credit Formation of the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, One 
Hundred Third Congress, first session, 
June 10, 1993., 93-29908 


The purchase of U.S. government securi- 
ties by commercial banking institutions 
: hearing before the Subcommittee on 
Economic Growth and Credit Forma- 
tion of the Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives, One Hundred Third 
Congress, first session, April 2, 1993., 
93-29904 


Secondary market for commercial busi- 
ness loans : hearing before the Subcom- 
mittee on Economic Growth and 
Credit Formation of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Third Congress, first session, Feb- 
ruary 16, 1993., 93-24855, 93-29900 


United States. Congress. House. Committee 


on Banking, Finance, and Urban Affairs. 

Subcommittee on Economic Stabilization. 

Foreign direct investment, the Exon- 
Florio foreign acquisition review proc- 
ess, and H.R. 2624, the Technology 
Preservation Act of 1991, to amend the 
1988 Exon-Florio provision : hearings 
before the Subcommittee on Economic 
Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
March 3i and April 2, 1992., 93-8246 


The role of the federal government in 
economic development : a focus on 
Philadelphia and the Delaware Valley 
Region : field hearing before the Sub- 
committee on Economic Stabilization 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, April 24, 1992., 
93-15153 


Strategic economic development planning 
: models for success : hearings before 
the Subcommittee on Economic Stabi- 
lization of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, September 22 
and 24, 1992., 93-19905 
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U.S. Congress. House. Committee on Banking, 


Traditional and non-traditional lenders’ 
role in economic development : joint 
hearing before the Subcommittee on 
Policy Research and Insurance and the 
Subcommittee on Economic Stabiliza- 
tion of the Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, July 22, 
1992., 93-12659 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on Financial Institutions 
Supervision, Regulation, and Deposit 
Insurance. 

Community development institutions 
hearings before the Subcommittee on 
Financial Institutions Supervision, Reg- 
ulation, and Deposit Insurance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Third Congress, 
first session, February 2, 3, and 4, 
1993., 93-19906 


Effect of bank regulation on credit avail- 
ability : hearing before the Subcommit- 
tee on Financial Institutions Supervi- 
sion, Regulation, and Deposit Insur- 
ance of the Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives, One Hundred Third 
Congress, first session, March 30, 
1993., 93-24857 


FFIEC study on regulatory burden : 
hearing before the Subcommittee on 
Financial Institutions Supervision, Reg- 
ulation, and Deposit Insurance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Third Congress, 
first session, February 18, 1993., 93- 
19907 


Funding needs of the Resolution Trust 
Corporation and the Savings Associa- 
tion Insurance Fund : hearing before 
the Subcommittee on Financial Institu- 
tions Supervision, Regulation, and De- 
posit Insurance of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Third Congress, first session, 
March 17 and 18, 1993., 93-29901 


H.R. 890, Unclaimed Deposits Amend- 
ments Act of 1993 : hearing before the 
Subcommittee on Financial Institutions 
Supervision, Regulation and Deposit 
Insurance of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, One Hundred 
Third Congress, first session, February 
24, 1993., 93-19908 

H.R. 4170, Interstate Banking Efficiency 
Act of 1992 : hearings before the Sub- 
committee on Financial Institutions Su- 
pervision, Regulation and Insurance of 
the Committee on Banking, Finance, 


and Urban Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, June 25 and 30, 
1992., 93-12657 


H.R. 5538, Financial Institution Restitu- 
tion Collection Improvement Act of 
1992 : hearing before the Subcommittee 
on Financial Institutions Supervision, 
Regulation and Insurance of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, August 11, 1992., 93-10355 


Simplifying the regulatory burden on 


well-run financial institutions : hearing 
before the Subcommittee on Financial 
Institutions Supervision, Regulation 
and Insurance of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
June 23, 1992., 93-10352 


Author Index 


Relationship of Arizona Governor J. Fife 
Symington III with Southwest Savings 
and Loan Association : hearing before 
the Subcommittee on General Over- 
sight and Investigations of the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, February 20, 1992., 93-15152 


The RTC’s operation Western Storm : 
hearing before the Subcommittee on 
General Oversight and Investigations 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, August 6, 1992., 
93-15158 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on General Oversight, 
Investigations, and the Resolution of 
Failed Financial Institutions. 


Taking the measure of the Resolution 
Trust Corporation : a staff report /, 
93-17486 


Treatment of abandoned deposits and 
property in failed depository institu- 
tions : hearing before the Subcommit- 
tee on Financial Institutions Supervi- 
sion, Regulation and Insurance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, September 24, 1992., 
93-12660 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on General Oversight and 
Investigations. 

Accelerated Resolution Program : hear- 


Alleged misappropriation by New York 


City’s Department of Housing, Preser- 
vation, and Development : field hear- 
ing before the Subcommittee on Gener- 
al Oversight, Investigations, and the 
Resolution of Failed Financial Institu- 
tions of the Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives, One Hundred Third 
Congress, first session, February 10, 
1993., 93-24856 


Hard-to-sell assets plan of the Resolution 


Trust Corporation : hearing before the 
Subcommittee on General Oversight, 
Investigations, and the Resolution of 
Failed Financial Institutions of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 





ing before the Subcommittee on Gener- 
al Oversight and Investigations of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, July 28, 1992., 93- 
17488 


Implementation of appraisal reform sec- 
tions of FIRREA : hearing before the 
Subcommittee on General Oversight 
and Investigations of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
September 16, 1992., 93-19903 


Recent legislative and regulatory changes 
in the terms of credit and credit avail- 
ability for commercial borrowers 
hearing before the Subcommittee on 
General Oversight and Investigations 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, August 4, 1992., 
93-15157 





tives, One Hundred Third Congress, 
first session, March 9, 1993., 93-27216 


Professional liability and RTC contract- 
ing with lawyers : hearing before the 
Subcommittee on General Oversight, 
Investigations, and the Resolution of 
Failed Financial Institutions of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Third Congress, 
first session, March 30, 1993., 93- 
29903 


Resolution Trust Corporation’s minority 
and women-owned business programs : 
hearing before the Subcommittee on 
General Oversight, Investigations, and 
the Resolution of Failed Financial In- 
stitutions of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, One Hundred 
Third Congress, first session, March 
23, 1993., 93-29902 


Status report of the Resolution Trust 
Corporation : hearing before the Sub- 
committee on General Oversight, In- 
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vestigations, and the Resolution of 
Failed Financial Institutions of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Third Congress, 
first session, February 23, 1993., 93- 
22619 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on Housing and Community 
Development. 

The economy and H.R. 4073 : hearings 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, January 29, 1992 and 
February 5, 1992., 93-6359 


The Federal Home Loan Bank System : 
hearings before the Subcommittee on 
Housing and Community Development 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, June 9, 10, and 
11, 1992., 93-22617 


Federal Housing Administration’s Mutual 
Mortgage Insurance Fund and other 
FHA issues : hearings before the Sub- 
committee on Housing and Community 
Development of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
March 19 and April 3, 1992., 93-6360 


FmHA Section 515 Rural Multifamily 
Rental Housing Program hearing 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, May 12, 1992., 93- 
3477 


Home Mortgage Disclosure Act : joint 
hearings before the Subcommittee on 
Consumer Affairs and Coinage and the 
Subcommittee on Housing and Com- 
munity Development of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, May 7 and May 14, 1992., 93- 
3476 

HUD multifamily property disposition : 
hearing before the Subcommittee on 
Housing and Community Development 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred Third Con- 
gress, first session, May 12, 1993., 93- 
29907 

Manufactured housing : hearing before 
the Subcommittee on Housing and 
Community Development of the Com- 





U.S. Congress. House. Committee on Education 


mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, September 29, 1992., 93-17490 


Multifamily housing finance and produc- 
tion : hearing before the Subcommittee 
on Housing and Community Develop- 
ment of the Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, July 23, 
1992., 93-10353 


Preservation of HUD-assisted multifamily 
housing projects : hearing before the 
Subcommittee on Housing and Com- 
munity Development of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, One 
Hundred Third Congress, first session, 
April 20, 1993., 93-29906 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on International 
Development, Finance, Trade, and 
Monetary Policy. 

U.S. economic assistance to successor 
states to the Soviet Union : hearings 
before the Subcommittee on Interna- 
tional Development, Finance, Trade, 
and Monetary Policy of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, February 5, April 1 and 29, 1992., 
93-12655 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on Policy Research and 
Insurance. 

A Descriptive analysis of federal relief, 
insurance, and loss reduction programs 
for natural hazards : a report /, 93- 
17485 


Food stamp trafficking and the food 
stamp electronic benefit transfer pro- 
gram : joint hearing before the Sub- 
committee on Policy Research and In- 
surance of the Committee on Banking, 
Finance, and Urban Affairs and the 
Subcommittee on Regulation, Business 
Opportunities, and Energy of the Com- 
mittee on Small Business and the Sub- 
committee on Domestic Marketing, 
Consumer Relations, and Nutrition of 
the Committee on Agriculture, House 
of Representatives, One Hundred 
Second Congress, second session, 
March 18, 1992., 93-8245 


Secondary market for commercial real 
estate loans : hearing before the Sub- 
committee on Policy Research and In- 
surance of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, May 6, 1992., 
93-3475 
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Small business incubators : field hearing 
before the Subcommittee on Policy Re- 
search and Insurance of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, May 11, 1992., 93-6362 


Traditional and non-traditional lenders’ 
role in economic development : joint 
hearing before the Subcommittee on 
Policy Research and Insurance and the 
Subcommittee on Economic Stabiliza- 
tion of the Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, July 22, 
1992., 93-12659 


United States. Congress. House. Committee 
on Education and Labor. 

Arts, humanities, and museums amend- 
ments of 1993 : report together with 
additional minority and additional 
views (to accompany H.R. 2351) (in- 
cluding cost estimate of the Congres- 
sional Budgt Office)., 93-29773 


Black Lung Benefits Restoration Act of 
1992 : report together with minority 
views (to accompany H.R. 1637) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-8127 


Cesar Chavez Workplace Fairness Act : 
report together with minority and addi- 
tional views (to accompany H.R. 5 
which ... was referred jointly to the 
Committee on Education and Labor, 
the Committee on Energy and Com- 
merce, and the Committee on Public 
Works and Transportation) (including 
cost estimate of the Congressional 
Budget Office)., 93-22527 


A compilation of Federal education laws 
/, 93-15194, 93-17536, 93-19938, 
93-19939, 93-24873 


Compilation of the Low-Income Home 
Energy Assistance Act of 1981, Head 
Start Act, Child Care and Develop- 
ment Block Grant Act of 1990, Com- 
prehensive Child Development Act, 
Community Services Block Grant Act, 
Child Development Associate Scholar- 
ship Assistance Act of 1985, as amend- 
ed through December 31, 1992 /, 93- 
24869 


Compilation of the National Foundation 
on the Arts and the Humanities Act of 
1965, Museum Services Act, Arts and 
Artifacts Indemnity Act as amended 
through December 31, 1991 /, 93- 
6379 


Compilation of the Older Americans Act 
of 1965 and the Native American Pro- 
grams Act of 1974 : as amended 
through December 31, 1992 /, 93- 
24870 


Page I-639 





U.S. Congress. House. Committee on Education 


Coverage of certain federal labor laws to 
foreign flag ships : report together with 
minority views (to accompany H.R. 
1126 ... referred jointly to the Commit- 
tee on Education and Labor and the 
Committee on Merchant Marine and 
fisheries) (including cost estimate of the 
Congressional Budget Office)., 93- 
6199 


Davis-Bacon amendments : report togeth- 
er with minority views (to accompany 
H.R. 1987) (including cost estimate of 
the Congressional Budget Office)., 93- 
6185 


Drafts of proposed legislation : message 
from the President of the United States 
transmitting drafts of proposed legisla- 
tion entitled the “National Service 
Trust Act of 1993” and the “Student 
Loan Reform Act of 1993.”, 93-22465 


Education of the Deaf Act Amendments 
of 1992 : report (to accompany H.R. 
5483) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3369 


Educational Research, Development, and 
Dissemination Excellence Act : report 
(to accompany H.R. 856)., 93-29793 


Educational Research, Development, and 
Dissemination Excellence Act : report 
together with minority views (to ac- 
company H.R. 4014) (including cost es- 
timate of the Congressional Budget 
Office)., 93-3395 


Family and Medical Leave Act of 1993 : 
report together with minority and addi- 
tional views (to accompany H.R. 1 
which on January 5, 1993, was referred 
jointly to the Committee on Education 
and Labor, the Committee on Post 
Office and Civil Service, and the Com- 
mittee on House Administration)., 93- 
19756 


The Family Preservation Act of 1992 : 
report of the Committee on Ways and 
Means, House of Representatives on 
H.R. 3603 together with minority 
views (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3260 

Field hearings on H.R. 3878, the Ameri- 
can Jobs Protection Act, and the 
Mexico Free Trade Agreement and its 
impact on American jobs and the 
American workplace : hearings before 
the Committee on Education and 
Labor, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, hearings held in Westland, MI, 
January 17; Flint, MI, March 28; and 
Columbus, OH, March 30, 1992., 93- 
3492 


Head Start Improvement Act of 1992 : 
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Budget Office)., 93-10263 


National Institutes of Health Revitaliza- 
tion Act of 1993 : report together with 
dissenting and additional dissenting 
views (to accompany H.R. 4) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 93-17391 


National Waste Reduction, Recycling, 
and Management Act : report, together 
with additional and dissenting views 
(to accompany H.R. 3865) (including 
cost estimate of the Congressional 
Budget Office)., 93-3389 


Native Hawaiian Health Care Amend- 
ments of 1992 : report together with 
dissenting views (to accompany H.R. 
5346) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3396 


Petroleum Marketing Practices Act 
Amendments of 1992 : report (to ac- 
company H.R. 5000) (including cost es- 
timate of the Congressional Budget 
Office)., 93-6230 


Prescription Drug User Fee Act of 1992 : 
report (to accompany H.R. 5952) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3405 


Prevention of discrimination based on 
participation in labor disputes : report 
together with minority views (to ac- 
company H.R. 5 which ... was referred 
jointly to the Committee on Education 
and Labor, the Committee on Energy 
and Commerce, and the Committee on 
Public Works and Transportation) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-22528 


Proposed _legislation—’*Comprehensive 
Child Immunization Act of 1993” : 
message from the President of the 
United States transmitting a draft of 
proposed legislation to provide for the 
immunization of all children in the 
United States against vaccine prevent- 
able diseases, and for other purposes., 
93-19737 


Proposed legislation—”The Health Care 
Liability Reform and Quality of Care 
Improvement Act of 1992” : message 
from the President of the United States 
transmitting a draft of proposed legisla- 
tion to improve health care delivery 
system and ensure access to affordable 
quality health care through reduced li- 
ability costs and improved quality of 
care, and for other purposes., 93-6071 

Radon Awareness and Disclosure Act of 
1992 : report together with dissenting 
views (to accompany H.R. 3258) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-6162 


Report on the activity of the Committee 
on Energy and Commerce for the ... 
Congress., 93-15037 
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Securities and Exchange Commission Au- 
thorization Act of 1993 : report (to ac- 
company H.R. 2239) (including cost es- 
timate of the Congressional Budget 
Office)., 93-27140 


Sexually transmitted diseases amendments 
of 1993 : report (to accompany H.R. 
2203) (including cost estimate of the 
Congressional Budget Office)., 93- 
24764 


Silvio O. Conte Disabilities Prevention 
Act : report {to accompany H.R. 2204) 
(including cost estimate of the Con- 
gressional Budget Office)., 93-24754 


To direct the Secretary of Health and 
Human Services to waive the applica- 
tion to the District of Columbia Char- 
tered Health Plan, Inc., of the require- 
ment under Title XIX of the Social 
Security Act that limits the maximum 
number of individuals enrolled with a 
health maintenance organization who 
may be beneficiaries under the Medi- 
care or Medicaid programs : report (to 
accompany H.R. 4252) (including cost 
estimate of the Congressional Budget 
Office)., 93-6139 


Transactions by exchange members for 
discretionary accounts : report (to ac- 
company H.R. 3047) (including cost es- 
timate of the Congressional Budget 
Office)., 93-6113 


Trauma Care Systems Amendments of 
1993 : report (to accompany H.R. 
2205) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
24755 


Tributes to departing members of the 
Energy and Commerce Committee in 
the One Hundred Second Congress : 
proceedings before the Committee on 
Energy and Commerce, U.S. House of 
Representatives, Thursday, September 
17, 1992, the Hearing Room, 2123 Ray- 
burn House Office Building, Washing- 
ton, D.C., 93-19950 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Commerce, Consumer Protection, and 
Competitiveness. 

Anti-car theft and content labeling : hear- 
ing before the Subcommittee on Com- 
merce, Consumer Protection, and 
Competitiveness of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Second 
Congress, second session, on H.R. 
4220, H.R. 4228, H.R. 4230, and H.R. 
4542, bills to require manufacturers and 
importers of motor vehicles to label ve- 
hicles as to place of final production, 
domestic content, and to deter auto 
theft, September 10, 1992., 93-17540 


Armored Car Industry Reciprocity Act : 
hearing before the Subcommittee on 





1993 


Commerce, Consumer Protection, and 
Competitiveness of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Third Con- 
gress, first session, on H.R. 1189 ... 
March 10, 1993., 93-29938 


Child safety protection : hearing before 
the Subcommittee on Commerce, Con- 
sumer Protection, and Competitiveness 
of the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Third Congress, first session, 
on H.R. 965, a bill to provide for toy 
safety and for other purposes, February 
24, 1993., 93-22651 


Digital audio recording : hearing before 
the Subcommittee on Commerce, Con- 
sumer Protection, and Competitiveness 
of the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 4567, a bill to implement 
a royalty payment system and a serial 
copy management system for digital 
audio recording, and to prohibit certain 
copyright infringement actions, March 
31, 1992., 93-12685 


Intercollegiate sports : hearing before the 
Subcommittee on Commerce, Con- 
sumer Protection, and Competitiveness 
of the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Third Congress, first session, 
on Title [X impact on women’s partici- 
pation in intercollegiate athletics and 
gender equity, February 17, 1993., 93- 
19952 


Intercollegiate sports : hearings before 
the Subcommittee on Commerce, Con- 
sumer Protection, and Competitiveness 
of the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, June 19, 1991—overview, July 25, 
1991—academics and athletics, Septem- 
ber 12, 1991—historically black col- 
leges and universities., 93-6391 


Long-term care insurance standards 
hearing before the Subcommittee on 
Commerce, Consumer Protection, and 
Competitiveness of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Second 
Congress, first session ...., 93-10385 


North American Free Trade Agreement : 
hearing before the Subcommittee on 
Commerce, Consumer Protection, and 
Competitiveness of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Third Con- 
gress, first session, on food safety 
issues, February 18, 1993., 93-27247 


Trade enhancement : hearings before the 
Subcommittee on Commerce, Con- 
sumer Protection, and Competitiveness 
of the Committee on Energy and Com- 





U.S. Congress. House. Committee on Energy and 


merce, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 4100, a bill to assure mu- 
tually advantageous international trade 
in motor vehicles and motor vehicle 
parts, an enhanced market for the inter- 
state sale and export of domestically 
produced motor vehicles and motor 
vehicle parts, and the retention and en- 
hancement of U.S. jobs, March 5, 25, 
and April 8, 1992., 93-6387 


Tropical wood labeling : hearing before 
the Subcommittee on Commerce, Con- 
sumer Protection, and Competitiveness 
of the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Second Congress, second ses- 
sion on H.R. 2854, a bill to provide for 
the labeling or marking of tropical 
wood and tropical wood products sold 
in the United States, and related issues, 
May 13, 1992., 93-10380 


United States. Congress. House. Committee 


on Energy and Commerce. Subcommittee 

on Energy and Power. 

Electric and magnetic fields : hearing 
before the Subcommittee on Energy 
and Power of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Third Con- 
gress, first session, April 1, 1993., 93- 
24879 


Elwha River ecosystem and fisheries res- 
toration : joint hearing before the Sub- 
committee on Energy and Power of 
the Committee on Energy and Com- 
merce and the Subcommittee on Fish- 
eries and Wildlife Conservation and the 
Environment of the Committee on 
Merchant Marine and Fisheries and the 
Subcommittee on Water, Power, and 
Offshore Energy Resources of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 4844 ... July 9, 1992., 
93-10383 


Energy Policy Act implementation 
hearing before the Subcommittee on 
Energy and Power of the Committee 
on Energy and Commerce, House of 
Representatives, One Hundred Third 
Congress, first session, on electricity 
provisions, March 4, 1993., 93-22648 


Global warming : hearings before the 
Subcommittee on Energy and Power 
of the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Third Congress, first session., 
93-29941 


Natural gas regulation : hearing before 
the Subcommittee on Energy and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, One Hundred Second Congress, 
second session, July 8, 1992., 93-15207 
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Petroleum marketing practices : hearing 
before the Subcommittee on Energy 
and Power of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Second 
Congress, second session, on H.R. 
2966, a bill to amend the Petroleum 
Marketing Practices Act, June 11, 
1992., 93-6385 


What’s ailing the U.S. auto industry? : 
hearings before the Subcommittee on 
Energy and Power of the Committee 
on Energy and Commerce, House of 
Representatives, One Hundred Second 
Congress, second session, January 16 
and April 30, 1992., 93-10382 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Health and the Environment. 

Access to quality mammography screen- 
ing : hearing before the Subcommittee 
on Health and the Environment of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
including H.R. 1393 (with technical 
corrections) and H.R. 3462 ... June 5, 
1992., 93-12688 


AIDS research opportunities : hearing 
before the Subcommittee on Health 
and the Environment of the Committee 
on Energy and Commerce, House of 
Representatives, One Hundred Second 
Congress, second session, February 24, 
1992., 93-10378 


Health care policy and research : hearing 
before the Subcommittee on Health 
and the Environment of the Committee 
on Energy and Commerce, House of 
Representatives, One Hundred Second 
Congress, second session, on H.R. 
5346, a bill relating to native Hawaiian 
health care, and for other purposes, 
July 20, 1992., 93-19946 


Indian Health Amendments of 1991 
joint hearing before the Committee on 
Interior and Insular Affairs and the 
Subcommittee on Health and the Envi- 
ronment of the Committee on Energy 
and Commerce, One Hundred Second 
Congress, second session, on H.R. 
3724, to amend the Indian Health Care 
Improvement Act to authorize appro- 
priations for Indian health programs, 
and for other purposes, hearing held in 
Washington, DC, March 24, 1992., 
93-12730, 93-15255 


International prescription drug prices : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Third Congress, first session, Feb- 
ruary 22, 1993., 93-29939 
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U.S. Congress. House. Committee on Energy and 


Issues in Medicaid managed care : hear- 
ings before the Subcommittee on 
Health and the Environment of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
June 29, 1992—Fraud and _ abuse; 
August 7, 1992—Providers that serve 
the poor., 93-12686 


Lead exposure risks during construction 
activities : hearing before the Subcom- 
mittee on Health and the Environment 
of the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Third Congress, first session, 
March 3, 1993., 93-29940 


Medicaid source book : background data 
and analysis : a report /, 93-19949 


NIH Revitalization Act : hearing before 
the Subcommittee on Health and the 
Environment of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Third Con- 
gress, first session, on H.R. 4, a bill to 
amend the Public Health Service Act 
... February 3, 1993., 93-22649 

Prescription drug rebate program : hear- 
ing before the Subcommittee on Health 
and the Environment of the Committee 
on Energy and Commerce, House of 
Representatives, One Hundred Second 
Congress, second session, on H.R. 
2890, H.R. 3405, and H.R. 5614, bills to 
amend the Public Health Service Act 
and the Social Security Act to establish 
limits on certain drug prices, July 31, 
1992., 93-15203 


Regulations on pregnancy counseling op- 
tions : hearing before the Subcommit- 
tee on Health and the Environment of 
the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, March 30, 1992., 93-10381 

Report on the major programs within the 
jurisdiction of the Subcommittee on 
Health and the Environment for the 
use of the Committee on Energy and 
Commerce /, 93-22643 


Safe Drinking Water Act : hearing before 
the Subcommittee on Health and the 
Environment of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Third Con- 
gress, first session, on H.R. 1701 ... 
April 19, 1993., 93-27248 

Small market health insurance reform : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
May 14, 1992., 93-15204 


Standards for private long-term care in- 
surance policies : hearing before the 
Subcommittee on Health and the Envi- 
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ronment of the Committee on Energy 
and Commerce, House of Representa- 
tives, One Hundred Second Congress, 
second session, on H.R. 1916, H.R. 
2378, and H.R. 4848, bills to amend the 
Social Security Act ... May 20, 1992., 
93-12687 


User fees for prescription drugs : hearing 
before the Subcommittee on Health 
and the Environment of the Committee 
on Energy and Commerce, House of 
Representatives, One Hundred Second 
Congress, second session, August 10, 
1992., 93-15206 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Oversight and Investigations. 

Clinical laboratories : hearing before the 


Subcommittee on Oversight and Inves- 
tigations of the Committee on Energy 
and Commerce, House of Representa- 
tives, One Hundred Second Congress, 
first session, May 2, 1991., 93-6388 


EPA, contract mismanagement : hearings 


before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Second 
Congress, second session, March 4, 19, 
and July 8, 1992., 93-6390 


hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Energy 
and Commerce, House of Representa- 
tives, One Hundred Third Congress, 
first session, March 10, 1993., 93- 
27246 


EPA’s Criminal Enforcement Program : 


hearing before the Subcommittee on 
Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
September 10, 1992., 93-15208 


The False allegations of Frederick Celani 


: a staff report /, 93-22644 


FDA and the medical device industry : 


hearings before the Subcommittee on 
Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
March 25 and June 3, 1992., 93-3501 


FDA’s drug and device review process : 
hearing before the Subcommittee on 
Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
February 6, 1992., 93-6386 


FHA Rural Housing Rental Program : 
hearing before the Subcommittee on 
Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
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dred Second Congress, second session, 
May 13, 1992., 93-10379 


Fire safety at nuclear powerplants : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Energy and Commerce, House 
of Representatives, One Hundred 
Third Congress, first session, March 3, 
1993., 93-29942 


Government contract mismanagement : 
hearing before the Subcommittee on 
Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
December 3, 1992., 93-19948 


Health care fraud and waste : hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Second 
Congress, first session., 93-3503 


Illegal military assistance to Israel : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Energy and Commerce, House 
of Representatives, One Hundred 
Second Congress, second session, July 
29, 1992., 93-19947 


Impact of textile fraud on commerce : 
hearing before the Subcommittee on 
Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
May 7, 1992., 93-8254 


Insurance company failures : hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Second 
Congress, second session, April 9 and 
September 9, 1992., 93-15205 


Less than the sum of its parts : reforms 
needed in the organization, manage- 
ment, and resources of the Food and 
Drug Administration’s Center for De- 
vices and Radiological Health : a 
report /, 93-22647 


Medicaid [microform] : states turn to 
managed care to improve access and 
control costs : report to the Chairman, 
Subcommittee on Oversight and Inves- 
tigations, Committee on Energy and 
Commerce, House of Representatives / 
, 93-28403 

Medicaid program investigation : hear- 
ings before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Energy and Commerce, House 
of Representatives, One Hundred 
Second Congress, first session., 93- 
6389 





1993 


United States. Congress. House. Committee 

on Energy and Commerce. Subcommittee 

on Telecommunications and Finance. 

Emerging _ telecc ications technol- 
ogies : hearings before the Subcommit- 
tee on Telecc ications and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
One Hundred Third Congress, first ses- 
sion, on H.R. 707, a bill to establish 
procedures to improve the allocation 
and assignment of the electromagnetic 
spectrum, February 4 and April 22, 
1993., 93-29935 


Financial fraud detection : hearing before 
the Subcommittee on Telecommunica- 
tions and Finance of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Third Con- 
gress, first session, on H.R. 574, a bill 
to amend the Securities Exchange Act 
of 1934 to impose additional fraud de- 
tection and disclosure obligations on 
auditors of public companies, February 
18, 1993., 93-19953 


Future of satellite-based services : hearing 
before the Subcommittee on Telecom- 
munications and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Third Congress, first session, May 
20, 1993., 93-29934 


Government securities reform : hearings 
before the Subcommittee on Telecom- 
munications and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Third Congress, first session on 
H.R. 616 and H.R. 618, bills to amend 
the Securities Exchange Act of 1934 
and to extend and revise rulemaking 
authority with respect to government 
securities under the federal securities 
laws, March 17 and 30, 1993., 93- 
29943 


Investment adviser industry reform 
hearing before the Subcommittee on 
Telecc ications and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Third Congress, first session, 
on H.R. 578 ... March 4, 1993., 93- 
29937 


Investment adviser industry reform 
hearings before the Subcommittee on 
Telecc ications and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, June 4 and 10, 1992., 93-3500 


Limited partnerships : hearing before the 
Subcommittee on Telecx ications 
and Finance of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Third Con- 
gress, first session, on H.R. 617, a bill 
to amend the Securities Exchange Act 




















U.S. Congress. House. Committee on Foreign 


of 1934 to protect investors in limited 
partnerships in rollup transactions, and 
for other purposes, February 3, 1993., 
93-22650 


Modified final judgment : hearings before 
the Subcommittee on Telecommunica- 
tions and Finance of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Second 
Congress, first session, on H.R. 1523, 
H.R. 1527, and H.R. 3515 ... July 11, 
October 23 and 24, 1991., 93-15202 


National communications infrastructure : 
hearings before the Subcommittee on 
Telecc ications and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred Third Congress, first session, 
January 19, February 23, March 24, 
and March 31, 1993., 93-29933 


SEC reauthorization : hearing before the 
Subcommittee on Telecommunicatins 
and Finance of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred Third Con- 
gress, first session, May 19, 1993., 93- 
29945 


Telecommuting : hearing before the Sub- 
committee on Telecc ications and 
Finance of the Committee on Energy 
and Commerce, House of Representa- 
tives, One Hundred Second Congress, 
second session, on H.R. 5082 ... July 
29, 1992., 93-10384 








United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Transportation and Hazardous 
Materials. 

Consumer protection telemarketing 
hearing before the Subcommittee on 
Transportation and Hazardous Materi- 
als of the Committee on Energy and 
Commerce, House of Representatives, 
One Hundred Third Congress, first ses- 
sion, on H.R. 868 ... February 17, 
1993., 93-19954 


Radon awareness and disclosure : hearing 
before the Subcommittee on Transpor- 
tation and Hazardous Materials of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
on H.R. 3258 ... June 3, 1992., 93- 
10386 


Rail labor disputes : hearing before the 
Subcommittee on Transportation and 
Hazardous Materials of the Committee 
on Energy and Commerce, House of 
Representatives, One Hundred Second 
Congress, second session, June 24, 
1992., 93-3502 


Railroad safety programs hearings 
before the Subcommittee on Transpor- 
tation and Hazardous Materials of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
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dred Second Congress, first session., 
93-17539 


Striker replacement legislation : hearing 
before the Subcommittee on Transpor- 
tation and Hazardous Materials of the 
Committee on Energy and Commerce, 
House of Representatives, One Hun- 
dred Third Congress, first session, on 
H.R. 5, a bill to amend the National 
Labor Relations Act and the Railway 
Labor Act to prevent discrimination 
based on participation in labor disputes, 
May 19, 1993., 93-29936 


Superfund program : hearings before the 
Subcommittee on Transportation and 
Hazardous Materials of the Committee 
on Energy and Commerce, House of 
Representatives, One Hundred Third 
Congress, first session, on oversight of 
the implementation of the Superfund 
program., 93-29944 


United States. Congress. House. Committee 


on Foreign Affairs. 

Activities to prevent nuclear proliferation 
: message from the President of the 
United States transmitting his annual 
report reviewing all activities of United 
States government departments and 
agencies during calendar 1991 relating 
to the prevention of nuclear prolifera- 
tion, pursuant to 22 U.S.C. 3281., 93- 
3225 


Additional measures with respect to the 
Federal Republic of Yugoslavia (Serbia 
and Montenegro) communication 
from the President of the United States 
transmitting a copy of an executive 
order with respect to additional meas- 
ures with the Federal Republic of 
Yugoslavia (Serbia and Montenegro), 
pursuant to 50 U.S.C. 1701 et seq. and 
1601 et seq. and 22 U.S.C. 287c., 93- 
19725 


Additional measures with respect to the 
Federal Republic of Yugoslavia (Serbia 
and Montenegro) : message from the 
President of the United States transmit- 
ting his executive order taking addi- 
tional steps with respect to the actions 
and policies of the Federal Republic of 
Yugoslavia (Serbia and Montenegro), 
pursuant to 50 U.S.C. 1706(d) and 
1641(b)., 93-19750 


Administrative procedures of the Com- 
mittee on Foreign Affairs, U.S. House 
of Representatives., 93-22658 


Blocking government of Haiti property 
and prohibiting transactions with Haiti 
: message from the President of the 
United States transmitting a copy of an 
executive order taking additional steps 
with respect to the actions and policies 
of the de facto regime in Haiti and the 
national emergency described and de- 
clared in executive order no. 12775, 
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pursuant to 50 U.S.C. 1701 et seq., and 
1601 et seq., and 22 U.S.C. 287c., 93- 
27101 


Comparison of U.S. administration testi- 
mony and reports with 1993 U.N. 
Truth Commission report on El Salva- 
dor : report /, 93-27256 


Conference on Security and Cooperation 
in Europe (CSCE) : report of the 
United States delegation to the first 
CSCE parliamentary assembly held in 
Budapest, Hungary, July 3-5, 1992., 
93-17572 


Congress and foreign policy., 93-3520 


Consideration of authorizations for fiscal 
years 1992-93 for the former Soviet 
Republics; peacekeeping activities; im- 
plementation of the Salvadoran Peace 
Accords; and the Nonproliferation and 
Disarmament Fund : markup before the 
Committee on Foreign Affairs and its 
Subcommittee on International Oper- 
ations, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 4547, H.R. 4548, H.R. 
4549, and H. Res. 391, February 25, 
March 11, and June 10, 1992., 93-3509 


Consideration of H.R. 776—the energy 
bill : markup before the Committee on 
Foreign Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, on H.R. 776, April 29, 
1992., 93-17561 


Consideration of H.R. 4996—to extend 
the authorities of the Overseas Private 
Investment Corporation, and other pur- 
poses : markup before the Committee 
on Foreign Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, on H.R. 4996, 
May 28, 1992., 93-19985 


Consideration of miscellaneous bills and 
resolutions : markups before the Com- 
mittee on Foreign Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, on H. Con. 
Res. 239, H.J. Res. 414, H. Con. Res. 
293 ...., 93-19973 


Consideration of the Cuban Democracy 
Act of 1992 : hearings and markup 
before the Committee on Foreign Af- 
fairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 4168 and H.R. 5323, 
March 18, 25, April 2, 8, May 21, June 
4,5, 1992., 93-15221 


Continuation of economic sanctions 
against Haiti : message from the Presi- 
dent of the United States transmitting 
notification that he shall continue to 
exercise the powers at his disposal to 
apply economic sanctions against haiti 
as long as these measures are appropri- 
ate, pursuant to 50 U.S.C. 1703(c)., 
93-8123 
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Continuation of emergency regarding 
export control regulations : message 
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H.R. 5676, Balanced Budget Enforcement 
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ture Subcommittee of the Committee 
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tee of the Committee on Government 
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President’s report on foreign government 


procurement discrimination against 
U.S. companies : hearings before the 
Legislation and National Security Sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, One Hundred Second Con- 
gress, first and second sessions, May 
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hearing before the Legislation and Na- 
tional Security Subcommittee of the 
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access by handicapped persons to mul- 
tifamily dwellings : hearing before the 
Legislation and National Security Sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, June 30, 1992., 
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The Systematic Approach for Value En- 
gineering Act : hearing before the Leg- 
islation and National Security Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, One Hundred Second Congress, 
second session, on H.R. 281, to pro- 
mote competitiveness and more effi- 
cient government operations by requir- 
ing a value engineering review for cer- 
tain types of federal contracts, and for 
other purposes, June 23, 1992., 93- 
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Security Subcommittee of the Commit- 
tee on Government Operations, House 
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Second Congress, first session, April 
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tional Security Subcommittee of the 
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dred Second Congress, second session, 
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Authorizing the Go for Broke National 
Veterans Association Foundation to es- 
tablish a memorial in the District of 
Columbia or its environs to honor Jap- 
anese American patriotism in World 
War II : report (to accompany H.J. 
Res. 271)., 93-3291 
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Dismissing the election contest against 
Jay Dickey : report (to accompany H. 
Res. 182)., 93-24750 

Government Printing Office Electronic 
Information Access Enhancement Act 
of 1992 : report (to accompany H.R. 
5983) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
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Government Printing Office Electronic 
Information Access Enhancement Act 
of 1993 : report (to accompany H.R. 
1328) (including cost estimate of the 
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340 : report of the Committee on 
House Administration, House of Repre- 
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Joint hearing on H.R. 2772, the GPO 


Wide Information Network for Data 
Online Act of 1991, and S. 2813, the 
GPO Gateway to Government Act of 
1992 : joint hearing before the Commit- 
tee on House Administration, U.S. 
House of Representatives and Commit- 
tee on Rules and Administration, U.S. 
Senate, One Hundred Second Con- 
gress, second session ... July 23, 1992, 
Washington, DC., 93-10406 


Libraries and library services : field hear- 


ing before the Committee on House 
Administration and Joint Committee on 
the Library, One Hundred Second 
Congress, second session, Robeson 
County Public Library, Lumberton, 
NC, September 21, 1992., 93-12721 


National African American Museum Act 


: report (to accompany H.R. 877 ... re- 
ferred jointly to the Committee on 
House Administration and the Commit- 
tee on Public Works and Transporta- 
tion) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
27120 


National Air and Space Museum Expan- 


sion Site Selection Act of 1992 : report 
together with minority views (to ac- 
company H.R. 3281)., 93-6163 


National Voter Registration Act of 1993 : 


report together with minority views (to 
accompany H.R. 2) (including cost esti- 
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Office)., 93-15042 


Proposed legislation—Federal Pay Re- 
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Providing amounts from the contingent 


fund of the House for continuing ex- 
penses of investigations and studies by 
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of] investigations and studies by the 
Task Force to Investigate Certain Alle- 
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atives, together with minority views 
(to accompany H. Res. 107)., 93- 
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Report on the activities of the Committee 
on House Administration of the House 
of Representatives., 93-17375 
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seas Citizens Absentee Voting Act : 
hearing before the Subcommittee on 
Elections of the Committee on House 
Administration, U.S. House of Repre- 
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gress, second session ... July 22, 1992, 
Washington, DC., 93-12722 


H.R. 1179, Federal Election Commission 
authorization, fiscal year 1994 : hearing 
before the Subcommittee on Elections 
of the Committee on House Adminis- 
tration, House of Representatives, One 
Hundred Third Congress, first session, 
on H.R. 1179 ... March 16, 1993, Wash- 
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Increase of social security exemption for 
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Committee on House Administration, 
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dred Second Congress, first session, 
October 10, 1991, Washington, DC., 
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on House Administration, One Hun- 
dred Second Congress, first session ... 
November 12, 1991., 93-27278 
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rials of Committee on House Adminis- 
tration, One Hundred Second Con- 
gress, first session ... October 1, 1991., 
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Hearing on Smithsonian Institution, H.R. 
1246, National African-American 
Museum : hearing before the Subcom- 
mittee on Libraries and Memorials of 
Committee on House Administration, 
One Hundred Second Congress, second 
session ... April 8, 1992., 93-20025 


Hearing on Smithsonian Institution over- 
sight : hearing before the Subcommit- 
tee on Libraries and Memorials of 
Committee on House Administration, 
One Hundred Second Congress, second 
session ... March 4, 1992., 93-20026 


National Air and Space Museum : hear- 
ing before the Subcommittee on Li- 
braries and Memorials of the Commit- 
tee on House Administration, One 
Hundred Second Congress, first session 
.. July 30, 1991., 93-17605 


United States. Congress. House. Committee 
on House Foreign Affairs. 

International Relations Act of 1993 : 
report together with additional, dissent- 
ing, and minority views (to accompany 
H.R. 2333) (including cost estimate of 
the Congressional Budget Office)., 93- 
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tive Center : report together with dis- 
senting views (to accompany H.R. 
2548) (including cost estimate of the 
Congressional Budget Office). 93- 
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tivities in the National Park System : 
report together with dissenting views 
(to accompany H.R. 5906) (including 
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Budget Office)., 93-6180 


Alyeska Pipeline Service Company 
covert operation : draft report of the 
Committee on Interior and Insular Af- 
fairs of the U.S. House of Representa- 
tives, One Hundred Second Congress, 
second session., 93-6430 
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1992 : report (to accompany S. 2572 ... 
referred jointly to the Committees on 
Interior and Insular Affairs, Agricul- 
ture, and Merchant Marine and Fisher- 
ies) (including cost estimate of the 
Congressional Budget Office)., 93- 
6167 
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Classroom : report together with dis- 
senting views (to accompany H.R. 
5534) (including cost estimate of the 
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Authorization of funds for implementa- 
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the Pueblo de Chchiti and the U.S. 
Army Corps of Engineers : report (to 
accompany H.R. 4437 which ... was 
referred jointly to the Committee on 
Public Works and Transportation and 
the Committee on Interior and Insular 
Affairs) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3259 


Boundary modifications, New River 
Gorge National River, Gauley River 
National Recreation Area, and Blues- 
tone National Scenic River : report to- 
gether with dissenting views (to ac- 
company H.R. 4382) (including cost es- 
timate of the Congressional Budget 
Office)., 93-3258 


Brown v. Board of Education National 
Historic Site Act of 1992 : report (to 
accompany H.R. 5484) (including cost 
estimate of the Congressional Budget 
Office)., 93-12564 


California Tribal Status Act : hearing 
before the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session, on H.R. 2144 ... hearing 
held in Washington, DC, May 28, 
1992., 93-17615 


California Tribal Status Act of 1991 : 


hearing before the Committee on Inte- 
rior and Insular Affairs, House of Rep- 
resentatives, One Hundred Second 
Congress, first session on H.R. 2144 ... 
hearing held in Washington, DC, Octo- 
ber 10, 1991., 93-10415 


Colorado Wilderness Act of 1992 : report 


together with additional views (to ac- 
company S. 1029 which ... was referred 
jointly to the Committee on Interior 
and Insular Affairs and the Committee 
on Agriculture) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-3361 


Conveyance of certain lands in Living- 
ston Parish, Louisiana : report (to ac- 
company S. 1439) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-6177 


Conveyance of certain lands to the town 
of Taos, New Mexico : report (to ac- 
company H.R. 5548) (including cost es- 
timate of the Congressional Budget 
Office)., 93-10261 
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(to accompany H.R. 5119 ... referred 
jointly to the Committees on Interior 
and Insular Affairs and Agriculture) 
(including cost estimate of the Con- 
gressional Budget Office)., 93-8140 
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hazardous waste : a report /, 93- 
12729 


Dry Tortugas National Park : report to- 
gether with additional views (to ac- 
company H.R. 5061) (including cost es- 
timate of the Congressional Budget 
Office)., 93-3371 


Effects of the President’s proposed wet- 
lands policy on national parks and pro- 
tected areas : oversight hearing before 
the Committee on Interior and Insular 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion ... hearing held in Washington, 
DC, February 26, 1992., 93-22697 


Federal acknowledgment of various 
Indian groups : hearing before the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion on H.R. 3958 ... H.R. 1475 ... H.R. 
2349 ... H.R. 5562 ... H.R. 3607 ... hear- 
ing held in Washington, DC, July 8, 
1992., 93-22703 


Fort Carson-Pinon Canyon Military 
Lands Withdrawal Act : report (to ac- 
company H.R. 4404 which ... was re- 
ferred jointly to the Committee on In- 
terior and Insular Affairs and the Com- 
mittee on Armed Services) (including 
cost estimate of the Congressional 
Budget Office)., 93-3364 
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and scenic rivers system : report (to 
accompany H.R. 5853) (including cost 
estimate of the Congressional Budget 
Office)., 93-6181 


Implementation and enforcement of the 
Indian Gaming Regulatory Act, Public 
Law 100-497 : oversight hearings 
before the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session ... hearings held in 
Washington, DC, Thursday, January 9, 
1992; Tuesday, February 4, 1992., 93- 
10412 


Implementation of recommendations of 
JTAC : hearings before the Committee 
on Interior and Insular Affairs, House 
of Representatives, One Hundred 
Second Congress, first session, on H.R. 
2414, to implement certain recommen- 
dations of the Garrison Unit Joint 
Tribal Advisory Committee regarding 
the entitlement of the Three Affiliated 
Tribes and the Standing Rock Sioux 
Tribe to additional financial compensa- 
tion for the taking of reservation lands 
for the site of the Garrison Dam and 
Reservoir and the Oahe Dam and Res- 
ervoir, and for other purposes, hearings 
held in Washington, DC, Wednesday, 
October 30, 1991, Thursday, November 
4, 1991., 93-12738 
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Indian Agricultural Resources Manage- 
ment Act of 1991 : joint hearing before 
the Select Committee on Indian Af- 
fairs, United States Senate and the 
Committee on Interior and Insular af- 
fairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on S. 2977 ... and H.R. 5744 ... 
September 22, 1992, Washington, DC., 
93-22692 


Indian Employment, Training and Relat- 
ed Services Demonstration Act of 1992 
: report (to accompany S. 1530) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3409 


Indian federal acknowledgment process : 
hearing before the Committee on Inte- 
rior and Insular Affairs, House of Rep- 
resentatives, One Hundred Second 
Congress, second session, on H.R. 
3430, to establish administrative proce- 
dures to extend federal recognition to 
certain Indian groups, hearing held in 
Washington, DC, September 15, 1992., 
93-20036 


Indian Fetal Alcohol Syndrome Preven- 
tion and Treatment Act hearing 
before the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, One Hundred Second Congress, 
second session on H.R. 1322 ... hearing 
held in Washington, DC, March 5, 
1992., 93-10413 


Indian Health Amendments of 1991 
hearing before the Committee on Inte- 
rior and Insular Affairs, One Hundred 
Second Congress, second session, on 
H.R. 3724, to amend the Indian Health 
Care Improvement Act to authorize 
appropriations for Indian health pro- 
grams, and for other purposes, hearing 
held in Washington, DC, March 24, 
1992., 93-24906 


Indian Health Amendments of 1991 
joint hearing before the Committee on 
Interior and Insular Affairs and the 
Subcommittee on Health and the Envi- 
ronment of the Committee on Energy 
and Commerce, One Hundred Second 
Congress, second session, on H.R. 
3724, to amend the Indian Health Care 
Improvement Act to authorize appro- 
priations for Indian health programs, 
and for other purposes, hearing held in 
Washington, DC, March 24, 1992., 
93-12730, 93-15255 


Indian health and tribal economic devel- 
opment : oversight hearing before the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first session 
.. hearing held in Bismarck, ND, De- 
cember 19, 1992., 93-8290 

Indian housing and Indian water rights in 


New Mexico : hearing before the Com- 
mittee on Interior and Insular Affairs, 
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House of Representatives, One Hun- 
dred Second Congress, second session, 
on H.R. 4437 ... H.R. 4026 ... H.R. 
5122 ... H.R. 4027 ... hearing held in 
Washington, DC, May 29, 1992., 93- 
17617 


Indian Tribal Justice Act : hearing before 
the Committee on Interior and Insular 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 4004 ... hearing held in 
Pierre, SD, February 7, 1992., 93- 
8287, 93-22702 


Jena Band of Choctaws of Louisiana Res- 


toration Act : report (to accompany S. 
3095) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
6173 


Jicarilla Apache Tribe Water Rights Set- 


tlement Act : report together with ad- 
ditional views (to accompany H.R. 
5122)., 93-6184 


Joint field hearing to address proposed 


North American Free Trade Agree- 
ment with Mexico and Canada, and 
H.R. 3878, the American Jobs Protec- 
tion Act : joint hearing before the 
Committee on Education and Labor 
and the Committee on Interior and In- 
sular Affairs, House of Representatives, 
One Hundred Second Congress, second 
session, hearing held in San Francisco, 
CA, April 24, 1992., 93-15189 


Land exchange with the city of Tacoma, 
Washington : report (to accompany 
H.R. 4489) (including cost estimate of 
the Congressional Budget Office)., 93- 
6176 


Lease of lands to Mount Olivet Cemetery 
Association : report (to accompany S. 
807) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3372 


Legislative and review activities of the 
Committee on Interior and Insular Af- 
fairs of the House of Representatives 
during the .. Congress pursuant to 
clause 1(d) of rule XI of the rules of 
the House of Representatives., 93- 
15021 


Legislative calendar /, 93-20048 


Military Land Reform and Reassessment 
Act of 1992 : report (to accompany 
H.R. 3564 ... referred jointly to the 
Committee on Interior and Insular Af- 
fairs and the Committee on Armed 
Services) (including cost estimate of 
the Congressional Budget Office)., 93- 
6232 


Mimbres Culture National Monument Es- 
tablishment Act of 1992 : report to- 
gether with dissenting views (to ac- 
company S. 1528) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-6178 
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Mineral Exploration and Development 
Act of 1992 : report together with sup- 
plemental, additional, and dissenting 
views (to accompany H.R. 918) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-6091 


Minor Boundary Adjustments and Mis- 
cellaneous Park Amendments Act of 
1992 : report (to accompany S. 2563) 
(including cost estimate of the Con- 
gressional Budget Office)., 93-6182 


Montana National Forest Management 
Act of 1992 : report (to accompany S. 
1696 ... referred jointly to the Commit- 
tee on Interior and Insular Affairs and 
the Committee on Agriculture)., 93- 
6187, 93-6188 


Multiple use and sustained yield : chang- 
ing philosophies for federal land man- 
agement? : the proceedings and summa- 
ry of a workshop convened on March 
5 and 6, 1992, Washington, DC /, 93- 
20034 


National Park System advisory commit- 
tees : report (to accompany H.R. 4085) 
(including cost estimate of the Con- 
gressional Budget Office)., 93-3257 


National river systems recreation assess- 


ment : report (to accompany H.R. 
5001) (including cost estimate of the 
Congressional Budget Office)., 93- 
6134 


New River Wild and Scenic Study Act 
of 1992 : report (to accompany H.R. 
5021) (including cost estimate of the 
Congressional Budget Office)., 93- 
3370 


Northern Cheyenne Indian Reserved 
Water Rights Settlement Act of 1992 : 
report (to accompany S. 1607) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 93-6146 


Port Chicago National Memorial Act of 
1992 : report (to accompany H.J. Res. 
306) (including cost estimate of the 
Congressional Budget Office). 93- 
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Provide for the recognition of the 
Lumbee Tribe of Cheraw Indians of 
North Carolina : joint hearing before 
the Committee on Interior and Insular 
Affairs, House of Representatives, and 
the Select Committee on Indian Af- 
fairs, United States Senate, One Hun- 
dred Second Congress, first session, on 
H.R. 1426, Lumbee Recognition Act, 
and S. 1036, Lumbee Recognition Act : 
hearing held in Washington, DC, 
August 1, 1991., 93-24903 


Providing that a portion of the income 
derived from trust or restricted land 
held by an individual Indian shall not 
be considered as a resource or income 
in determining eligibility for assistance 
under any federal or federally assisted 
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program : report (to accompany H.R. 
2737 ... referred jointly to the Commit- 
tees on Interior and Insular Affairs and 
Ways and Means) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-6120 


Release of radioactively contaminated 
waste from Department of Energy 
complexes to civilian incinerators 
oversight hearing before the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session 
. hearing held in Washington, DC, 
February 20, 1992., 93-8281 


San Carlos Apache Tribe Water Rights 
Settlement Act of 1991 : hearing before 
the Committee on Interior and Insular 
Affairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on H.R. 748 ... S. 291 ... hearing 
held in Washington, DC, November 
21, 1991., 93-10414 


The Seth Eastman paintings of Indian life 
: on display at the Committee on Inte- 
rior and Insular Affairs, the Honorable 
George Miller, chairman., 93-6243 


Sioux Ranger District boundary adjust- 

ment : report (to accompany H.R. 4087 

. feferred jointly to the Committees 

on Agriculture and Interior and Insular 

Affairs) (including cost estimate of the 

Congressional Budget Offfice)., 93- 
8141 


Southern Arizona Water Rights Settle- 
ment Amendments of 1992 : joint hear- 
ing before the Select Committee on 
Indian Affairs, United States Senate, 
and the Committee on Interior and In- 
sular Affairs, House of Representatives, 
One Hundred Second Congress, second 
session, on S. 3125 ... and H.R. 5735 ... 
August 6, 1992, Washington, DC., 93- 
17611 


Spring Mountains National Recreation 
Area Act : report together with addi- 
tional views (to accompany H.R. 4590) 
(including cost estimate of the Con- 
gressional Budget Office)., 93-6179 


State regulation of nuclear power : an 
overview of current state regulatory 
activities : with supplemental readings 
/, 93-17613 


Stock Raising Homestead Act Amend- 
ments of 1992 : report together with 
dissenting views (to accompany H.R. 
450) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3251 


Technical corrections : report (to accom- 
pany H.R. 6046) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-6183 


Temporary use of South Gate Park : 
report (to accompany H.R. 5291) (in- 
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sional Budget Office)., 93-3262 


To amend the Indian Self-Determination 
and Education Assistance Act : hearing 
before the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, One Hundred Second Congress, 
first session, on H.R. 3394 ... hearing 
held in Washington, DC, October 3, 
1991., 93-8280 


To make technical amendments to certain 
federal Indian statutes : report (to ac- 
company H.R. 5686) (including cost es- 
timate of the Congressional Budget 
Office)., 93-3336 


Trust income tax exemption : hearing 
before the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, One Hundred Second Congress, 


first session, on H.R. 2737, to provide 


that a portion of the income derived 
from trust or restricted land held by an 
individual Indian shall not be consid- 
ered as a resource or income in deter- 
mining eligibility for assistance under 
any federal or federally assisted pro- 
gram, hearing held in Washington, DC, 
October 22, 1991., 93-15259 


Utah Schools and Lands Improvement 
Act of 1992 : report (to accompany 
H.R. 5118) (including cost estimate of 
the Congressional Budget Office)., 93- 
6175 


Various public land and national forest 
measures : report together with dissent- 
ing views (to accompany S. 1183) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-6174 


Western Shoshone Claims Disbursement 
Act : hearing before the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, on H.R. 
3897, to provide for the apportionment 
and distribution of the award in Indian 
Claims Commission docket numbered 
326-K, and for other purposes, hearing 
held in Washington, DC, April 30, 
1992., 93-8289 

Zuni River Watershed Act of 1991 : 
report (to accompany H.R. 4026) (in- 
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Council : hearing before the Subcom- 
mittee on Energy and the Environment 
of the Committee on Interior and Insu- 
lar Affairs, House of Representatives, 
One Hundred Second Congress, second 
session, on H.R. 4999 ... H.R. 2660 ... 
hearing held in Washingtoa, DC, May 
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sentatives, One Hundred Second Con- 
gress, second session ... hearing held in 
Washington, DC, February 3, 1992., 
93-6432 


Department of Energy budget request for 
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of Representatives, [One Hundred 
Second Congress], second session ... 
hearing held in Washington, DC, Feb- 
ruary 28, 1992., 93-8291 
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and the Environment of the Committee 
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hearing held in Trenton, New Jersey, 
September 21, 1992., 93-22701 
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Energy and the Environment of the 
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and the Environment of the Committee 
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Second Congress, first session, on H.R. 
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and the Environment of the Committee 
on Interior and Insular Affairs, House 
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mittee on Energy and the Environment 
of the Committee on Interior and Insu- 
lar Affairs, House of Representatives, 
One Hundred Second Congress, second 
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United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on General Oversight and 
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Air quality issues affecting national parks, 
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Lands of the Committee on Interior 
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Francisco, California, One Hundred 
Second Congress, first session. 93- 
24902 
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GAO report on American Samoa : over- 
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on Insular and International Affairs of 
the Committee on Interior and Insular 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on General Accounting Office 
report on financial problems in Ameri- 
can Samoa, hearing held in Washing- 
ton, DC, May 19, 1992., 93-24910 


Insular areas budget request for fiscal 


year 1992 : oversight hearings before 
the Subcommittee on Insular and Inter- 
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tional Parks and Public Lands of the 
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fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on H.R. 3359, to amend the Geo- 
thermal Steam Act of 1970 (30 U.S.C. 
1001-1027) and for other purposes, 
hearing held in Washington, DC, Octo- 
ber 31, 1991., 93-27282 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on National Parks and 
Public Lands. 

The administration’s response to the spot- 
ted owl crisis : joint oversight hearing 
before the Subcommittee on National 
Parks and Public Lands of the Com- 
mittee on Interior and Insular Affairs 
and the Subcommittee on Forests, 
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Subcommittee on Fisheries and Wild- 
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of the Committee on Merchant Marine 
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ington, DC, March 24, 1992. 93- 
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forests, and public lands : joint over- 
sight hearing before the Subcommittee 
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Oversight and California Desert Lands 
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session ... hearing held in Washington, 
DC, April 30, 1992., 93-24904 
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and Insular Affairs, House of Repre- 
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460 ... hearing held in Washington, 
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on National Parks and Public Lands of 
the Committee on Interior and Insular 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 4690 ... hearing held in 
Washington, DC, July 28, 1992., 93- 
20039 


Black Canyon National Conservation Act 
of 1991 : hearing before the Subcom- 
mittee on National Parks and Public 
Lands of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, on H.R. 1321 ... 
hearing held in Washington, DC, 
March 31, 1992., 93-20040 
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Colorado Wilderness Act of 1991, Bowen 
Gulch Wilderness Act of 1991 : hear- 
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tional Parks and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on H.R. 762 ... H.R. 1447 ... hear- 
ing held in Washington, DC, May 23, 
1991., 93-15261 


Concessions at Yosemite National Park : 
Oversight hearing before the Subcom- 
mittee on National Parks and Public 
Lands of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, first session ... hearing held in 
Washington, DC, January 9, 1991., 
93-24905 


Dayton Aviation Heritage National His- 
toric Preservation Act of 1991 : hear- 
ing before the Subcommittee on Na- 
tional Parks and Public Lands of the 
Committee on Interior and Insular Af- 
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Hundred Second Congress, first ses- 
sion, on H.R. 2321 ... hearing held in 
Washington, DC, August 1, 1991., 93- 
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hearing before the Subcommittee on 
National Parks and Public Lands of the 
Committee on Interior and Insular Af- 
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Hundred Second Congress, second ses- 
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National Parks and Public Lands of the 
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Japanese-American historic landmarks : 
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National Parks and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on H.R. 543, to establish the Man- 
zanar National Historic Site in the state 
of California, and for other purposes; 
H.R. 2351, to authorize a study of na- 
tionally significant places in Japanese- 
American history, hearing held in 
Washington, DC, May 21, 1991., 93- 
22698 

John F. Kennedy Center operations : 
oversight hearing before the Subcom- 
mittee on National Parks and Public 
Lands of the Committee on Interior 
and Insular Affairs, House of Repre- 
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sentatives, One Hundred Second Con- 
gress, second session ... hearing held in 
Washington, DC, September 15, 1992., 
93-20046 


Keweenaw National Historical Park Es- 


tablishment Act : hearing before the 
Subcommittee on National Parks and 
Public Lands of the Committee on In- 
terior and Insular Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, on H.R. 3227 
. hearing held in Washington, DC, 
June 30, 1992., 93-20038 


Little River Canyon National Preserve, 
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hearing held in Washington, DC, No- 
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hearing before the Subcommittee on 
National Parks and Public Lands of the 
Committee on Interior and Insular Af- 
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Hundred Second Congress, first ses- 
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National park concessions measures : 
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National Parks and Public Lands of the 
Committee on Interior and Insular Af- 
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Hundred Second Congress, first ses- 
sion, on H.R. 542 ... H.R. 294 ... H.R. 
571 ... H.R. 943 ... H. Con. Res. 14 ... 
H. Con. Res. 20 ... hearing held in 
Washington, DC, June 11, 1991., 93- 
12736 


National Park Service 75th Anniversary 
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sight hearing before the Subcommittee 
on National Parks and Public Lands of 
the Committee on Interior and Insular 
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Hundred Second Congress, first session 

. hearing held in Washington, DC, 
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Parks and Public Lands of the Com- 
mittee on Interior and Insular Affairs, 
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dred Second Congress, second session 

. hearing held in Washington, DC, 
March 26, 1992., 93-20035 
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... H.R. 4587 ... hearing held in Wash- 
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hearing before the Subcommittee on 
National Parks and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 1439 ... hearing held in 
Washington, DC, February 4, 1992., 
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Recreational trails in America : joint 
oversight hearing before the Subcom- 
mittee on National Parks and Public 
Lands and the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first session 
.. hearing held in Washington, DC, 
October 31, 1991., 93-8279 


Review of the report “Alternatives for 
management of late-successional forests 
of the Pacific Northwest” by the Sci- 
entific Panel on Late-Successional 
Forest Ecosystems joint hearing 
before the Subcommittee on Forests, 
Family Farms, and Energy of the 
Committee on Agriculture, and the 
Subcommittee on National Parks and 
Public Lands of the Committee on In- 
terior and Insular Affairs, House of 
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Representatives, One Hundred Second 
Congress, first session., 93-17458 


St. Croix, Virgin Islands, historical park 
and ecological preserve hearing 
before the Subcommittee on National 
Parks and Public Lands of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, One Hun- 
dred Second Congress, first session, on 
H.R. 2927 ... hearing held in Washing- 
ton, DC, September 24, 1991., 93- 
15262 


Steamtown National Historic Site : hear- 
ing before the Subcommittee on Na- 
tional Parks and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on H.R. 2736 ... H.R. 3519 ... 
hearing held in Washington, DC, Octo- 
ber 22, 1991., 93-12737 


To amend the Geothermal Steam Act of 
1970 : joint hearing before the Subcom- 
mittee on Mining and Natural Re- 
sources and the Subcommittee on Na- 
tional Parks and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on H.R. 3359, to amend the Geo- 
thermal Steam Act of 1970 (30 U.S.C. 
1001-1027) and for other purposes, 
hearing held in Washington, DC, Octo- 
ber 31, 1991., 93-27282 
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and Antiquities Act : hearing before 
the Subcommittee on National Parks 
and Public Lands of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, on H.R. 4276 
.. hearing held in Washington, DC, 
March 10, 1992., 93-12733 


Transfer of the Presidio to the National 
Park Service : oversight hearing before 
the Subcommittee on National Parks 
and Public Lands of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundred Second 
Congress, first session ... hearing held 
in Washington, DC, July 8, 1992., 93- 
12734 


Transportation and housing issues within 
the Yosemite National Park : joint 
oversight hearing before the Subcom- 
mittee on General Oversight and Cali- 
fornia Desert Lands and the Subcom- 
mittee on National Parks and Public 
Lands of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, first session ... hearing held in 
Yosemite National Park, California, on 
July 6, 1991., 93-15256 


Utah State land exchange legislation : 
hearing before the Subcommittee on 
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National Parks and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 1808/S. 807 ... H.R. 5118 
... H.R. 4769 ... H.R. 4770 ... S. 1183 ... 
hearing held in Washington, DC, June 
16, 1992., 93-22707 


Wilderness management : hearing before 
the Subcommittee on National Parks 
and Public Lands of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundred Second 
Congress, second session, on H.R. 4325 
.. H.R. 4326 ... H.R. 4327 ... hearing 
held in Washington, DC, June 23, 
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Offshore Energy Resources. 

Alaska Land Status Technical Correc- 
tions Act of 1991 : hearing before the 
Subcommittee on Water, Power, and 
Offshore Energy Resources of the 
Committee on Interior and Insular Af- 
fairs, One Hundred Second Congress, 
first session, on H.R. 3157 ... hearing 
held in Washington, DC, October 24, 
1991., 93-22699 


Alaska Peninsula Wilderness Designation 
Act and Kenai Native Equity Act : 
hearing before the Subcommittee on 
Water, Power, and Offshore Energy 
Resources of the Committee on Interi- 
or and Insular Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session on H.R. 1219 ... 
H.R. 4694 ... hearing held in Washing- 
ton, DC, April 2, 1992., 93-15266, 
93-15267 


Auburn Dam and flood control alterna- 
tives for Sacramento, CA : hearing 
before the Subcommittee on Water, 
Power, and Offshore Energy Re- 
sources of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, H.R. 5414 ... 
H.R. 5584 ... hearing held in Washing- 
ton, DC, July 23, 1992., 93-20045 


Bureau of Reclamation contract renewal 
policies : oversight hearing before the 
Subcommittee on Water, Power, and 
Offshore Energy Resources of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on findings and recommendations 
of the General Accounting Office: rec- 
lamation laws—changes needed before 
water service contracts are renewed : 
hearing held in Washington, DC, Octo- 
ber 29, 1991., 93-20037 
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Current drought conditions in California : 
oversight hearing before the Subcom- 
mittee on Water, Power, and Offshore 
Energy Resources of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundred Second 
Congress, second session ... hearing 
held in Washington, DC, February 27, 
1992., 93-24908 
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toration : joint hearing vefore the Sub- 
committee on Energy ind Power of 
the Committee on Energy and Com- 
merce and the Subcommittee on Fish- 
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Hundred Second Congress, second ses- 
sion, on H.R. 4844 ... July 9, 1992., 
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Resources of the Committee on Interi- 
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Management and operation of the Central 
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before the Subcommittee on Water, 
Power, and Offshore Energy Re- 
sources of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, on H.R. 5099 ... 
H.R. 3876 ... H.R. 4687 ... hearing held 
in Washington, DC, May 14, 1992., 
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the Subcommittee on Water, Power, 
and Offshore Energy Resources of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
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... H.R. 1008 and S. 404 ... H.R. 1247 ... 
hearing held in Washington, DC, 
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Meeting of the Canada-United States In- 
terparliamentary Group /, 93-3519, 
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United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Abandoned Barge Act of 1992 : report 

(to accompany H.R. 5397) (including 
cost estimate of the Congressional 
Budget Office)., 93-3330 
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Committees on Merchant Marine and 
Fisheries; Science, Space, and Technol- 
ogy; and Foreign Affairs) (including 
cost estimate of the Congressional 
Budget Office)., 93-6168 
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1992 : report (to accompany S. 2572 ... 
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Interior and Insular Affairs, Agricul- 
ture, and Merchant Marine and Fisher- 
ies) (including cost estimate of the 
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Fisheries and Wildlife Conservation 
and the Environment and the Subcom- 
mittee on Merchant Marine of the 
Committee on Merchant Marine and 
Fisheries, One Hundred Second Con- 
gress, second session, on H.R. 3418, a 
bill to regulate fishing and other mari- 
time activities in certain waters of 
Alaska, and for other purposes, June 9, 
1992., 93-10435 


Maritime Administration authorization, 
fiscal year 1993 : hearing before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, One Hundred Second Congress, 
second session, on H.R. 4484 ... March 
19, 1992., 93-12760 


Maritime Reform Act of 1992 : hearings 
before the Subcommittee on Merchant 
Marine and the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, One Hundred Second 
Congress, second session, on H.R. 
5627, a bill to amend the Merchant 
Marine Act, 1936, as amended, to es- 
tablish a contingency retainer program 
and improve the United States-flag 
merchant marine, July 8, 1992; July 23, 
1992; and July 24, 1992., 93-15294 


Miscellaneous Jones Act exemptions : 
hearing before the Subcommittee on 
Merchant Marine of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, One Hundred 
Second Congress, second session, on 
various bills regarding coastwise trad- 
ing and fisheries privileges (part I); sur- 
plus National Defense Reserve Fleet 
vessels (part II); and H.R. 5030, estab- 
lishment of an alternative penalty for 
certain vessels in the coastwise trade of 
the United States and Puerto Rico 
(part III), May 20, 1992., 93-12761 


The Shipbuilding Trade Reform Act of 
1991 : hearing before the Subcommittee 
on Merchant Marine of the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
on H.R. 2056, a bill to amend the 
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Tariff Act of 1930 to require that subsi- 
dy information regarding vessels be 
provided upon entry within customs 
collection districts and to provide ef- 
fective trade remedies under the coun- 
tervailing and antidumping duty laws 
... February 19, 1992., 93-12759 

The United States-Flag Passenger Vessel 
Act of 1992 : hearing before the Sub- 
committee on Merchant Marine of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
One Hundred Second Congress, second 
session, on H.R. 5257 ... June 11, 1992., 
93-15293 


United States-Flag Passenger Vessel Act 
of 1993 : hearing before the Subcom- 
mittee on Merchant Marine of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
One Hundred Third Congress, first ses- 
sion, on H.R. 1250, a bill to amend the 
coastwise trade laws to clarify their ap- 
plication to certain passenger vessels, 
March 11, 1993., 93-27298 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Oceanography, Great 
Lakes, and the Outer Continental Shelf. 
Antarctic Treaty Protocol on Environ- 

mental Protection : hearing before the 
Subcommittees on Oceanography, 
Great Lakes, and the Outer Continen- 
tal Shelf, Coast Guard and Navigation, 
and Fisheries and Wildlife Conserva- 
tion and the Environment of the Com- 
mittee on Merchant Marine and Fisher- 
ies, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 5459 ... June 30, 1992., 
93-6442 


National Clean Water Investment Corpo- 
ration and options for clean water 
funding : hearing before the Subcom- 
mittee on Fisheries and Wildlife Con- 
servation and the Environment and the 
Subcommittee on Oceanography, Great 
Lakes, and the Outer Continental Shelf 
of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, One Hundred Second Congress, 
second session, on the future course of 
the Federal Clean Water Act ... August 
11, 1992., 93-15290 


NOAA fleet modernization plan : hearing 
before the Subcommittee on Oceanog- 
raphy, Great Lakes, and the Outer 
Continental Shelf of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, One Hundred 
Second Congress, second session ... 
May 20, 1992., 93-3545 

Takings, compensation, and pending wet- 
lands legislation : hearing before the 
Subcommittee on Fisheries and Wild- 
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life Conservation and the Environment 
and the Subcommittee on Oceanogra- 
phy, Great Lakes, and the Outer Conti- 
nental Shelf of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, One Hundred Second 
Congress, second session, on the future 
course of the federal wetlands pro- 
gram, May 21, 1992., 93-3546 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Oceanography, Gulf of 
Mexico, and the Outer Continental Shelf. 
Bristol Bay Fisheries Protection Act : 

hearing before the Subcommittee on 
Oceanography, Gulf of Mexico, and 
the Outer Continental Shelf of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
One Hundred Third Congress, first ses- 
sion, on H.R. 705, a bill to protect the 
fisheries of Bristol Bay, Alaska, by pur- 
chasing certain oil leases, and for other 
purposes, June 15, 1993., 93-30000 


Marine biotechnology : hearing before 
the Subcommittee on Oceanography, 
Gulf of Mexico, and the Outer Conti- 
nental Shelf of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, One Hundred Third 
Congress, first session, on the impor- 
tance of marine biotechnology in 
spawning new interests in aquaculture, 
discovering new industrial and bio- 
chemical products, and developing new 
techniques for marine research, April 
29, 1993., 93-29999 


The National Undersea Research Pro- 
gram : hearing before the Subcommit- 
tee on Oceanography, Gulf of Mexico, 
and the Outer Continental Shelf of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
One Hundred Third Congress, first ses- 
sion ... March 24, 1993., 93-24929 


NOAA’s 1994 budget request : hearing 
before the Subcommittee on Oceanog- 
raphy, Gulf of Mexico, and the Outer 
Continental Shelf of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, One Hundred 
Third Congress, first session, the Presi- 
dent’s fiscal year 1994 budget request 
for the National Oceanic and Atmos- 
pheric Administration (NOAA), April 
20, 1993., 93-29996 


Ocean disposal of contaminated dredge 
material : hearing before the Subcom- 
mittee on Oceanography, Gulf of 
Mexico, and the Outer Continental 
Shelf of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, One Hundred Third Con- 
gress, first session, on the effects of 
ocean disposal of contaminated materi- 
als on our marine environment and po- 
tential alternatives to ocean disposal of 
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contaminated material, March 30, 
1993., 93-29994 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Oversight and 
Investigations. 

ILA complaint at Burns Harbor, Indiana 
: hearing before the Subcommittee on 
Oversight and Investigations of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
One Hundred Second Congress, second 
session, on investigation into the inci- 
dent of July 20, 1992 onboard the 
vessel Dream Finder at Burns Harbor, 
Indiana, between the U.S. Coast Guard 
and crew members represented by the 
International Longshoremen’s Associa- 
tion, November 13, 1992., 93-15296 


Seashore erosion mitigation and preven- 
tion in New Jersey : hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, One Hundred Second 
Congress, second session, on threats to 
the New Jersey shore from storm 
damage and erosion, and how to deal 
effectively with those threats, May 11, 
1992., 93-8295 


United States. Congress. House. Committee 
on Natural Resources. 
Big Thicket National Preserve Addition 
Act of 1993 : report (to accompany S. 
80) (including cost estimate of the Con- 
gressional Budget Office)., 93-29761 


Bodie Protection Act of 1993 : report (to 
accompany H.R. 240) (including cost 
estimate of the Congressional Budget 
Office)., 93-22502 


Cave Creek Canyon Protection Act of 
1993 : report (to accompany H.R. 843) 
(including cost estimate of the Con- 
gressional Budget Office)., 93-22500 


Clear Creek County, Co, Public Lands 
Transfer Act of 1993 : report (to ac- 
company H.R. 1134) (including cost es- 
timate of the Congressional Budget 
Office)., 93-27121 


Colorado Wilderness Act of 1993 : report 
(to accompany H.R. 631) (including 
cost estimate of the Congressional 
Budget Office)., 93-27142 


Compilation of selected acts concerning 
national parks, public lands, and related 
matters : with amendments through the 
102d Congress /, 93-17651 


Compilation of selected laws concerning 
minerals and mining : with amendments 
through the 102d Congress /, 93- 
20099 


Extension of federal benefits to the 
Pascua Yaqui Indians of Arizona : 
report (to accompany H.R. 734) (in- 
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cluding cost estimate of the Congres- 
sional Budget Office)., 93-29789 


Fiscal Years 1994 and 1995 BLM Au- 
thorization Act : report (to accompany 
H.R. 2530) (including cost estimate of 
the Congressional Budget Office)., 93- 
29770, 93-29771 


Fort Carson-Pinon Canyon Military 
Lands Withdrawal Act : report (to ac- 
company H.R. 194, which ... was re- 
ferred jointly to the Committee on 
Natural Resources and the Committee 
on Armed Services) (including cost es- 
timate of the Congressional Budget 
Office)., 93-19773, 93-19774 


Gallatin Range Consolidation and Protec- 
tion Act of 1993 : report together with 
dissenting views (to accompany H.R. 
873) (including cost estimate of the 
Congressional Budget Office)., 93- 
19786 


George Washington Birthplace National 
Monument boundary revision : report 
(to accompany S. 326) (including cost 
estimate of the Congressional Budget 
Office)., 93-19772 


Idaho Land Exchange Act of 1993 : 
report (to accompany H.R. 235) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-19761 


Jemez National Recreation Area : report 
(to accompany H.R. 38) (including cost 
estimate of the Congressional Budget 
Office)., 93-22485 


Land conveyance to Taos, New Mexico : 
report (to accompany H.R. 328) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-19777 


Lechuguilla Cave Protection Act of 1993 
: report (to accompany H.R. 698) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-22501 


Management of Department of the Interi- 
or programs : oversight hearing before 
the Committee on Natural Resources, 
House of Representatives, One Hun- 
dred Third Congress, first session ... 
hearing held in Washington, DC, Feb- 
ruary 2, 1993., 93-20100 


Minor Boundary Adjustments and Mis- 
cellaneous Park Amendments Act of 
1993: report (to accompany H.R. 
3505) (including cost estimate of the 
Congressional Budget Office)., 93- 
27139 


National Biological Survey Act of 1993 : 
report (to accompany H.R. 1845)., 93- 
29779 


Orientation meeting with Secretary Bab- 
bitt : oversight hearing before the 
Committee on Natural Resources, 
House of Representatives, One Hun- 
dred Third Congress, first session ... 
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hearing held in Washington, DC, Feb- 
ruary 16, 1993., 93-22744 

Railroad Right-of-Way Conveyance Vali- 
dation Act : report (to accompany 
H.R. 1183) (including cost estimate of 
the Congressional Budget Office)., 93- 
29762 


Rehabilitation of historic structures 
within Sandy Hook Unit of Gateway 
National Recreation Area : report (to 
accompany S. 328) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-19771 


Resolution of the status of certain lands 
relinquished to the United States under 
the Act of June 4, 1897 : report (to 
accompany H.R. 765, which ... was re- 
ferred jointly to the Committee on 
Natural Resources, the Committee on 
Merchant Marine and Fisheries, and 
the Committee on Agriculture) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 93-19785 


Rules for the Committee on Natural Re- 
sources /, 93-22749 


Sioux Ranger District of Custer National 
Forest boundary adjustment : report 
(to accompany H.R. 720) (including 
cost estimate of the Congressional 
Budget Office)., 93-19760 


Snake River Birds of Prey National Con- 
servation Area : report (to accompany 
H.R. 236, which ... was referred jointly 
to the Committee on Natural Re- 
sources and the Committee on Mer- 
chant Marine and Fisheries) (including 
cost estimate of the Congressional 
Budget Office)., 93-19784 


Spring Mountains National Recreation 
Area Act : report (to accompany H.R. 
63) (including cost estimate of the Con- 
gressional Budget Office)., 93-19776 


Stock Raising Homestead Act amend- 
ments : report (to accompany H.R. 
239) (including cost estimate of the 
Congressional Budget Office). 93- 
19763 


To modify the boundary of Hot Springs 
National Park : report (to accompany 
H.R. 1347) (including cost estimate of 
the Congressional Budget Office)., 93- 
29763 


Utah Schools and Lands Improvement 
Act of 1993 : report (to accompany S. 
184) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
29791 


United States. Congress. House. Committee 
on Natural Resources. Subcommittee on 
Insular and International Affairs. 

To authorize financial assistance for the 
Northern Mariana Islands : hearing 
before the Subcommittee on Insular 
and International Affairs of the Com- 
mittee on Natural Resources, House of 
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Grazing management reform : 





Representatives, One Hundred Third 
Congress, first session, on H.R. 1092 ... 
hearing held in Washington, DC, 
March 18, 1993., 93-30015 


United States. Congress. House. Committee 


on Natural Resources. Subcommittee on 

National Parks, Forests, and Public 

Lands. 

BLM authorization : hearing before the 
Subcommittee on National Parks, For- 
ests, and Public Lands of the Commit- 
tee on Natural Resources, House of 
Representatives, One Hundred Third 
Congress, first session, on H.R. 1603, 
to authorize appropriations for pro- 
grams, functions, and activities of the 
Bureau of Land Management for fiscal 
years 1994 through 1997, to improve 
the management of the public lands, 
and for other purposes, hearing held in 
Washington, DC, May 25, 1993., 93- 
27313 


Gallatin Range Consolidation and Protec- 


tion Act : hearing before the Subcom- 
mittee on National Parks, Forests, and 
Public Lands of the Committee on 
Natural Resources, House of Repre- 
sentatives, One Hundred Third Con- 
gress, first session, on H.R. 873 ... hear- 
ing held in Washington, DC, March 
23, 1993., 93-22748 

hearing 
before the Subcommittee on National 
Parks, Forests, and Public Lands of the 
Committee on Natural Resources, 
House of Representatives, One Hun- 
dred Third Congress, first session, on 
H.R. 1602 ... H.R. 643 ... hearing held 
in Washington, DC, April 20, 1993., 
93-24946 


Management of public lands and national 
forests of the Pacific Northwest : over- 
sight hearing before the Subcommittee 
on National Parks, Forests, and Public 
Lands of the Committee on Natural 
Resources, House of Representatives, 
One Hundred Third Congress, first ses- 
sion, on rehabilitation, reforestation, 
and reinvestment on public lands and 
national forests of the Pacific North- 
west : hearing held in Washington, 
DC, March 30, 1993., 93-24944 


National Park Service budget manage- 
ment : oversight hearing before the 
Subcommittee on National Parks, For- 
ests, and Public Lands of the Commit- 
tee on Natural Resources, House of 
Representatives, One Hundred Third 
Congress, first session ... hearing held 
in Washington, DC, March 4, 1993., 
93-24942 


Protection of Lechuguilla Cave : hearing 
before the Subcommittee on National 
Parks, Forests, and Public Lands of the 
Committee on Natural Resources, 
House of Representatives, One Hun- 
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dred Third Congress, first session, on 
H.R. 698, to protect Lechuguilla Cave 
and other resources and values in and 
adjacent to Carlsbad Caverns National 
Park, hearing held in Washington, DC, 
March 2, 1993., 93-22747 


Watershed and fish habitat degradation : 
oversight hearing before the the Sub- 
committee on National Parks, Forests, 
and Public Lands of the Committee on 
Natural Resources, House of Repre- 
sentatives, One Hundred Third Con- 
gress, first session, on watershed and 
fish habitat degradation on public lands 
and national forests in the Pacific 
Northwest, hearing held in Washing- 
ton, DC, March 11, 1993., 93-24943 


United States. Congress. House. Committee 
on Natural Resources. Subcommittee on 
Native American Affairs. 

American Indian Religious Freedom Act 
: oversight hearing before the Subcom- 
mittee on Native American Affairs of 
the Committee on Natural Resources, 
House of Representatives, One Hun- 
dred Third Congress, first session, on 
effectiveness of P.L. 95-346—the 
American Indian Religious Freedom 
Act of 1978 (AIRFA)., 93-22745, 
93-22746 


Bureau of Indian Affairs reorganization : 
oversight hearing before the Subcom- 
mittee on Native American Affairs of 
the Committee on Natural Resources, 
House of Representatives, One Hun- 
dred Third Congress, first session, on 
1992 report of the Joint Tribal/BIA/ 
DOI Advisory Task Force on the 
Bureau of Indian Affairs Reorganiza- 
tion to the Secretary of the Interior 
and Appropriations Committees., 93- 
27310 


Indian economic development : oversight 
hearing before the Subcommittee on 
Native American Affairs of the Com- 
mittee on Natural Resources, House of 
Representatives, One Hundred Third 
Congress, first session ...., 93-30016 


Indian fish and wildlife enhancement : 
oversight hearing before the Subcom- 
mittee on Native American Affairs of 
the Committee on Natural Resources, 
House of Representatives, One Hun- 
dred Third Congress, first session ... 
hearing held in Washington, DC, Feb- 
ruary 18, 1993., 93-24941 


Indian Tribal Justice Act : hearing before 
the Subcommittee on Native American 
Affairs of the Committee on Natural 
Resources, House of Representatives, 
One Hundred Third Congress, first ses- 
sion, on H.R. 1268 ... hearing held in 
Washington, DC, April 21, 1993., 93- 
24945 
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Pascua Yaqui Status Clarification Act : 
hearing before the Subcommittee on 
Native American Affairs of the Com- 
mittee on Natural Resources, House of 
Representatives, One Hundred Third 
Congress, first session, on H.R. 734, to 
amend the act entitled ‘““An Act to Pro- 
vide for the Extension of Certain Fed- 
eral Benefits, Services, and Assistance 
to the Pascua Yaqui Indians of Arizo- 
na, and for Other Purposes” : hearing 
held in Washington, DC, April 30, 
1993., 93-27312 


United States. Congress. House. Committee 
on Natural Resources. Subcommittee on 
Oversight and Investigations. 

Deep pockets : taxpayer liability for envi- 
ronmental contamination : an investiga- 
tive report : majority staff report of the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Natural 
Resources of the U.S. House of Repre- 
sentatives, One Hundred Third Con- 
gress, first session., 93-27309 


Shetland Islands oil spill : oversight hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Natural Resources, House of 
Representatives, One Hundred Third 
Congress, first session, on Shetland Is- 
lands oil spill and its implications for 
oil transportation and spill response in 
the United States, hearing held in 
Washington, DC, February 4, 1993., 
93-27311 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Asian/Pacific American Heritage Month 

: Teport (to accompany H.R. 5572)., 
93-6186 


The budget of the U.S. government, FY 
1990 : message from the President of 
the United States ...., 93-29740 


Federal Employees Political Activities 
Act of 1993 : report together with sup- 
plemental views (to accompany H.R. 
20) (including cost estimate of the Con- 
gressional Budget Office)., 93-17383 


Legislative calendar /, 93-20089, 93- 
22733 


Merit pay system exclusion : communica- 
tion from the President of the United 
States transmitting notification of his 
exclusion of the U.S. marshals, U.S. 
Department of Justice, from coverage 
under the Performance Management 
and Recognition System, pursuant to 5 
U.S.C. 5401(b)(2)(B)., 93-19706 


Oversight hearings on the U.S. Postal 
Service : hearings before the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
May 12; June 2, 4, 9, 11; September 30, 
1992., 93-20087 
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Proposed legislation—Federal Pay Re- 
duction Act of 1992 : message from the 
President of the United States transmit- 
ting a draft of proposed legislation enti- 
tled, “Federal Pay Reduction Act of 
1992.”, 93-8119 


Report of the activities of the Committee 
on Post Office and Civil Service, 
House of Representatives, for the ... 
Congress, pursuant to section 136 of 
the Legislative Reorganization Act of 
1946 as amended (2 U.S.C. 190d)., 93- 
15029 


Rules of House Committee on Post 
Office and Civil Service, together with 
pertinent House rules., 93-15301 


Supplementary report on mental health 
and substance abuse benefits under the 
Federal Employees Health Benefits 
Program /, 93-20084 


Thomas Jefferson Commemoration Com- 
mission Act : report (to accompany 
H.R. 5056) (including cost estimate of 
the Congressional Budget Office)., 93- 
3263 


Title 5, United States Code, government 
organization and employees /, 93- 
20085, 93-20086 


United States government policy and sup- 
porting positions /, 93-6424, 93-6425 


Whistleblower protection [microform] : 
agencies’ implementation of the Whis- 
tleblower statutes has been mixed : 
report to the Chairman, Committee on 
Post Office and Civil Service, House of 
Representatives /, 93-28362 


White House Personnel Reauthorization 
Act of 1992 : report together with mi- 
nority views (to accompany H.R. 5928) 
(including cost estimate of the Con- 
gressional Budget Office)., 93-8156 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Census and Population. 
H.R. 3681, Democracy Day : hearing 

before the Subcommittee on Census 
and Population of the Committee on 
Post Office and Civil Service, House of 
Representatives, One Hundred Second 
Congress, second session, February 19, 
1992., 93-6445 


H.R. 5056, to establish a commission to 
commemorate the 250th anniversary of 
the birth of Thomas Jefferson : hearing 
before the Subcommittee on Census 
and Population of the Committee on 
Post Office and Civil Service, House of 
Representatives, One Hundred Second 
Congress, second session, June 17, 
1992., 93-6448 

Results of Census Bureau’s simplified 
questionnaire test and their implications 
for additional research : hearing before 
the Subcommittee on Census and Pop- 
ulation of the Committee on Post 
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Office and Civil Service, House of 
Representatives, One Hundred Second 
Congress, second session, July 1, 1992., 
93-10439 


Review allegations of misconduct or 
wrongdoing on the part of certain indi- 
viduals associated with the Christopher 
Columbus Quincentenary Commission : 
hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, One Hun- 
dred Second Congress, first session, 
November 20 and 21, 1991., 93-3551 


Review current pricing policies at the 
Bureau of the Census and the potential 
effect of increased user fees : hearing 
before the Subcommittee on Census 
and Population of the Committee on 
Post Office and Civil Service, House of 
Representatives, One Hundred Second 
Congress, second session, August 5, 
1992., 93-15299 


Review the General Accounting Office 
capping report on the 1990 census : 
hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
June 10, 1992., 93-6447 


Review the 1992 census of agriculture : 
hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
August 14, 1992., 93-17637 


2000 census planning : decennial census 
questionnaire content : hearing before 
the Subcommittee on Census and Pop- 
ulation of the Committee on Post 
Office and Civil Service, House of 
Representatives, One Hundred Second 
Congress, second session, October 1, 
1992., 93-17638 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Census, Statistics, and 
Postal Personnel. 

Review of major Census Bureau pro- 
grams in 1993 : hearing before the Sub- 
committee on Census, Statistics, and 
Postal Personnel of the Committee on 
Post Office and Civil Service, House of 
Representatives, One Hundred Third 
Congress, first session, Tuesday, March 
2, 1993., 93-30001 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Civil Service. 

H.R. 643, Garnishment Equalization Act 
of 1991 : hearing before the Subcom- 
mittee on the Civil Service of the 
Committee on Post Office and Civil 
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Service, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, June 16, 1992., 93-12765 


H.R. 3764, a bill concerning veterans’ 
preference for Persian Gulf veterans : 
hearing before the Subcommittee on 
the Civil Service of the Committee on 
Post Office and Civil Service, House of 
Representatives, One Hundred Second 
Congress, second session, October 1, 
1992., 93-20088 


Interference in environmental programs 
by political appointees : the improper 
treatment of a Senior Executive Serv- 
ice official : a report /, 93-27302 


Joint legislative hearing on H.R. 3613, 
the Federal Employees Fairness Act of 
1991 : joint hearing before the Subcom- 
mittee on the Civil Service of the 
Committee on Post Office and Civil 
Service and the Subcommittee on Em- 
ployment Opportunities of the Commit- 
tee on Education and Labor, House of 
Representatives, One Hundred Second 
Congress, second session, April 9, 
1992., 93-8298 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Compensation and 
Employee Benefits. 

H.R. 2675 and H.R. 1387 : hearing before 
the Subcommittee on Compensation 
and Employee Benefits of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
April 1, 1992., 93-6446 

H.R. 4991, the Displaced Federal Em- 
ployees Assistance Act of 1992 : joint 
hearing before the Subcommittee on 
Human Resources and the Subcommit- 
tee on Compensation and Employee 
Benefits of the Committee on Post 
Office and Civil Service, House of 
Representatives, One Hundred Second 
Congress, second session, May 6, 1992., 
93-12764 


Recommendations for reform of the Fed- 
eral Employees Health Benefits Pro- 
gram (FEHBP) : hearing before the 
Subcommittee on Compensation and 
Employee Benefits of the Committee 
on Post Office and Civil Service, 
House of Reperesntatives, One Hun- 
dred Second Congress, second session, 
May 20, 1992., 93-8300 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Human Resources. 

H.R. 2828, the Office of Government 
Ethics Amendment of 1991 to remove 
the limitation on the authorization of 
appropriations for the Office of Gov- 
ernment Ethics : hearing before the 
Subcommittee on Human Resources of 
the Committee on Post Office and 
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Civil Service, House or Representa- 
tives, One Hundred Second Congress, 
second session, March 4, 1992., 93- 
3552 


H.R. 4991, the Displaced Federal Em- 
ployees Assistance Act of 1992 : joint 
hearing before the Subcommittee on 
Human Resources and the Subcommit- 
tee on Compensation and Employee 
Benefits of the Committee on Post 
Office and Civil Service, House of 
Representatives, One Hundred Second 
Congress, second session, May 6, 1992., 
93-12764 


Impact of the closure and downsizing of 
U.S. military facilities on Department 
of Defense civilian personnel : hearing 
before the Subcommittee on Human 
Resources of the Committee on Post 
Office and Civil Service, House of 
Representatives, One Hundred Second 
Congress, first session, December 11, 
1991., 93-10438 


United States. Congress. House. Committee 


on Post Office and Civil Service. 

Subcommittee on Investigations. 

Minority hiring and promotion practices 
within federal law enforcement agen- 
cies : hearing before the Subcommittee 
on Investigations of the Committee on 
Post Office and Civil Service, House 
or Representatives, One Hundred 
Second Congress, second session, Oc- 
tober 1, 1992., 93-15300 

System failure : USPS purchase of 555 
Washington Avenue, St. Louis, MO : 
report /, 93-3550 


United States. Congress. House. Committee 


on Post Office and Civil Service. 

Subcommittee on Postal Operations and 

Services. 

Oversight hearing on the external first- 
class mail measurement system of the 
USPS : hearing before the Subcommit- 
tee on Postal Operations and Services 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, One Hundred Second Congress, 
second session, April 28, 1992., 93- 
8299 


Oversight hearing on the use of mailing 
lists in direct marketing hearing 
before the Subcommittee on Postal Op- 
erations and Services of the Committee 
on Post Office and Civil Service, 
House of Representatives, One Hun- 
dred Second Congress, first session, 
October 10, 1991., 93-6444 


Violence in the U.S. Postal Service : joint 
hearing before the Subcommittee on 
Postal Operations and Services and the 
Subcommittee on Postal Personnel and 
Modernization of the Committee on 
Post Office and Civil Service, House of 
Representatives, One Hundred Second 
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Congress, second session, September 
15, 1992., 93-22732 


United States. Congress. House. Committee 


on Post Office and Civil Service. 

Subcommittee on Postal Personnel and 

Modernization. 

Postal Employees Safety and Health Act 
: hearing before the Subcommittee on 
Postal Personnel and Modernization of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, One Hundred Second Congress, 
second session, April 7, 1992., 93-8297 


U.S. Postal Service’s day care facilities : 
hearing before the Subcommittee on 
Postal Personnel and Modernization of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, One Hundred Second Congress, 
second session, June 30, 1992., 93- 
12766 


Violence in the U.S. Postal Service : joint 


hearing before the Subcommittee on 
Postal Operations and Services and the 
Subcommittee on Postal Personnel and 
Modernization of the Committee on 
Post Office and Civil Service, House of 
Representatives, One Hundred Second 
Congress, second session, September 
15, 1992., 93-22732 


United States. Congress. House. Committee 


on Public Works and Transportation. 

A. Maceo Smith Federal Building 
report (to accompany H.R. 2223) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-29808 


Almeric L. Christian Federal Building : 
report (to accompany H.R. 1346) (judi- 
ciary cost estimate of the Congression- 
al Budget Office)., 93-22494 


Anti-Recession Infrastructure Jobs Act of 
1992 : hearings before the Committee 
on Public Works and Transportation, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
on H.R. 4175, to authorize the Secre- 
tary of Commerce to make grants to 
state and local governments for infra- 
structure projects in distressed areas, 
and for other purposes, March 12, 18; 
April 9, 1992., 93-3557 


Assessment and remediation of Great 
Lakes contaminated sediments : report 
(to accompany H.R. 5990) (including 
cost estimate of the Congressional 
Budget Office)., 93-6160 


Authorization of running of Special 
Olympics torch relay through Capitol 
grounds : report (to accompany H. 
Con. Res. 81) (including cost estimate 
of the Congressional Budget Office)., 
93-22491 


Authorization of soap box derby races on 
Capitol grounds : report (to accompa- 
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ny H. Con. Res. 82) (including cost 
estimate of the Congressional Budget 
Office)., 93-19780 


Authorizing the conveyance to the Co- 
lumbia Hospital for Women of certain 
parcels of land in the District of Co- 
lumbia, and for other purposes : report 
together with minority and additional 
views (to accompany H.R. 3703 which 
.. was referred jointly to the Commit- 
tee on the District of Columbia, the 
Committee on Government Operations, 
and the Committee on Public Works 
and Transportation) (including cost es- 
timate of the Congressional Budget 
Office)., 93-6157 


Aviation war risk insurance : report (to 
accompany H.R. 5465) (including cost 
estimate of the Congressional Budget 
Office)., 93-3288 


Buena Vista, Virginia : communication 
from the Assistant Secretary of the 
Army (Civil Works) transmitting a 
letter from the Chief of Engineers, De- 
partment of the Army dated June 27, 
1992, submitting a report together with 
accompanying papers and illustrations., 
93-22457 


Charles E. Bennett Federal Building : 
report (to accompany H.R. 2431) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-29809 


Civil Tiltrotor Development Advisory 
Committee Act of 1991 : report (to ac- 
company H.R. 3537) (including cost es- 
timate of the Congressional Budget 
Office)., 93-3289 


Clarkson S. Fisher Federal Building and 
United States Courthouse : report (to 
accompany H.R. 1303) (including cost 
estimate of the Congressional Budget 
Office)., 93-19781 


Compilation of selected aviation laws : 
Federal Aviation Act of 1958, Civil 
Aeronautics Board Sunset Act of 1984, 
Employee Protection Provisions ... /, 
93-24938 


Compilation of selected water resources 
and environmental laws Federal 
Water Pollution Control Act ... : pre- 
pared for the use of the Committee on 
Public Works and _ Transportation, 
House of Representatives., 93-30012 


Conveyance of land to Columbia Hospi- 
tal for Women : report (to accompany 
H.R. 490 ... was referred jointly to the 
Committee on the District of Colum- 
bia, the Committee on Government 
Operations, and the Committee on 
Public Works and Transportation) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-17386 


Data relating to Bonneville Lock and 
Dam, Washington., 93-3563 
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Designation of Martin Luther King, Jr. 
Federal Building : report (to accompa- 
ny H.R. 5831)., 93-8130 


Designation of Richard H. Chambers 
United States Court of Appeals Build- 
ing : report (to accompany H.R. 5822)., 
93-8129 


Designation of Ronald Reagan Federal 
Building and Courthouse : report (to 
accompany H.R. 4281)., 93-8132 


Federal Fire Safety Act of 1992 : report 
(to accompany H.R. 3360 ... was re- 
ferred jointly to the Committee on Sci- 
ence, Space, and Technology, the 
Committee on Banking, Finance, and 
Urban Affairs, and the Committee on 
Public Works and Transportation) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3234 


General Services Administration’s fiscal 
year 1993 capital improvement pro- 
gram for major construction, alteration, 
and design prospectuses hearing 
before the Subcommittee on Public 
Buildings and Grounds of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, May 5, 1992., 93-12772 


George H. Mahon Federal Building and 
United States Courthouse : report (to 
accompany H.R. 2532) (including cost 
estimate of the Congressional Budget 
Office)., 93-29810 


Glenn M. Anderson Federal Building : 
report (to accompany H.R. 4438) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3240 


Great Lakes Federal Effectiveness Act : 
report (to accompany H.R. 5352 which 
.. was referred jointly to the Commit- 
tee on Merchant Marine and Fisheries, 
Public Works and Transportation, and 
Science, Space, and Technology)., 93- 
12561 


Gulf Intracoastal Waterway, Sargent 
Beach, Texas : communication from 
the Assistant Secretary of the Army 
(Civil Works) transmitting a letter from 
the Chief of Engineers, Department of 
the Army dated June 25, 1992, submit- 
ting a report together with accompany- 
ing papers and illustrations., 93-22459 


Howard H. Baker, Jr. United States 
Courthouse : report (to accompany 
H.R. 168)., 93-29759, 93-29760 


Intermodal Surface Transportation Tech- 
nical Corrections Act : report (to ac- 
company H.R. 5753) (including cost es- 
timate of the Congressional Budget 
Office)., 93-3384 


James L. Foreman United States Court- 
house : report (to accompany H.R. 
791) (including cost estimate of the 
Congressional Budget Office)., 93- 
22492 
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Lackawanna River at Olyphant, Pennsyl- 
vania : communication from the acting 
[ie. Assistant] Secretary of the Army 
(Civil Works) transmitting a letter from 
the acting Chief of Engineers, Depart- 
ment of the Army dated June 29, 1992, 
submitting a report together with ac- 
companying papers and illustrations., 
93-19721 


Lackawanna River at Scranton, Pennsy]l- 
vania : communication from the Assist- 
ant Secretary of the Army (Civil 
Works) transmitting a letter from the 
acting Chief of Engineers, Department 
of the Army dated June 29, 1992, sub- 
mitting a report together with accom- 
panying papers and illustration. 93- 
19720 


Land conveyance to the Columbia Hospi- 
tal for Women : report (to accompany 
H.R. 3703 which on November 4, 
1991, was referred jointly to the Com- 
mittee on the District of Columbia, the 
Committee on Government Operations, 
and the Committee on Public Works 
and Transportation) (including cost es- 
timate of the Congressional Budget 
Office)., 93-10260 


Legislative calendar /, 93-17650 


Lewis F. Powell, Jr. United States Court- 
house : report (to accompany H.R. 
1513) (including cost estimate of the 
Congressional Budget Office)., 93- 
22495 


Modification of project for flood control, 
James River basin, Richmond, Virginia 
: report (to accompany H.R. 2824) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-29813 


Morro Bay Harbor, California : commu- 
nication from the Assistant Secretary 
of the Army (Civil Works) transmitting 
a letter from the Chief of Engineers, 
Department of the Army dated June 4, 
1992, submitting a report together with 
accompanying papers and illustrations., 
93-22458 


National African American Museum Act 
: report (to accompany H.R. 1246 ... 
referred jointly to the Committee on 
House Administration and the Commit- 
tee on Public Works and Transporta- 
tion) (including cost estimate of the 
Congressional Budget Office)., 93- 
6217, 93-8159 


National African American Museum Act 
: report (to accompany H.R. 877 ... re- 
ferred jointly to the Committee on 
House Administration and the Commit- 
tee on Public Works and Transporta- 
tion) (including cost estimate of the 
Congressional Budget Office)., 93- 
24768, 93-27120 


National Commission to Ensure a Strong 
Competitive Airline Industry : report 
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(to accompany H.R. 904) (including 
cost estimate of the Congressional 
Budget Office)., 93-17385 


Oceanside Harbor, California : communi- 
cation from the Assistant Secretary of 
the Army (Civil Works) transmitting a 
letter from the Chief of Engineers, De- 
partment of the Army dated 21 May 
1990, submitting a report together with 
accompanying papers and illustrations., 
93-22466 


Port Everglades Harbor, Florida : com- 
munication from the Acting Assistant 
Secretary of the Army (Civil Works) 
transmitting a letter from the Chief of 
Engineers, Department of the Army, 
dated September 23, 1991, submitting a 
report together with accompanying 
papers and illustrations, 93-29750 


Prevention of discrimination based on 
participation in labor disputes : report 
together with minority views (to ac- 
company H.R. 5 which ... was referred 
jointly to the Committee on Education 
and Labor, the Committee on Energy 
and Commerce, and the Committee on 
Public Works and Transportation) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-22528 


Public works and economic development 
and Appalachian regional development 
: report (to accompany H.R. 4157 ... 
referred jointly to the Committee on 
Banking, Finance, and Urban Affairs 
and the Committee on Public Works 
and Transportation) (including cost es- 
timate of the Congressional Budget 
Office)., 93-6172 


Questions and answers relating to the 
project for flood control, Passaic River 
Main Stem, New Jersey and New 
York., 93-15306 


Robert F. Peckham United States Court- 
house and Federal Building : report (to 
accompany H.R. 1345) (including cost 
estimate of the Congressional Budget 
Office)., 93-22493 


Savannah Harbor, Georgia : communica- 
tion from the Assistant Secretary of the 
Army (Civil Works) transmitting a 
letter from the Chief of Engineers, De- 
partment of the Army, dated June 1, 
1992, submitting a report together with 
accompanying papers and illustrations., 
93-8118 


Shoal Creek, Austin, Texas : communica- 
tion from the Assistant Secretary of the 
Army (Civil Works) transmitting a 
letter from the Chief of Engineers, De- 
partment of the Army dated June 16, 
1992, submitting a report together with 
accompanying papers and illustrations, 
pursuant to the Flood Control Act of 
1936, the River and Harbor Act of 
1937, and the River Harbor Act of 
1945., 93-8114 
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Southeast Alaska harbors, (Sitka), Alaska 
: communication from the Assistant 
Secretary of the Army (Civil Works) 
transmitting a letter from the acting 
Chief of Engineers, Department of the 
Army dated June 29, 1992, submitting 
a report together with accompanying 
papers and illustrations., 93-19722 


The Status of the nation’s highways, 
bridges, and transit : conditions and 
performance : report of the Secretary 
of Transportation to the United States 
Congress, pursuant to Section 307(h) of 
Title 23, United States code, and Sec- 
tion 308(e) of Title 49, United States 
code., 93-20096 


Stormwater permit deadline extension : 
report (to accompany H.R. 6004) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-6161 


Summary of legislative activities /, 93- 
15015 


Use of Capitol grounds for national peace 
officers’ memorial service : report (to 
accompany H. Con. Res. 71) (including 
cost estimate of the Congressional 
Budget Office)., 93-22490 


Visual flight rule routes for complex ter- 
minal airspace areas : report (to accom- 
pany H.R. 3243) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-3277 


Water resources construction projects in 
the Virgin Islands : report (to accom- 
pany H.R. 2356) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-29812 


Water Resources Development Act of 
1982 fie. 1992] : report together with 
additional views (to accompany H.R. 
5754) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3392 


Water Resources Development Act of 
1992 : report together with additional 
views (to accompany H.R. 5754) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-6105 


Water Supply Construction Assistance 
Act of 1993 : report (to accompany 
H.R. 1865) (including cost estimate of 
the Congressional Budget Office)., 93- 
22526 


West Court of the National Museum of 
Natural History : report (to accompany 
H.R. 2677 which ... was referred joint- 
ly to the Committee on Public Works 
and Transportation and the Committee 
on House Administration) (including 
cost estimate of the Congressional 
Budget Office)., 93-29811 


West Onslow Beach and New River 
Inlet, North Carolina : communication 
from the Assistant Secretary of the 
Army (Civil Works) transmitting a 
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letter from the Chief of Engineers, De- 
partment of the Army dated November 
19, 1991, submitting a report together 
with accompanying papers and illustra- 
tions., 93-10258 


Whiteman’s Creek, Arkansas : communi- 
cation from the Assistant Secretary of 
the Army (Civil Works) transmitting a 
letter from the acting Chief of Engi- 
neers, Department of the Army dated 
June 29, 1992, submitting a report with 
accompanying papers and illustrations., 
93-22460 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Aviation. 

Airline Advertising Reform Act of 1991 : 
hearing before the Subcommittee on 
Aviation of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Second 
Congress, second session, on H.R. 
5124, to amend the Federal Trade 
Commission Act ... September 24, 
1992., 93-20095 


The Airline Competition Enhancement 
Act of 1992 : hearing before the Sub- 
committee on Aviation of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, One 
Hundred Second Congress, second ses- 
sion on H.R. 5293, to amend the Feder- 
al Aviation Act of 1958 to enhance 
competition among air carriers by pro- 
hibiting an air carrier who operates a 
computer reservation system from dis- 
criminating against other air carriers 
participating in the system and among 
travel agents who subscribe to the 
system, and for other purposes, June 
18, 1992., 93-12769 


Delays, technical problems, and cost es- 
calation in the Federal Aviation Ad- 
ministration’s advanced automation 
system : hearing before the Subcommit- 
tee on Aviation of the Committee on 
Public Works and _ Transportation, 
House of Representatives, One Hun- 
dred Third Congress, first session, 
March 10, 1993., 93-22742 


Federal Aviation Administration’s civil 
penalties program : hearing before the 
Subcommittee on Aviation of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, March 26, 1992., 93-3561 


Financial condition of the airline industry 
: hearings before the Subcommittee on 
Aviation of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Third 
Congress, first session, February 17, 18, 
24, 1993., 93-17649 
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Flight attendant duty time limitations : 
hearing before the Subcommittee on 
Aviation of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Third 
Congress, first session, on H.R. 14, to 
amend the Federal Aviation Act of 
1958 to provide for the duty time limi- 
tations of flight attendants, March 30, 
1993., 93-22741 


Government and industry programs relat- 
ed to aircraft deicing and other safety 
matters : hearing before the Subcom- 
mittee on Aviation of the Committee 
on Public Works and Transportation, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
August 4, 1992., 93-12770 


Passenger facilitation and the transit 
without visa program : hearing before 
the Subcommittee on Aviation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Second Congress, 
second session, July 9, 1992., 93-12773 


The proposed final judgement in “United 
States v. Airline Tariff Publishing Co.” 
: hearing before the Subcommittee on 
Aviation of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Third 
Congress, first session, April 20, 1993., 
93-24939 


Reauthorization of the National Trans- 
portation Safety Board : hearing before 
the Subcommittee on Aviation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Third Congress, 
first session, May 4, 1993., 93-27307 


To amend the National Labor Relations 
Act and Railway Labor Act to prevent 
discrimination based on participation in 
labor disputes : hearing before the Sub- 
committee on Aviation of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, One 
Hundred Third Congress, first session, 
on H.R. 5 ... May 5, 1993., 93-27308 


To provide for the appointment of Gen- 
eral Thomas C. Richards, United States 
Air Force, retired, as administrator of 
the Federal Aviation Administration : 
hearing before the Subcommittee on 
Aviation of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Second 
Congress, second session, on H.R. 5292 
.. June 2, 1992., 93-10443 


War risk insurance and the civil reserve 
air fleet program : hearings before the 
Subcommittee on Aviation of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, April 7; May 28, 1992., 93-6456 
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United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Economic Development. 
Defense economic conversion : hearing 
before the Subcommittee on Economic 
Development of the Committee on 
Public Works and _ Transportation, 
House of Representatives, One Hun- 
dred Third Congress, first session, 
April 1, 1993., 93-24940 

Investing in America’s infrastructure : 
short- and long-term strategies : hear- 
ings before the Subcommittee on Eco- 
nomic Development of the Committee 
on Public Works and Transportation, 
House of Representatives, One Hun- 
dred Third Congress, first session, Jan- 
uary 15; February 2, 3, 1993., 93- 
22740 


To amend the Public Works and Eco- 
nomic Development Act of 1965 and 
the Appalachian Regional Develop- 
ment Act of 1965 : hearings before the 
Subcommittee on Economic Develop- 
ment of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Second 
Congress, second session, on H.R. 4157 
... June 23, 25; July 9, 1992., 93-15305 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Investigations and 
Oversight. 

Administration of the federal Superfund 
program : hearings before the Subcom- 
mittee on Investigations and Oversight 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Second Congress, 
second session, May 19, 1992 (liability 
issues), June 9, 1992 (risk assessment), 
June 30, 1992 (selection of remedy), 
July 28, 29, 1992 (federal facilities), 
September 15, 1992 (innovative and al- 
ternative cleanup technologies)., 93- 
20094 


Federal oversight of the air taxi industry 
: hearing before the Subcommittee on 
Investigations and Oversight of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Second Congress, 
second session, February 25, 1992., 
93-3559 


Highway quality and durability : hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Public Works and Transportation, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
February 26, 1992., 93-3560 


The role of constructed wetlands and 
other alternative technologies in meet- 
ing the wastewater treatment needs of 
rural and small communities : hearing 
before the Subcommittee on Investiga- 
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tions and Oversight of the Committee 
on Public Works and Transportation, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
August 4, 1992., 93-17646 


Shortfall in Highway Trust Fund collec- 
tions : hearing before the Subcommit- 
tee on Investigations and Oversight of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Second Congress, 
second session, May 5, 1992., 93-6454 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Public Buildings and 
Grounds. 

Comprehensive National Energy Policy 


Act : hearing before the Subcommittee 
on Public Buildings and Grounds of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Second Congress, 
second session, April 8, 1992., 93- 
12771 


Construction prospectus for the Depart- 
ment of Transportation headquarters in 
the District of Columbia; and on the 
housing plan for the International Cul- 
tural and Trade Center/Federal Trian- 
gle building in the District of Columbia 
: hearing before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Second Congress, 
first session, November 21, 1991., 93- 
12768 


Fiscal year 1993 budget request for the 
John F. Kennedy Center for the Per- 
forming Arts : hearing before the Sub- 
committee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Second 
Congress, second session, June 6, 1992., 
93-12775 


Foley Square construction project and 
the historic African burial ground, 
New York, NY : hearings before the 
Subcommittee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Second 
Congress, second session, July 27, 1992 
(New York City, NY), September 24, 
1992 (Washington, DC)., 93-17645 


General Services Administration issues : 
(smoking policy in federal buildings), 
(alternative rules [i.e. fuels] program 
for the federal fleet), (child care in fed- 
eral buildings) : hearing before the Sub- 
committee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Third 
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Congress, first session, February 23, 
1993., 93-20098 


H.R. 490, to provide for the conveyance 
of certain lands and improvements in 
Washington, District of Columbia, to 
the Columbia Hospital for Women to 
provide a site for the construction of a 
facility to house the National Women’s 
Health Resource Center hearing 
before the Subcommittee on Public 
Buildings and Grounds of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, One 
Hundred Third Congress, first session, 
February 18, 1993., 93-20097 


H.R. 3360, Federal Fire Safety Act; H.R. 
4438, designating the Glenn M. Ander- 
son Federal Building, CA; and H.R., 
5222, designating the Robert A. Grant 
Federal Building and U.S. Courthouse, 
IN : 11(6) resolutions for Markham, 
IL, Rockford, IL, Covington, KY, 
London, KY, and Greeneville, TN; an 
alteration prospectus for San Diego, 
CA; and an amendment to a previously 
approved construction resolution for 
Charlotte Amalie, St. Thomas, VI : 
hearing before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Second Congress, 
second session, May 28, 1992., 93- 
12774 


H.R. 4281 (designating the Ronald 
Reagan Federal Building and Court- 
house, CA); a construction resolution 
for Little Rock, AR, and Allentown, 
PA : hearing before the Subcommittee 
on Public Buildings and Grounds of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Second Congress, 
second session, September 23, 1992., 
93-17647 


H.R. 5831 (designating the Martin Luther 
King, Jr., Federal Building, Victoria, 
TX), H.R. 5822 ... H.R. 1246 ... build- 
ing project survey report for Atlanta, 
GA (Rich’s Department Store) : hear- 
ing before the Subcommittee on Public 
Buildings and Grounds of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, September 15, 1992., 93-15307 

Lease prospectus—Philadelphia, PA, fed- 
eral center : hearing before the Sub- 
committee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Second 
Congress, second session, September 
17, 1992., 93-15308 


Robert A. Roe Federal Building, Pater- 
son, NJ ; John Paul Hammerschmidt 
Federal Building and Courthouse, Fay- 
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etteville, AR; pending lease and con- 
struction prospectuses included in the 
General Services Administration’s cap- 
ital improvement program : hearing 
before the Subcommittee on Public 
Buildings and Grounds of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 5431 ... H.R. 5432 ... June 
30, 1992., 93-12776 


To authorize the establishment of the Na- 
tional African-American Museum 
within the Smithsonian Institution 
(H.R. 877) : hearing before the Sub- 
committee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred Third 
Congress, first session, March 25, 
1993., 93-22743 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Surface Transportation. 
Comprehensive National Energy Policy 

Act of 1992 (surface transportation 
issues) : hearing before the Subcommit- 
tee on Surface Transportation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Second Congress, 
second session, April 9, 1992., 93-6455 


Implementation of the Commercial 
Motor Vehicle Safety Act of 1986 
(commercial driver’s license) : hearing 
before the Subcommittee on Surface 
Transportation of the Committee on 
Public Works and _ Transportation, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
February 5, 1992., 93-3562 


Implementation of the Intermodal Sur- 
face Transportation Efficiency Act of 
1991 (ISTEA) : hearings before the 
Subcommittee on Surface Transporta- 
tion of the Committee on Public Works 
and Transportation, House of Repre- 
sentatives, One Hundred Third Con- 
gress, first session., 93-30013 


Implementation of the National Minimum 
Drinking Age Act : hearing before the 
Subcommittee on Surface Transporta- 
tion of the Committee on Public Works 
and Transportation, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, October 1, 1992., 
93-17648 


Regulatory issues : (intrastate deregula- 
tion; negotiated rates; and overweight 
containers) : hearings before the Sub- 
committee on Surface Transportation 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred Second Congress, 
second session, March 24, 31, April 2, 
1992., 93-3558 
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To reauthorize the Hazardous Materials 
Transportation Act through fiscal year 
1997 : hearing before the Subcommittee 
on Surface Transportation of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, One 
Hundred Third Congress, first session, 
on H.R. 2178 ... June 8, 1993., 93- 
30014 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Water Resources. 
DeLauro-Lowey Water Pollution Con- 

trol and Estuary Restoration Financing 
Act : hearing before the Subcommittee 
on Water Resources of the Committee 
on Public Works and Transportation, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
on H.R. 5070, to amend the Federal 
Water Pollution Control Act to pro- 
vide special funding to states for imple- 
mentation of natinal estuary conserva- 
tion and management plans, and for 
other purposes, October 13, 1992 in 
Milford, CT., 93-15309 


United States. Congress. House. Committee 
on Revision of the Laws. 

United States code. Supplement /, 
10271, 93-10272, 93-15052, 93- 
17400, 93-22530, 93-22531, 93- 
24779, 93-29815 


93- 


United States. Congress. House. Committee 
on Rules. 
Authorizing further postponement of pro- 
ceedings on the question of agreeing to 
a certain motion to suspend the rules : 
report (to accompany H. Res. 577)., 
93-6149 


Congressional question period for mem- 
bers of the President’s cabinet : hearing 
before the Committee on Rules, House 


of Representatives, One Hundred 
Second Congress, second session, on 
H. Res. 155, a bill to establish a con- 
gressional question period for members 
of the President’s cabinet on the first 
Tuesday of each month during the 
present Congress, March 18, 1992., 
93-10444 


Creating a temporary ad hoc Joint Com- 
mittee on the Organization of Congress 
to study and recommend reforms in the 
operations of Congress : report togeth- 
er with additional views (to accompany 
H. Con. Res. 192)., 93-3235 


Providing for consideration of H.R. 5 : 
report (to accompany H. Res. 195)., 
93-24762 


Providing for consideration of H.R. 820 : 


report (to accompany H. Res. 164)., 
93-22497 
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Providing for consideration of H.R. 1876 
: report (to accompany H. Res. 199)., 
93-29757 


Providing for consideration of H.R. 1964 
: report (to accompany H. Res. 230)., 
93-29781 


Providing for consideration of H.R. 2010 
: report (to accompany H. Res. 215)., 
93-29769 


Providing for consideration of H.R. 2150 
: report (to accompany H. Res. 206)., 
93-29766 

Providing for consideration of H.R. 2244, 
and Waiving points of order against 
H.R. 2118, and against its consideration 
: report (to accompany H. Res. 183)., 
93-22523 


Providing for consideration of H.R. 2295 
: report (to accompany H. Res. 200)., 
93-29758 


Providing for consideration of H.R. 2330 
: report (to accompany H. Res. 229)., 
93-29780 


Providing for consideration of H.R. 2333 
and H.R. 2404 : report (to accompany 
H. Res. 196)., 93-24763 


Providing for consideration of H.R. 2348 
: report (to accompany H. Res. 192)., 
93-24752 


Providing for consideration of H.R. 2401 
: report (to accompany H. Res. 233)., 
93-29794 


Providing for consideration of H.R. 2403 
: report (to accompany H. Res. 201)., 
93-27119 


Providing for consideration of H.R. 2530 
: report (to accompany H. Res. 218)., 
93-27145 


Providing for consideration of H.R. 2667 
: report (to accompany H. Res. 220)., 
93-29774 


Providing for consideration of H.R. 2667 
: report (to accompany H. Res. 226)., 
93-29775 


Providing for consideration of H.R. 5368 
: report (to accompany H. Res. 501)., 
93-3241 


Providing for consideration of H.R. 5679 
: report (to accompany H. Res. 529)., 
93-3310 


Providing for consideration of S. 1696 : 
report (to accompany H. Res. 590)., 
93-6191 


Providing for consideration of S. 3144 : 
report (to accompany H. Res. 589)., 
93-8150 


Providing for further consideration of 
H.R. 2010 : report (to accompany H. 
Res. 217)., 93-27138 


Providing for further consideration of 
H.R. 2333 and H.R. 2404 : report (to 
accompany H. Res. 197)., 93-27118 
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Providing for further consideration of 
H.R. 2401 : report (to accompany H. 
Res. 246)., 93-29805, 93-29806 


Providing for further consideration of 
H.R. 2401 : report (to accompany H. 
Res. 248)., 93-29814 


Providing for the completion of the ac- 
tivities of the activities of the Task 
Force to Investigate Certain Allega- 
tions Concerning the Holding of Amer- 
icans as Hostages in Iran in 1980 in the 
second session of the One Hundred 
Second Congress : report (to accompa- 
ny H.Res. 585)., 93-6189 


Providing for the consideration of H.R. 1 
: report (to accompany H. Res. 58)., 
93-15043 


Providing for the consideration of H.R. 2 


: report (to accompany H. Res. 59)., 
93-15044 


Providing for the consideration of H.R. 
20 : report (to accompany H. Res. 
106)., 93-17387 


Providing for the consideration of H.R. 
450 : report (to accompany H. Res. 
561)., 93-6114 


Providing for the consideration of H.R. 
670 : report (to accompany H. Res. 
138)., 93-22482 


Providing for the consideration of H.R. 
670 : report (to accompany H. Res. 
81)., 93-17382 


Providing for the consideration of H.R. 
873 : report (to accompany H. Res. 
171)., 93-22510 . 


Providing for the consideration of H.R. 
918 : report (to accompany H. Res. 
574)., 93-6132 


Providing for the consideration of H.R. 
920 : report (to accompany H. Res. 
103)., 93-15047 


Providing for the consideration of H.R. 
1159 : report (to accompany H. Res. 
172)., 93-22511 


Providing for the consideration of H.R. 
1335 : report (to accompany H. Res. 
130)., 93-17396 


Providing for the consideration of H.R. 
1430 : report (to accompany H. Res. 
147)., 93-19768 


Providing for the consideration of H.R. 
1578 : report (to accompany H. Res. 
149)., 93-19769 


Providing for the consideration of H.R. 
1637 : report (to accompany H. Res. 
584)., 93-8144 

Providing for the consideration of H.R. 


2321 : report (to accompany H. Res. 
596)., 93-6202 


Providing for the consideration of H.R. 


2782 : report (to accompany H. Res. 
536)., 93-3325 
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Providing for the consideration of H.R. 
3298 : report (to accompany H. Res. 
573)., 93-6131 


Providing for the consideration of H.R. 
3596 : report (to accompany H. Res. 
569)., 93-6122 


Providing for the consideration of H.R. 
3603 : report (to accompany H. Res. 
543)., 93-3348 

Providing for the consideration of H.R. 
3724 : report (to accompany H. Res. 
562)., 93-6115 


Providing for the consideration of H.R. 
4318 : report (to accompany H. Res. 
532)., 93-3319 

Providing for the consideration of H.R. 
4323 : report (to accompany H. Res. 
551)., 93-6104 


Providing for the consideration of H.R. 
4394 : report (to accompany H. Res. 
540)., 93-3345 

Providing for the consideration of H.R. 
4484 : report (to accompany H. Res. 
493)., 93-3238 


Providing for the consideration of H.R. 
4547 : report (to accompany H. Res. 
545)., 93-3350 


Providing for the consideration of H.R. 
4706 : report (to accompany H. Res. 
555)., 93-3390 

Providing for the consideration of H.R. 
4850 : report (to accompany H. Res. 
523)., 93-3261 


Providing for the consideration of H.R. 
5191 : report (to accompany H. Res. 
531)., 93-3318 


Providing for the consideration of H.R. 
5192 : report (to accompany H. Res. 
578)., 93-6153 


Providing for the consideration of H.R. 
5231 : report (to accompany H. Res. 
563)., 93-6116 


Providing for the consideration of H.R. 
5334 : report (to accompany H. Res. 
537)., 93-3342 

Providing for the consideration of H.R. 
5466 : report (to accompany H. Res. 
541)., 93-3346 

Providing for the consideration of H.R. 
5754 : report (to accompany H. Res. 
570)., 93-6123 


Providing for the consideration of House 
Concurrent Resolution 64 : report (to 
accompany H. Res. 131)., 93-17397 

Providing for the consideration of House 
concurrent resolution 246 : report (to 
accompany H. Res. 542)., 93-3347 

Providing for the consideration of House 


joint resolution 553 : report (to accom- 
pany H. Res. 580)., 93-8128 
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Providing for the consideration of S. 
2681 : report (to accompany H. Res. 
593)., 93-6195 


Providing for the consideration of Senate 
amendments to H.R. 5620 : report (to 
accompany H. Res. 575)., 93-6133 


Providing for the consideration of Senate 
Joint Resolution 45 : report (to accom- 
pany H. Res. 173)., 93-22512 


Providing for the consideration of the 
Senate amendment to the bill H.R. 920 
: Teport (to accompany H. Res. 115)., 
93-17389 


Providing for the disposition of the 
Senate amendment to H.R. 2977 
report (to accompany H. Res. 535)., 
93-3324 


Providing for the establishment of the 
Select Commitee on Aging : report to- 
gether with minority views (to accom- 
pany H. Res. 19)., 93-15039, 93- 
15040 


Providing for the establishment of the 
Select Committee on Children, Youth, 
and Families : report together with mi- 
nority views (to accompany H. Res. 
23)., 93-15041 

Providing for the establishment of the 
Select Committee on Hunger : report 
together with minority views (to ac- 
company H. Res. 18)., 93-22478 

Providing for the establishment of the 
Select Committee on Narcotics Abuse 
and Control : report together with mi- 
nority views (to accompany H. Res. 
20)., 93-22479 


Providing for the establishment of the 
Select Committee on Narcotics Abuse 
and Control, the Select Committee on 
Hunger, the Select Committee on 
Aging, and the Select Committee on 
Children, Youth, and Families : report 
(to accompany H. Res. 52)., 93-22480 


Providing for the further consideration of 
H.R. 1335 : report (to accompany H. 
Res. 132)., 93-22481 


Providing for the further consideration of 
House concurrent resolution 64 : report 
(to accompany H. Res. 133)., 93- 
17398 


Relating to the consideration of the 
Senate amendment to H.R. 1 : report 
(to accompany H. Res. 71)., 93-15046 


Survey of activities of the House Com- 
mittee on Rules, ... Congress : report 
by the Committee on Rules., 93-15038 


To establish a Joint Committee on the 
Organization of Congress : hearings 
and markup before the Committee on 
Rules, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H. Con. Res. 192, a bill to 
establish a Joint Committee on the Or- 
ganization of Congress to study and 
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recommend reforms in the operations 
of Congress, May 20, 21, and 28, 1992., 
93-20102 


Uruguay Round of multilateral trade ne- 
gotiations : report together with addi- 
tional views (to accompany H.R. 1876 
which ... was referred jointly to the 
Committee on Ways and Means and 
the Committee on Rules) (including 
cost estimate of the Congressional 
Budget Office)., 93-24761 


Waiving a requirement of clause 4(b) of 
rule XI with respect to consideration 
of a certain resolution reported from 
the Committee on Rules : report (to 
accompany H. Res. 111)., 93-17388 


Waiving a requirement of clause 4(b) of 
tule XI with respect to consideration 
of a certain resolution reported from 
the Committee on Rules : report (to 
accompany H. Res. 142)., 93-19765 


Waiving a requirement of clause 4(b) of 
rule XI with respect to consideration 
of certain resolutions reported from the 
Committee on Rules : report (to ac- 
company H. Res. 150)., 93-19770 


Waiving a requirement of clause 4(b) of 
rule XI with respect to consideration 
of a certain resolution reported from 
the Committee on Rules : report (to 
accompany H. Res. 153)., 93-19778 


Waiving a requirement of clause 4(b) of 
rule XI with respect to consideration 
of a certain resolution reported from 
the Committee on Rules : report (to 
accompany H. Res. 61)., 93-15045 


Waiving all points of order against the 
conference report on S. 12, and against 
the consideration of such conference 
report : report (to accompany H. Res. 
571)., 93-6124 


Waiving certain points of order against 
H.R. 2445 : report (to accompany H. 
Res. 203)., 93-29764 

Waiving certain points of order against 
H.R. 2446 : report (to accompany H. 
Res. 204)., 93-29756, 93-29765 

Waiving certain points of order against 
H.R. 2490 : report (to accompany H. 
Res. 221)., 93-27146 


Waiving certain points of order against 
H.R. 2490 : report (to accompany 
211)., 93-29768 


Waiving certain points of order against: 


H.R. 2491 : report (to accompany H. 
Res. 208)., 93-29767 

Waiving certain points of order against 
H.R. 2492 : report (to accompany H. 
Res. 210)., 93-27124 

Waiving certain points of order against 
H.R. 2520 : report (to accompany H. 
Res. 214)., 93-27127 
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Waiving certain points of order during 
consideration of H.R. 5488 : report (to 
accompany H. Res. 505)., 93-3247 

Waiving certain points of order during 
consideration of H.R. 5678 : report (to 
accompany H. Res. 530)., 93-3311 


Waiving points of order against the con- 
ference report on H.R. 2194 and 
against the consideration of such con- 
ference report : report (to accompany 
H. Res. 576)., 93-6143 


Waiving points of order against the con- 
ference report on S. 5 : report (to ac- 
company H. Res. 560)., 93-6111 


Waiving points of order against the con- 
ference report to accompany and pro- 
viding for corrections in the enrollment 
of H.R. 5503 : report (to accompany 
H. Res. 581)., 93-6158 


Waiving points of order against the con- 
ference report to accompany, and pro- 
viding for corrections in the enrollment 
of H.R. 5488 and against consideration 
of such conference report : report (to 
accompany H. Res. 583)., 93-8143 


Waiving points of order against the con- 
ference report to accompany H.R. 2, : 
report (to accompany H. Res. 163)., 
93-22496 

Waiving points of order against the con- 
ference report to accompany H.R. 11, 
and against the consideration of such 
conference report : report (to accompa- 
ny H. Res. 609)., 93-6233 


Waiving points of order against the con- 
ference report to accompany H.R. 429, 
and against consideration of such con- 
ference report : report (to accompany 
H. Res. 604)., 93-6225 

Waiving points of order against the con- 
ference report to accompany H.R. 776, 
and against the consideration of such 
conference report : report (to accompa- 
ny H. Res. 601)., 93-6220 


Waiving points of order against the con- 
ference report to accompany H.R. 2010 
: report (to accompany H. Res. 241)., 
93-29802 


Waiving points of order against the con- 
ference report to accompany H.R. 2118 
: feport (to accompany H. Res. 216)., 
93-27129 

Waiving points of order against the con- 
ference report to accompany H.R. 2264 
: report (to accompany H. Res. 240)., 
93-29799 


Waiving points of order against the con- 
ference report to accompany H.R. 
3489, and against the consideration of 
such conference report : report (to ac- 
company H. Res. 607)., 93-8165 


Waiving points of order against the con- 
ference report to accompany H.R. 
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4996, and against the consideration of 
such conference report : report (to ac- 
company H. Res. 608)., 93-8166 


Waiving points of order against the con- 
ference report to accompany H.R. 5006 
and against the consideration of such 
conference report : report (to accompa- 
ny H. Res. 588)., 93-8149 


Waiving points of order against the con- 
ference report to accompany, H.R. 
5095 and against the consideration of 
such conference report : report (to ac- 
company H. Res. 587)., 93-8148 


Waiving points of order against the con- 
ference report to accompany H.R. 
5334, and against the consideration of 
such conference report : report (to ac- 
company H. Res. 603)., 93-6224 


Waiving points of order against the con- 
ference report to accompany H.R. 
5368, and against consideration of such 
conference report : report (to accompa- 
ny H. Res. 600)., 93-6219 


Waiving points of order against the con- 
ference report to accompany H.R. 
5427, and against the consideration of 
such conference report : report (to ac- 
company H. Res. 599)., 93-6216 


Waiving points of order against the con- 
ference report to accompany H.R. 
5504, and against the consideration of 
such conference report : report (to ac- 
company H. Res. 602)., 93-6223 


Waiving points of order against the con- 
ference report to accompany H.R. 5678 
and against the consideration of such 
conference report : report (to accompa- 
ny H. Res. 582)., 93-8142 


Waiving points of order against the con- 
ference report to accompany House 
concurrent resolution 64, and against 
consideration of such conference report 
: report (to accompany H. Res. 145)., 
93-19767 


Waiving points of order against the con- 
ference report to accompany S. | and 
against consideration of such confer- 
ence report : report (to accompany H. 
Res. 179)., 93-22516 


Waiving points of order against the con- 
ference report to accompany S. 2532, 
and against the consideration of such 
conference report : report (to accompa- 
ny H. Res. 592)., 93-6194 


Waiving points of order against the con- 
ference report to accompany the bill 
H.R. 5679, and against the consider- 
ation of such conference report : report 
(to accompany H. Res. 579)., 93-6154 


Waiving the requirement of clause 4(b), 
rule XI, against consideration of a cer- 
tain resolution reported from the Com- 
mittee on Rules : report (to accompany 
H. Res. 597)., 93-6203 





U.S. Congress. House. Committee on Science, 


Waiving the requirement of clause 4(b), 
rule XI, against consideration of certain 
resolutions reported from the Commit- 
tee on Rules, and for other purposes : 
report (to accompany H. Res. 591)., 
93-8151 


United States. Congress. House. Committee 
on Rules. Subcommittee on Rules of the 
House. 

NAFTA : environmental issues : hearing 
before the Subcommittee on Rules of 
the House of the Committee on Rules, 
House of Representatives, One Hun- 
dred Second Congress, first session, on 
oversight of environmental issues asso- 
ciated with the proposed North Ameri- 
can Free Trade Agreement, October 
16, 1991., 93-12777 


United States. Congress. House. Committee 
on Rules. Subcommittee on the Legislative 
Process. 

Balanced Budget Enforcement Act of 
1992 : hearing before the Subcommittee 
on the Legislative Process of the Com- 
mittee on Rules, House of Representa- 
tives, One Hundred Second Congress, 
second session, on H.R. 5676 ... Sep- 
tember 25, 1992., 93-20101 


United States. Congress. House. Committee 
on Rules. Sucommmittee on the Legislative 
Process. 

Legislative line-item veto proposals 
hearings before the Subcommittee on 
the Legislative Process of the Commit- 
tee on Rules, House of Representatives, 
One Hundred Second Congress, second 
session, on sundry legislative line-item 
and enhanced-rescission proposals, Sep- 
tember 18 and 25, 1992., 93-17652 


The Social Security Protection Act of 
1991 : hearing and markup before the 
Subcommittee on the Legislative Proc- 
ess of the Committee on Rules, House 
of Representatives, One Hundred 
Second Congress, first session on H.R. 
2898 ... September 26, 1991 and June 
18, 1992., 93-6457 


United States. Congress. House. Committee 
on Science and Technology. 
Science, technology, and American diplo- 
macy., 93-24887 


United States. Congress. House. Committee 
on Science, Space, and Technology. 

Arson Prevention Act of 1993 : report (to 
accompany H.R. 1727) (including cost 
estimate of the Congressional Budget 
Office)., 93-27133 


Commercial Space Competitiveness Act 
of 1992 : report (to accompany H.R. 
3848 which ... was referred jointly to 
the Committee on Science, Space, and 
Technology and the Committee on 
Armed Services) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-3331 


Do not order from index; see indicated entry 





Compilation of public laws reported by 


the Committee on Science, Space, and 
Technology, 1958-1988 : report to the 
Committee on Science, Space, and 
Technology, U.S. House of Represent- 
atives, One MHundredth Congress, 
second session., 93-30017 


Federal Fire Safety Act of 1992 : report 


(to accompany H.R. 3360 ... was re- 
ferred jointly to the Committee on Sci- 
ence, Space, and Technology, the 
Committee on Banking, Finance, and 
Urban Affairs, and the Committee on 
Public Works and Transportation) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3234 


H.R. 4559—National Energy, Environ- 


ment, and Competitiveness Research 
Act of 1992 : markup before the Sub- 
committee on Environment and the 
Subcommittee on Energy and the 
Committee on Science, Space, and 
Technology, U.S. House of Represent- 
atives, One Hundred Second Congress, 
second session, March 19 (Environ- 
ment), March 19 (Energy), March 31; 
April 1, 2, 1992., 93-6466 


H.R. 5229—Fundamental Competitive- 


ness Act of 1992 and H.R. 5230— 
American Technology and Competi- 
tiveness Act of 1992 : hearing before 
the Committee on Science, Space, and 
Technology, U.S. House of Represent- 
atives, One Hundred Second Congress, 
second session, August 5, 1992., 93- 
15316 


H.R. 5343—technical amendments to the 


American Technology Preeminence 
Act : markup before the Committee on 
Science, Space, and Technology, U.S. 
House of Representatives, One Hun- 
dred Second Congress, second session, 
June 10, 1992., 93-12780 


High technology small business : hearing 


before the Committee on Science, 
Space, and Technology, U.S. House of 
Representatives, One Hundred Second 
Congress, second session, August 3, 
1992., 93-20105 


Legislative calendar /, 93-15321 
NASP program authorization : hearing 


before the Committee on Science, 
Space, and Technology, U.S. House of 
Representatives, One Hundred Second 
Congress, second session, September 
29, 1992., 93-15313 


National Aeronautics and Space Adminis- 


tration Authorization Act, fiscal years 
1994 and 1995 : report together with 
dissenting views (to accompany H.R. 
2200) (including cost estimate of the 
Congressional Budget Offfce)., 93- 
24756 


National Competitiveness Act of 1992 : 


report, together with dissenting views 
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(to accompany H.R. 5231) (including 
cost estimate of the Congressional 
Budget Office)., 93-3391 


National Energy, Environment, and 
Competitiveness Research Act of 1992 
: report of the Committee on Science, 
Space, and Technology, House of Rep- 
resentatives, One Hundred Second 
Congress, second session., 93-8171 


National Information Infrastructure Act 
of 1993 : report (to accompany H.R. 
1757) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
27134 


New directions for the DOE multipro- 
gram laboratories—implications for the 
federal laboratory system : hearing 
before the Committee on Science, 
Space, and Technology, U.S. House of 
Representatives, One Hundred Second 
Congress, second session, September 
24, 1992., 93-17656 

The Objectivity crisis : rethinking the 
role of science in society : chairman’s 
report to the Committee on Science, 
Space, and Technology, House of Rep- 
resentatives, One Hundred Third Con- 
gress, first session., 93-27315 


Oversight visit to the Pacific Far East : 
report to the Committee on Science, 
Space, and Technology, U.S. House of 
Representatives, One Hundred Second 
Congress, second session., 93-6459 


Quality in education : report /, 93-3567 


The role of science at EPA and fiscal 
year 1993 budget authorization for 
EPA’s Office of Research and Devel- 
opment : hearing before the Committee 
on Science, Space, and Technology, 
U.S. House of Representatives, One 
Hundred Second Congress, second ses- 
sion, March 19, 1992., 93-6461 


The role of science in adjudicating trade 
disputes under the North American 
Free Trade Agreement : hearing before 
the Committee on Science, Space, and 
Technology, U.S. House of Represent- 
atives, One Hundred Second Congress, 
second session, September 30, 1992., 
93-17654 


Rules governing procedure of the Com- 
mittee on Science, Space, and Technol- 
ogy, U.S. House of Representatives., 
93-20107 


Science, technology, and American diplo- 
macy., 93-24887 


Section 18 (emergency exemptions) to the 
Federal Insecticide, Fungicide, and Ro- 
denticide Act (FIFRA): report /, 93- 
10447 
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committee on Intellectual Property and 
Judicial Administration of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, on H.R. 4144 ... 
February 20, 1992., 93-22711 


Technology Transfer Improvements Act 
of 1991 : hearing before the Subcom- 
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mittee on Intellectual Property and Ju- 
dicial Administration of the Committee 
on the Judiciary, House of Representa- 
tives, One Hundred Second Congress, 
second session, on H.R. 191 ... May 6, 
1992., 93-27287 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
International Law, Immigration, and 
Refugees. 

Administration’s proposed refugee admis- 
sions program for fiscal year 1993 : 
hearing before the Subcommittee on 
International Law, Immigration, and 
Refugees of the Committee on the Ju- 
diciary, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, July 30, 1992., 93-12743 


Immigration and Naturalization House- 
keeping Amendments Act of 1992 : 
hearing before the Subcommittee on 
International Law, Immigration, and 
Refugees of the Committee on the Ju- 
diciary, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, May 20, 1992., 93-15272 


Nonimmigrant status for spouses of 
lawful permanent resident aliens : hear- 
ing before the Subcommittee on Inter- 
national Law, Immigration, and Reiu- 
gees of the Committee on the Judici- 
ary, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 4275 ... May 13, 1992., 
93-3539 


Operations of the Border Patrol : hearing 
before the Subcommittee on Interna- 
tional Law, Immigration, and Refugees 
of the Committee on the Judiciary, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
August 5, 1992., 93-12751 


United States. Congress. House. Committee 
on Veterans’ Affairs. 

Activities report of the Committee on 
Veterans’ Affairs, House of Represent- 
atives., 93-15020 

Administration of Veterans Education 
Benefits Technical Reorganization Act 
: report (to accompany H.R. 5619)., 
93-3339 


Committee rules of procedure for the ... 
Congress of the House Committee on 
Veterans’ Affairs., 93-15337 


Comprehensive Service Programs for 
Homeless Veterans Act of 1992 
report (to accompany H.R. 5400) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3286 


Department of Veterans Affairs Employ- 
ment Discrimination Act : report (to 
accompany H.R. 1032) (including cost 
estimate of the Congressional Budget 
Office)., 93-22488 


Do not order from index; see indicated entry 


Servicemen’s 





Author Index 


Dependency and Indemnity Compensa- 
tion Reform Act of 1992 : report (to 
accompany H.R. 5008) (including cost 
estimate of the Congressional Budget 
Office)., 93-3316, 93-3317 


Expanded VA/DOD health care sharing 


: report (to accompany H.R. 5193, 
which ... was referred jointly to the 
Committee on Veterans’ Affairs and 
the Committee on Armed Services) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3279 


GI Bill amendments of 1992 : report (to 


accompany H.R. 5087) (including cost 
estimate of the Congressional Budget 
Office)., 93-3314 


H.R. 1032—Department of Veterans Af- 


fairs Employment Discrimination Act : 
hearing before the Committee on Vet- 
erans’ Affairs, House of Representa- 
tives, One Hundred Third Congress, 
first session, March 30, 1993., 93- 
30036 


Implementation and effectiveness of the 


Montgomery GI Bill and Transition 
Assistance Program—possible effects of 
a national service program on military 
recruitment : trip report to the Com- 
mittee on Veterans’ Affairs, U.S. House 
of Representatives, 103rd Congress., 
93-20117 


Legislative calendar /, 93-17663 
Priority VA health care for Persian Gulf 


veterans : report (to accompany H.R. 
2535) (including cost estimate of the 
Congressional Budget Office)., 93- 
29783 


Reservists’ eligibility for burial in national 


cemeteries : report (to accompany H.R. 
821) (including cost estimate of the 
Congressional Budget Office)., 93- 
29782 


Group Life Insurance 
amendments of 1993 : report (to ac- 
company H.R. 2647) (including cost es- 
timate of the Congressional Budget 
Office)., 93-29784 


State veterans’ laws : digests of state laws 


regarding rights, benefits, and privi- 
leges of veterans and their dependents, 
revised to December 13, 1991 : supple- 
ment and corrections /, 93-8305 


To name the Department of Veterans Af- 


fairs medical center in Marlin, Texas, 
for Thomas T. Connally : report (to 
accompany H.R. 5491)., 93-3280 


Uniformed Services Employment and Re- 
employment Rights Act of 1993 
report (to accompany H.R. 995 which 
... Was referred jointly to the Commit- 
tee on Veterans’ Affairs and the Com- 
mittee on Post Office and Civil Serv- 
ice) (including cost estimate of the 





1993 


Congressional 
19779 


Veterans’ Compensation Rate Amend- 
ments of 1992 : report (to accompany 
H.R. 4244) (including cost estimate of 
the Congressional Budget Office)., 93- 
3315 


Veterans’ Compensation Rate Codifica- 
tion Act of 1993 : report (to accompa- 
ny H.R. 798) (including cost estimate 
of the Congressional Budget Office)., 
93-22487 


Veterans Education Outreach Program : 
report (to accompany H.R. 996) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-22513 


Veterans health care demonstration 
project : report (to accompany H.R. 
5263 which ... was referred jointly to 
the Committee on Veterans’ Affairs, 
the Committee on Ways and Means, 
and the Committee on Energy and 
Commerce) (including cost estimate of 
the Congressional Budget Office)., 93- 
3340 


Veterans’ health programs amendments 
of 1993 : report (to accompany H.R. 
2034) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
24748 


Veterans Home Loan and State Veterans 
Cemetery Improvements Act of 1993 : 
report (to accompany H.R. 949) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-29804 


Veterans’ Radiation Exposure Amend- 
ments of 1992 : report (to accompany 
H.R. 3236) (including cost estimate of 
the Congressional Budget Office)., 93- 
3321 


Budget Offfice)., 93- 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Compensation, Pension, and Insurance. 
Department of Defense mustard gas test- 

ing : hearing before the Subcommittee 
on Compensation, Pension, and Insur- 
ance of the Committee on Veterans’ 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, March 10, 1993., 93-27326 


H.R. 44—Merchant Mariners Fairness 
Act of 1991 : hearing before the Sub- 
committee on Compensation, Pension, 
and Insurance of the Committee on 
Veterans’ Affairs, House of Represent- 
atives, One Hundred Second Congress, 
second session, October 1, 1992., 93- 
20126 


H.R. 3236 and H.R. 4458, bills affecting 
veterans exposed to ionizing radiation 
in military service : hearing before the 
Subcommittee on Compensation, Pen- 
sion, and Insurance of the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, One Hundred Second Con- 





U.S. Congress. House. Committee on Veterans’ 


gress, second session, May 27, 1992., 
93-12794 


H.R. 5008, legislation to reform the DIC 
program; and H.R. 4244, compensa- 
tion/DIC COLA : hearing before the 
Subcommittee on Compensation, Pen- 
sion, and Insurance of the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, June 24, 1992., 
93-12795 


The impact of judicial review on the De- 
partment of Veterans Affairs : hearing 
before the Subcommittee on Compen- 
sation, Pension, and Insurance of the 
Committee on Veterans’ Affairs, House 
of Representatives, One Hundred 
Second Congress, second _ session, 
March 18, 1992., 93-17661 


Implementation of public laws affecting 
benefits for former prisoners of war : 
hearing before the Subcommittee on 
Compensation, Pension, and Insurance 
of the Committee on Veterans’ Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
June 4, 1992., 93-20122 


Pending legislation and implementation of 
Public Law 100-321 affecting radiation- 
exposed veterans : hearing before the 
Subcommitee on Compensation, Pen- 
sion, and Insurance of the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, first session, November 13, 1991., 
93-12792 


Temporary programs of vocational reha- 


bilitation for pensioners and trial work 
periods for certain totally disabled vet- 
erans : hearing before the Subcommit- 
tee on Compensation, Pension, and In- 
surance of the Committee on Veterans’ 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, September 10, 1992., 93-15336 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Education, Training, and Employment. 


H.R. 996—Veterans Education Outreach 
Program : hearing before the Subcom- 
mittee on Education, Training, and 
Employment of the Committee on Vet- 
erans’ Affairs, House of Representa- 
tives, One Hundred Third Congress, 
first session, March 25, 1993., 93- 
24954 


Veterans’ job training : hearing before 
the Subcommittee on Education, Train- 
ing, and Employment of the Commit- 
tee on Veterans’ Affairs, House of Rep- 
resentatives, One Hundred Second 
Congress, second session, May 14, 
1992., 93-20120 
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United States. Congress. House. Committee 


on Veterans’ Affairs. Subcommittee on 

Hospitals and Health Care. 

Access to and quality of care provided to 
the veterans of western Pennsylvania : 
field hearing before the Subcommittee 
on Hospitals and Health Care of the 
Committee on Veterans’ Affairs, House 
of Representatives, One Hundred 
Second Congress, second session, Sep- 
tember 8, 1992., 93-17662 


Illness of Persian Gulf veterans : hearing 
before the Subcommittee on Hospitals 
and Health Care of the Committee on 
Veterans’ Affairs, House of Represent- 
atives, One Hundred Second Congress, 
second session, September 21, 1992, 
Boston, Massachusetts., 93-20125 


Legislative hearing on draft legislation to 
expand VA/DOD sharing authority; 
refine VA nurse locality pay; authorize 
third party reimbursements for 
CHAMPVA beneficiaries; exempt state 
home residents’ work-therapy earnings 
as income for purposes of VA benefits; 
and to extend expiring program author- 
izations : hearing before the Subcom- 
mittee on Hospitals and Health Care of 
the Committee on Veterans’ Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
April 29, 1992., 93-20118 


Operations at Department of Veterans 
Affairs medical centers in the state of 
Alabama : field hearing before the Sub- 
committee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, April 13, 1992., 93-8307 


The possible adverse health effects of 
service in the Persian Gulf; and H.R. 
5864, to establish a Persian Gulf War 
veterans registry : hearing before the 
Subcommittee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, September 16, 1992., 93-20124 


VA health care eligibility reform : hear- 
ing before the Subcommittee on Hospi- 
tals and Health Care of the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, May 20, 1992 and 
July 22, 1992., 93-20121 


United States. Congress. House. Committee 


on Veterans’ Affairs. Subcommittee on 

Housing and Memorial Affairs. 

The DVA Loan Guaranty Program, Na- 
tional Cemetery System, and programs 
for homeless veterans : hearing before 
the Subcommittee on Housing and Me- 
morial Affairs of the Committee on 
Veterans’ Affairs, House of Represent- 
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U.S. Congress. House. Committee on Veterans’ 


atives, One Hundred Second Congress, 
second session, February 26, 1992., 
93-8306 

H.R. 949, H.R. 951, and H.R. 950 : hear- 
ing before the Subcommittee on Hous- 
ing and Memorial Affairs of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, One Hundred Third 
Congress, first session, March 4, 1993., 
93-27325 


Housing benefits for Native American 
veterans and oversight of title insur- 
ance : hearing before the Subcommittee 
on Housing and Memorial Affairs of 
the Committee on Veterans’ Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
October 1, 1992., 93-20127 


Hurricane Andrew—VA housing and ho- 
melessness, Homestead, Florida : field 
hearing before the Subcommittee on 
Housing and Memorial Affairs of the 
Committee on Veterans’ Affairs, House 
of Representatives, One Hundred 
Third Congress, first session, March 
12, 1993., 93-30035 


National Cemetery System hearing 
before the Subcommittee on Housing 
and Memorial Affairs of the Committee 
on Veteran’s Affairs, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, April 30, 1992., 
93-15333 


Oversight of DVA loan guaranty pro- 
gram : hearing before the Subcommit- 
tee on Housing and Memorial Affairs 
of the Committee on Veterans’ Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
May 21, 1992., 93-15334 


Veterans Affairs ability to respond to the 
health care and housing program needs 
of veterans in West Virginia and west- 
ern Pennsylvania : joint field hearing 
before the Subcommittee on Housing 
and Memorial Affairs and Subcommit- 
tee on Oversight and Investigations of 
the Committee on Veterans’ Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
April 11, 1992., 93-12793 


United States. Congress. House. Committee 

on Veterans’ Affairs. Subcommittee on 

Oversight and Investigations. 

Community-based veteran service organi- 
zations : hearing before the Subcom- 
mittee on Oversight and Investigations 
of the Committee on Veterans’ Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
May 6, 1992., 93-20119 


DVA response to inadequate drug and 
prescription controls : hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on Vet- 
erans’ Affairs, House of Representa- 
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tives, One Hundred Second Congress, 
second session, June 10, 1992., 93- 
20123 


H.R. 4763, Servicemembers’ Civil Relief 


Act : hearing before the Subcommittee 
on Oversight and Investigations of the 
Committee on Veterans’ Affairs, House 
of Representatives, One Hundred 
Second Congress, second session, April 
29, 1992., 93-15332 


Inner city African-American veterans : 


hearing before the Subcommittee on 
Oversight and Investigations of the 
Committee on Veterans’ Affairs, House 
of Representatives, One Hundred 
Second Congress, second session, Sep- 
tember 23, 1992., 93-30034 


Sexual harassment in the VA workplace 


and VA health care for women veter- 
ans : hearing before the Subcommittee 
on Oversight and Investigations of the 
Committee on Veterans’ Affairs, House 
of Representatives, One Hundred 
Second Congress, second session, Sep- 
tember 17, 1992., 93-22761 


VA/DOD contingency hospital system 


and related issues : hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Veter- 
ans’ Affairs, House of Representatives, 
One Hundred Second Congress, second 
session, March 25, 1992., 93-15331 


VA scarce medical specialist service con- 


tracts : hearing before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Veterans’ Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
August 5, 1992., 93-15335 


Veterans Affairs ability to respond to the 


health care and housing program needs 
of veterans in West Virginia and west- 
ern Pennsylvania : joint field hearing 
before the Subcommittee on Housing 
and Memorial Affairs and Subcommit- 
tee on Oversight and Investigations of 
the Committee on Veterans’ Affairs, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
April 11, 1992., 93-12793 


United States. Congress. House. Committee 
on Ways and Means. 


Addition to Harry S Truman National 
Historic Site : report together with dis- 
senting views (to accompany H.R. 
3898)., 93-3256 


An agreement between the United States 
and Ireland on social security : commu- 
nication from the President of the 
United States transmitting an agree- 
ment between the United States of 
America and Ireland on social security, 
which consists of two separate instru- 
ments—a principal agreement and an 
administrative agreement, pursuant to 
42 U.S.C. 433(e)(1)., 93-6080 
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An agreement between the United States 
and the Grand Duchy of Luxembourg 
on social security : message from the 
President of the United States transmit- 
ting an agreement between the United 
States of America and the Grand 
Duchy of Luxembourg on social secu- 
rity, which consists of two separate in- 
struments—a principal agreement and 
an administrative agreement, pursuant 
to 42 U.S.C. 433(e)(1)., 93-3228 


Anti Car Theft Act of 1992 : report to- 
gether with additional views (to ac- 
company H.R. 4542 which ... was re- 
ferred jointly to the Committee on the 
Judiciary and the Committee on Ways 
and Means) (including cost estimate of 
the Congressional Budget Office)., 93- 
6106 


Application of wagering taxes to charita- 
ble organizations : report (to accompa- 
ny H.R. 5648) (including cost estimate 
of the Congressional Budget Office)., 
93-3283 


Audio Home Recording Act of 1992 : 
report (to accompany H.R. 3204 ... re- 
ferred jointly to the Committee on the 
Judiciary, the Committee on Energy 
and Commerce, and the Committee on 
Ways and Means) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-6128 


Authority to waive yield restrictions on 
tax-exempt bond arbitrage : report (to 
accompany H.R. 5675) (including cost 
estimate of the Congressional Budget 
Office)., 93-3299 


Background material and data on major 
programs within the jurisdiction of the 
Committee on Ways and Means /, 93- 
27327 


Background material on the federal 
budget and the President’s proposals 
for fiscal year 1994 : prepared for hear- 
ings to be held beginning on March 9, 
1993 /, 93-15339 


Comprehensive National Energy Policy 
Act : hearing before the the Committee 
on Ways and Means, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, on Titles X, XI, 
and XIV of H.R. 776 ... April 28, 
1992., 93-6482 


Comprehensive oversight initiative of the 
Committee on Ways and Means : 
report of the Committee on Ways and 
Means, U.S. House of Representatives, 
on oversight activities conducted by 
the Committee during the ... session of 
the ... Congress., 93-19755 


Conducting of certain games of chance 
not treated as unrelated trade or busi- 
ness : report (to accompany H.R. 5660) 
(including cost estimate of the Con- 
gressional Budget Office)., 93-3273 





1993 


Continuation of waiver authority : com- 
munication from the President of the 
United States transmitting notification 
of his determination that a continuation 
of a waiver currently in effect for Al- 
bania, Armenia, Azerbaijan, Belarus, 
Georgia, Kazakhstan, Kyrgyzstan, 
Moldova, Mongolia, Romania, Russia, 
Tajikistan, Turkmenistan, Ukraine, and 
Uzbekistan will substantially promote 
the objectives of section 402, of the 
Trade Act of 1974, pursuant to 19 
U.S.C. 2432(d)(1)., 93-22475, 93- 
22477 


Country reports on economic policy and 
trade practices : report submitted to 
the Committee on Foreign Affairs, 
Committee on Ways and Means of the 
U.S. House of Representatives, Com- 
mittee on Foreign Relations, Commit- 
tee on Finance of the U.S. Senate by 
the Department of State, in accordance 
with Section 2202 of the Omnibus 
Trade Competitiveness Act of 1988., 
93-19976 


Dependency and Indemnity Compensa- 
tion Reform Act of 1992 : report (to 
accompany H.R. 5008) (including cost 
estimate of the Congressional Budget 
Office)., 93-3317 


Determination of Hungary’s laws and 
policies with the Trade Act : message 
from the President of the United States 
transmitting his determination that the 
laws and policies of the Republic of 
Hungary are consistent with the crite- 
ria set out in sections 402(a) and 409(a) 
of the Trade Act of 1974, 19 U.S.C. 
2432(a) and 2439(a), pursuant to 19 
U.S.C. 2432(b) and 2439(b)., 93-29742 


Economy of Long Island, N.Y., and what 
the federal government can do to help 
revitalize the stagnate [i.e. stagnant] 
economy : hearing before the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, One Hundred Second 
Congress, second session, Mineola, 
New York, February 10, 1992., 93- 
8308 


Emergency unemployment compensation 
amendments of 1993 : report (to ac- 
company H.R. 920) (including cost es- 
timate of the Congressional Budget 
Office)., 93-19757 


Emigration laws and policies of the Re- 
public of Bulgaria : communication 
from the President of the United States 
transmitting his determination that Bul- 
garia meets the emigration criteria of 
the Jackson-Vanik amendment to the 
Trade Act of 1974, pursuant to 19 
U.S.C. 2432(b) and 2439(b)., 93-22476 


Emigration laws and policies of the Re- 
public of Bulgaria : message from the 
president of the United States transmit- 
ting an updated report that Bulgaria 





U.S. Congress. House. Committee on Ways and 


meets the emigration criteria of the 
Jackson-Vanik amendment to _ the 
Trade Act of 1974, pursuant to 19 
U.S.C. 2432(b)., 93-29746 


Exemption for government-owned high- 
speed intercity rail facility bonds from 
state volume cap : report (to accompa- 
ny H.R. 5653) (including cost estimate 
of the Congressional Budget Office)., 
93-3272 


Extension of emergency unemployment 
compensation hearing before the 
Committee on Ways and Means, House 
of Representatives, One Hundred 
Third Congress, first session, February 
18, 1993., 93-27330 


Extension of nondiscriminatory (MFN) 
treatment to the products of Albania : 
report (to accompany H.J. Res. 507) 
(including cost estimate of the Con- 
gressional Budget Office)., 93-3327 


Extension of nondiscriminatory (MFN) 
treatment to the products of Romania : 
report (to accompany H.J. Res. 512) 
(including cost estimate of the Con- 
gressional Budget Office)., 93-6125 


Extension of nondiscriminatory treatment 
(most-favored-nation treatment) to the 
products of the People’s Republic of 
China : adverse report together with 
minority views (to accompany H.J. 
Res. 208)., 93-27130 


Extension of rollover period under sec- 
tion 1034 where taxpayer has substan- 
tial frozen deposits : report (to accom- 
pany H.R. 5652) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-3294 


The Family Preservation Act of 1992 : 
report of the Committee on Ways and 
Means, House of Representatives on 
H.R. 3603 together with minority 
views (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3260 


Federal Program Improvement Act of 
1992 : report (to accompany H.R. 
3837)., 93-3233 


Financing UMWA coal miner “orphan 
retiree” health benefits /, 93-30037 


Fiscal year 1994 budget reconciliation 
recommendations of the Committee on 
Ways and Means : as submitted to the 
Committee on the Budget pursuant to 
H. Con. Res. 64 /, 93-24958 


Foreign Income Tax Rationalization and 
Simplification Act of 1992 : hearings 
before the Committee on Ways and 
Means, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, on H.R. 5270, to amend the Inter- 
nal Revenue Code of 1986 ... July 21 
and 22, 1992., 93-20136 


Health care resource book /, 93-20130 
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Home Sale Tax Fairness Act of 1992 : 
report (to accompany H.R. 5638) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3267 


Increase in public debt limit : report (to 
accompany H.R. 3024)., 93-29753 


Increased commodity donations to allevi- 
ate international hunger through pur- 
chases by Japan of agricultural com- 
modities from the United States and 
developing countries : report (to ac- 
company H. Con. Res. 179 which ... 
was referred jointly to the Committee 
on Foreign Affairs, the Committee on 
Agriculture, and the Committee on 
Ways and Means)., 93-3329 


Intent to suspend Mauritania from the list 
of beneficiaries under the GSP : com- 
munication from the President of the 
United States transmitting notification 
of his intent to suspend indefinitely 
Mauritania from their status as GSP 
beneficiaries, pursuant to 19 U.S.C. 
2462(a)., 93-29745 


Intention to add Ethiopia to the list of 
beneficiary developing countries : com- 
munication from the President of the 
United States transmitting notice of his 
intention to add Ethiopia to the list of 
beneficiary developing countries under 
the generalized system of preferences 
(GSP), pursuant to 19 U.S.C. 2462(a)., 
93-19704 


International Dolphin Conservation Act 
of 1992 : report (to accompany H.R. 
5419) (including cost estimate of the 
Congressional Budget Office)., 93- 
3309 


Legislative calendar /, 93-3585, 93- 
6479, 93-20134, 93-24963 


Legislative record of the Committee on 
Ways and Means, U.S. House of Rep- 
resentatives along with brief historical 
and other pertinent information con- 
cerning the Committee., 93-20133 


Manuai of rules of the Committee on 
Ways and Means for the ... Congress, 
adopted January ... /, 93-20132 


Modification of involuntary conversion 
rules for certain disaster-related con- 
versions : report (to accompany H.R. 
5640) (including cost estimate of the 
Congressional Budget Office)., 93- 
3269 


Nondiscriminatory treatment to the prod- 
ucts of Romania : communication from 
the President of the United States 
transmitting a copy of the “agreement 
on trade relations between the govern- 
ment of the United States and the gov- 
ernment of Romania” will promote the 
purposes of the Trade Act of 1974 and 
is in the national interests, pursuant to 
19 U.S.C. 2437(a)., 93-27107 
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North American Free Trade Agreement : 
hearings before the Committee on 
Ways and Means and its Subcommittee 
on Trade, U.S. House of Representa- 
tives, One Hundred Second Congress, 
second session, September 9, 15, 17, 
and 22, 1992., 93-20139 


North American Free Trde Agreement 
with Mexico and Canada : communica- 
tion from the President of the United 
States transmitting notification of his 
intent to enter into a North American 
Free Trade Agreement (NAFTA) with 
the governments of Mexico and 
Canada, pursuant to section 1103(a)(1) 
of the Omnibus Trade and Competi- 
tiveness Act of 1988., 93-8117 


Notification to charitable beneficiaries of 
charitable remainder trusts : report (to 
accompany H.R. 5636) (including cost 
estimate of the Congressional Budget 
Office)., 93-3265 


Oversight initiative report from the Sub- 
committee on Oversight and the Sub- 
committee on Social Security : decep- 
tive solicitations including findings and 
recommendations of the Subcommittees 
/, 93-6477 


Overview and compilation of U.S. trade 
statutes, including economic data /, 
93-17664 


Overview of the federal tax system : in- 
cluding data on tax and revenue meas- 
ures within the jurisdiction of the 
Committee on Ways and Means., 93- 
24962 


Phase out the occupational taxes relating 
to distilled spirits, wine, and beer : 
report (to accompany H.R. 5649) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3305 


President’s proposals on health care 
reform and the fiscal year 1993 Health 
and Human Services budget : hearings 
before the Committee on Ways and 
Means, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, February 20; March 3, 4, and 5, 
1992., 93-3589 


Proposed _legislation—’*Comprehensive 
Child Immunization Act of 1993” : 
message from the President of the 
United States transmitting a draft of 
proposed legislation to provide for the 
immunization of all children in the 
United States against vaccine prevent- 
able diseases, and for other purposes., 
93-19737 


Proposed legislation—”Welfare Employ- 
ment and Flexibility Amendments of 
1992,” the “Food Stamp Employment 
and Flexibility Amendments of 1992,” 
the “Housing Assistance Innovation 
Act of 1992” : message from the Presi- 
dent of the United States transmitting 
four legislative proposals to promote 
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work, provide flexibility, and encour- 
age innovation in federal public assist- 
ance programs., 93-6073 

Proposed legislation—Working Family 
Child Care Assistance Act of 1989 and 
Head Start Amendments of 1989 : mes- 
sage from the President of the United 
States transmitting drafts of child care 
legislative proposals prepared by the 
Secretaries of the Treasury and Health 
and Human Services., 93-29743 


Relation of trade agreements to United 
States health, safety, labor, and envi- 
ronmental laws : report together with 
additional views (to accompany H. 
Con. Res. 246 which ... was referred 
jointly to the Committee on Ways and 
Means and the Committee on Energy 
and Commerce)., 93-3249 


Report on legislative review activity 
during the ... Congress of the Commit- 
tee on Ways and Means., 93-19754 


Revenue Act of 1992 : report of the 
Committee on Ways and Means, House 
of Representatives, (to accompany 
H.R. 11) together with additional 
views (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3248 


Shipbuilding Trade Reform Act of 1992 
[microform] : likely economic effects of 
enactment : report to the Committee 
on Ways and Means, on investigation 
no. 332-316 under Section 332(g) of the 
Tariff Act of 1930., 93-5582 


The State of the Social Security Adminis- 
tration : a review of SSA’s key oper- 
ations at the close of 1992 /, 93-17665 


Summary of Committee on Ways and 
Means budget reconciliation recom- 
mendations for fiscal year 1994 : as 
passed in H.R. 2264 by the House of 
Representatives on May 27, 1993 /, 
93-22767 


Tax-exempt financing for the United Na- 
tions : report (to accompany H.R. 
5639) (including cost estimate of the 
Congressional Budget Office)., 93- 
3268 


Tax treatment of certain cargo containers 
: report (to accompany H.R. 5674) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3298 


Temporary increase in the public debt 
limit : report together with minority 
views (to accompany H.R. 1430) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-19762 


Treatment of cargo within contiguous 
United States and foreign ports : report 
(to accompany H.R. 5654) (including 
cost estimate of the Congressional 
Budget Office)., 93-3295 


Treatment of certain amounts received by 
operators of licensed cotton ware- 
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houses : report (to accompany H.R. 
5643) (including cost estimate of the 
Congressional Budget Office)., 93- 
3292 


Treatment of certain buildings under the 
rehabilitation credit : report (to accom- 
pany H.R. 5637) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-3266 


Treatment of certain costs of private 
foundation in removing hazardous sub- 
stances : report (to accompany H.R. 
5644) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3282 


Treatment of certain distributions made 
by Alaska native corporations : report 
(to accompany H.R. 5658) (including 
cost estimate of the Congressional 
Budget Office)., 93-3313 


Treatment of certain gains and losses of 
farmer cooperatives : report (to accom- 
pany H.R. 5650) (including cost esti- 
mate of the Congressional Budget 
Office)., 93-3284 


Treatment of certain nonprofit organiza- 
tions providing health benefits : report 
(to accompany H.R. 5641) (including 
cost estimate of the Congressional 
Budget Office)., 93-3281 


Treatment of certain port authority bonds 
: report (to accompany H.R. 5659) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3297 


Treatment of certain property and casual- 
ty insurance companies under the mini- 
mum tax : report (to accompany H.R. 
5642) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3270 


Treatment of certain reimbursed flight 
training expenses : report (to accompa- 
ny H.R. 1168) (including cost estimate 
of the Congressional Budget Office)., 
93-3264 


Treatment of certain sponsorship pay- 
ments : report (to accompany H.R. 
5645) (including cost estimate of the 
Congressional Budget Office)., 93- 
3271 


Treatment of debt instruments received in 
certain corporate reorganizations 
report (to accompany H.R. 5655) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 93-3306 


Treatment of deposits under certain per- 
petual insurance policies : report (to 
accompany H.R. 5657) (including cost 
estimate of the Congressional Budget 
Office)., 93-3307 


Treatment of not-for-profit residual 
market insurance companies : report 
(to accompany H.R. 5646) (including 
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cost estimate of the Congressional 
Budget Office)., 93-3293 


Treatment of services performed by full- 
time students for seasonal children’s 
camps : report (to accompany H.R. 
5656) (including cost estimate of the 
Congressional Budget Offfice)., 93- 
3296 


Treatment of transportation of certain 
ferries : report (to accompany H.R. 
5661) (including cost estimate of the 
Congressional Budget Office)., 93- 
3285 


U.S. economy, and proposals to provide 
middle-income tax relief, tax equity and 
fairness, economic stimulus and growth 
: hearings before the Committee on 
Ways and Means, House of Represent- 
atives, One Hundred Second Congress, 
first and second sessions, December 5, 
6, 17, 18, 1991; and February 4, 5, 6, 
1992., 93-10463 


The United States-Canada free-trade 
agreement biennial report : message 
from the President of the United States 
transmitting a report pertaining to the 
implementation and effectiveness of op- 
eration of the United States-Canada 
Free-Trade Agreement (FTA) in its 
first 2 years, pursuant to Public Law 
100-449, section 304(f) (102 Stat. 1875)., 
93-19753 


Uruguay Round of Multilateral Trade 
Negotiations : report together with ad- 
ditional views (to accompany H.R. 
1876 which ... was referred jointly to 
the Committee on Ways and Means 
and the Committee on Rules) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 93-24760, 93-24761 


Wild Bird Conservation Act of 1992 : 
report (to accompany H.R. 5013 which 
.. was referred jointly to the Commit- 
tees on Merchant Marine and Fisheries 
and Ways and Means)., 93-3312 


Withdrawal of most-favored-nation treat- 
ment from Yugoslavia : report (to ac- 
company H.R. 5258) (including cost es- 
timate of the Congressional Budget 
Office)., 93-6135 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Health. 

Budget issues relating to Medicare : hear- 
ings before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, One 
Hundred Third Congress, first session 
.. March 18, 1993 ... March 25, 1993 ... 
April 20, 1993., 93-27333 


Demonstration project to examine partici- 
pation of providers of the Department 
of Veterans Affairs in the Medicare 
program : hearing before the Subcom- 
mittee on Health of the Committee on 





U.S. Congress. House. Committee on Ways and 


Ways and Means, House of Represent- 
atives, One Hundred Second Congress, 
second session, on H.R. 5263 ... August 
11, 1992., 93-12802 


Health care reform : hearings before the 
Subcommittee on Health of the Com- 
mittee on Ways and Means, House of 
Representatives, One Hundred Third 
Congress, first session., 93-22770, 
93-27332, 93-30040 


Issues relating to all-payer fraud and 
abuse : hearing before the Subcommit- 
tee on Health of the Committee on 
Ways and Means, House of Represent- 
atives, One Hundred Third Congress, 
first session, March 8, 1993., 93-22769 


Medicare fraud, waste, and abuse : hear- 
ing before the Subcommittee on Health 
of the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, first session, 
June 13, 1991., 93-12803 


Options for health insurance : administra- 
tive simplification in health care : hear- 
ing before the Subcommittee on Health 
of the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
April 2, 1992., 93-6480 


Options for health insurance : using Med- 
icare payment methodologies as the 
basis for establishing rates for hospital 
and physician services for all payers : 
hearing before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, April 8, 1992., 93-10466 


Outreach efforts in the supplemental se- 
curity income and qualified Medicare 
beneficiary programs : hearing before 
the Subcommittee on Social Security, 
the Subcommittee on Health, and the 
Subcommittee on Human Resources of 
the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
March 26, 1992., 93-8309 


Private health insurance reform legisla- 
tion : hearing before the Subcommittee 
on Health of the Committee on Ways 
and Means, House of Representatives, 
One Hundred Second Congress, second 
session, on H.R. 2121 ... H.R. 1565 ... 
H.R. 3626 ... March 12, 1992., 93- 
3588 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Human Resources. 

Downey-Hyde child support enforcement 
and assurance proposal hearings 
before the Subcommittee on Human 
Resources of the Committee on Ways 
and Means, House of Representatives, 
One Hundred Second Congress, second 
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session, June 30; July 1, 1992., 93- 
12807 


Education, training, and service programs 


that serve disadvantaged teens : hear- 
ing before the Subcommittee on 
Human Resources of the Committee on 
Ways and Means, House of Represent- 
atives, One Hundred Second Congress, 
second session, March 6, 1992., 93 
12798 


Extension of the emergency unemploy- 


ment compensation program : hearing 
before the Subcommittee on Human 
Resources of the Committee on Ways 
and Means, House of Representatives, 
One Hundred Second Congress, second 
session, on H.R. 4095, to increase the 
number of weeks for which benefits are 
payable ... January 23, 1992., 93-10469 


Job Opportunities and Basic Skills Train- 


ing Program : hearing before the Sub- 
committee on Human Resources of the 
Committee on Ways and Means, House 
of Representatives, One Hundred 
Second Congress, second session, Chi- 
cago, Illinois, May 29, 1992., 93-15343 


Obstacles that prevent women and chil- 


dren with HIV-related disabilities from 
qualifying for social security disability 
insurance and supplemental security 
income : hearing before the Subcom- 
mittee on Social Security and the Sub- 
committee on Human Resources of the 
Committee on Ways and Means, House 
of Representatives, One Hundred 
Second Congress, second session, April 
2, 1992., 93-10462 


Outreach efforts in the supplemental se- 


curity income and qualified Medicare 
beneficiary programs : hearing before 
the Subcommittee on Social Security, 
the Subcommittee on Health, and the 
Subcommittee on Human Resources of 
the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
March 26, 1992., 93-8309 


President Clinton’s budget proposal for 


new funding for child welfare services 
targeted for family support and preser- 
vation services : hearing before the 
Subcommittee on Human Resources of 
the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Third Congress, first session, 
April 21, 1993., 93-30038 


President Clinton’s budget proposals in 


the human resources area : hearing 
before the Subcommittee on Human 
Resources of the Committee on Ways 
and Means, House of Representatives, 
One Hundred Third Congress, first ses- 
sion, March 18, 1993., 93-22771 


Recent changes in the poverty rate and 


distribution of income : hearing before 
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the Subcommittee on Human Re- 
sources of the Committee on Ways and 
Means, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, September 10, 1992., 93-17668 


Report of the Interstate Commission on 
Child Support : hearing before the 
Subcommittee on Human Resources of 
the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
August 11, 1992., 93-15344 


Selected issues relating to the AFDC and 
the JOBS programs : hearing before 
the Subcommittee on Human Re- 
sources of the Committee on Ways and 
Means, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, December 19, 1991., 93-10468 


Sources of the increases in poverty, work 
effort, and income distribution data /, 
93-20129 


Trends in spending and caseloads for 
AFDC and related programs : hearing 
before the Subcommittee on Human 
Resources of the Committee on Ways 
and Means, House of Representatives, 
One Hundred Third Congress, first ses- 
sion, March 11, 1993., 93-22768 


Unemployment Compensation Amend- 
ments of 1992 : hearings before the 
Subcommittee on Human Resources of 
the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
on H.R. 4727 ... April 9 and 30, 1992., 
93-12806 


Urban America’s need for social services 
to strengthen families : hearing before 
the Subcommittee on Human Re- 
sources of the Committee on Ways and 
Means, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, May 21, 1992., 93-12799 


Written comments on the Downey-Hyde 
Child Support Enforcement and Assur- 
ance proposal /, 93-22764 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Oversight. 

Abusive insurance sales and marketing 
techniques involving the earned income 
tax credit : hearing before the Subcom- 
mittee on Oversight of the Committee 
on Ways and Means, House of Repre- 
sentatives, One Hundred Third Con- 
gress, first session, March 4, 1993., 
93-30039 


Adequacy of the administration’s fiscal 
year 1993 budget proposals for the In- 
ternal Revenue Service, the U.S. Tax 
Court, and the Bureau of Alcohol, To- 
bacco, and Firearms : hearing before 
the Subcommittee on Oversight of the 
Committee on Ways and Means, House 
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of Representatives, One Hundred 
Second Congress, second session, April 
30, 1992., 93-12800 


Administration’s proposals related to In- 
ternal Revenue Service tax systems 
modernization : hearing before the Sub- 
committee on Oversight of the Com- 
mittee on Ways and Means, House of 
Representatives, One Hundred Third 
Congress, first session, March 30, 
1993., 93-30044 


Collection of delinquent tax debts owed 


by taxpayers that have contracts with 
the federal government; and the 1992 
Internal Revenue Service tax return 
filing season : hearing before the Sub- 
committee on Oversight of the Com- 
mittee on Ways and Means, House of 
Representatives, One Hundred Second 
Congress, second session, March 17, 
1992., 93-10465 


Deceptive mailings and solicitations to 


senior citizens and other consumers : 
hearing before the Subcommittee on 
Social Security and the Subcommittee 
on Oversight of the Committee on 
Ways and Means, House of Represent- 
atives, One Hundred Second Congress, 
second session, May 14, 1992., 93- 
12810 


Department of the Treasury’s report on 


issues related to the compliance with 
U.S. tax laws by foreign firms operat- 
ing in the United States : hearing 
before the Subcommittee on Oversight 
of the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
April 9, 1992., 93-6481 


Effectiveness of the U.S. Department of 


the Treasury programs to address 
money laundering and related federal 
tax evasion : hearings before the Sub- 
committee on Oversight of the Com- 
mittee on Ways and Means, House of 
Representatives, One Hundred Second 
Congress, second session, June 23 and 
30, 1992., 93-12808 


Effects of underfunded defined-benefit 


pension plans on plan retirees and plan 
sponsors : hearing before the Subcom- 
mittee on Oversight of the Committee 
on Ways and Means, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, September 24, 
1992., 93-15342 


Financial condition of the Pension Bene- 
fit Guaranty Corporation hearing 
before the Subcommittee on Oversight 
of the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
August 11, 1992., 93-20137 


Firearms and explosives [microform] : in- 


formation and observations on ATF 
law enforcement operations : briefing 
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report to the ranking minority member, 
Subcommittee on Oversight, Commit- 
tee on Ways and Means, House of Rep- 
resentatives /, 93-28364 


Impact of underfunded defined-benefit 
pension plans on the federal deficit, 
plan retirees, and plan sponsors : hear- 
ing before the Subcommittee on Over- 
sight of the Committee on Ways and 
Means, House of Representatives, One 
Hundred Third Congress, first session, 
February 4, 1993., 93-24964 


Internal Revenue Service’s seized proper- 
ty program : hearing before the Sub- 
committee on Oversight of the Com- 
mittee on Ways and Means, House of 
Representatives, One Hundred Second 
Congress, second session, September 
24, 1992., 93-12809 


Issues and proposals relating to the finan- 
cial condition of the Pension Benefit 
Guaranty Corporation (PBGC) : sched- 
uled for a hearing before the Subcom- 
mittee on Oversight of the House 
Committee on Ways and Means, on 
February 4, 1993 /, 93-20116 


Oversight initiative report from the Sub- 
committee on Oversight and the Sub- 
committee on Social Security : decep- 
tive solicitations including findings and 
recommendations of the Subcommittees 
/, 93-6477 


Problems with management practices of 
the U.S. Customs Service and inad- 
equate enforcement of the U.S. trade 
laws : hearing before the Subcommittee 
on Oversight of the Committee on 
Ways and Means, House of Represent- 
atives, One Hundred Second Congress, 
second session, May 21, 1992., 93- 
10467 


Program areas within the jurisdiction of 
the Committee on Ways and Means 
that are vulnerable to fraud, waste, 
abuse, and mismanagement : hearing 
before the Subcommittee on Oversight 
of the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Third Congress, first session, Feb- 
ruary 3, 1993., 93-20140 


Proposals to reform and improve the 
marketing of government securities : 
hearing before the Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 
One Hundred Second Congress, second 
session, February 3, 1992., 93-3586 


Reforms to establish taxpayer safeguards 
and protect the rights of taxpayers 
under the Internal Revenue Code : 
hearings before the Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 
One Hundred Second Congress, first 





1993 


session, July 18 and September 25, 
1991., 93-3587 


Report on marketing abuse and adminis- 
trative problems involving the health 
insurance component of the earned 
income tax credit /, 93-24959 


Report on reform of the federal govern- 
ment’s pension benefit guarantee pro- 
gram /, 93-24960 


Review of the hazardous substance Su- 
perfund : hearings before the Subcom- 
mittee on Oversight of the Committee 
on Ways and Means, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, June 11; and 
August 12, 1992., 93-20135 


Salomon Brothers’ agreement to settle 
federal civil charges stemming from its 
role in 1991 treasury auction scandal : 
hearing before the Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 
One Hundred Second Congress, second 
session, September 29, 1992., 93-20138 


Tax administration [microform] : new de- 
linquent tax collection methods for IRS 
: report to the Chairman, Subcommit- 
tee on Oversight, Committee on Ways 
and Means, House of Representatives / 
, 93-28363 


U.S. Customs Service’s ability to accu- 
rately determine the value of imported 
goods entering the United States : 
hearing before the Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 
One Hundred Third Congress, first ses- 
sion, June 17, 1993., 93-30045 


United States. Congress. House. Committee 
on Ways and Means, Subcommittee on 
Select Revenue Measures. 

Description of miscellaneous tax propos- 
als scheduled for hearings before the 
Subcommittee on Select Revenue 
Measures of the House Committee on 
Ways and Means on June 17, 22, and 
24, 1993 /, 93-24953 


Lead-Based Paint Hazard Abatement Act 
: hearing before the Subcommittee on 
Select Revenue Measures of the Com- 
mittee on Ways and Means, House of 
Representatives, One Hundred Second 
Congress, second session on H.R. 2922 
... July 1, 1992., 93-8311 


Miscellaneous tax bills and the Peace Tax 
Fund : hearing before the Subcommit- 
tee on Select Revenue Measures of the 
Committee on Ways and Means, House 
of Representatives, One Hundred 
Second Congress, second session, on 
H.R. 65 ... H.R. 1733 ... H.R. 1870 ... 
May 21, 1992., 93-8310 


Misclassification of employees and inde- 
pendent contractors for federal income 
tax purposes : hearing before the Sub- 
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committee on Select Revenue Meas- 
ures of the Committee on Ways and 
Means, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, July 23, 1992., 93-15341 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Social Security. 

Deceptive mailings and solicitations to 
senior citizens and other consumers : 
hearing before the Subcommittee on 
Social Security and the Subcommittee 
on Oversight of the Committee on 
Ways and Means, House of Represent- 
atives, One Hundred Second Congress, 
second session, May 14, 1992., 93- 
12810 


Illegal disclosure of social security earn- 
ings inforn:ation by employees of the 
Social Security Administration and the 
Department of Health and Human 
Services’ Office of Inspector General : 
hearing before the Subcommittee on 
Social Security of the Committee on 
Ways and Means, House of Represent- 
atives, One Hundred Second Congress, 
second session, September 24, 1992., 
93-17667 


Measures to reduce delays in the Social 
Security Administration’s payment of 
disability insurance to qualified work- 
ers and their families : hearing before 
the Subcommittee on Social Security 
of the Committee on Ways and Means, 
House of Representatives, Cne Hun- 
dred Second Congress, second session, 
August 12, 1992., 93-17666 


Obstacles that prevent women and chil- 
dren with HIV-related disabilities from 
qualifying for social security disability 
insurance and supplemental security 
income : hearing before the Subcom- 
mittee on Social Security and the Sub- 
committee on Human Resources of the 
Committee on Ways and Means, House 
of Representatives, One Hundred 
Second Congress, second session, April 
2, 1992., 93-10462 

Outreach efforts in the supplemental se- 
curity income and qualified Medicare 
beneficiary programs : hearing before 
the Subcommittee on Social Security, 
the Subcommittee on Health, and the 
Subcommittee on Human Resources of 
the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
March 26, 1992., 93-8309 


Oversight initiative report from the Sub- 
committee on Oversight and the Sub- 
committee on Social Security : decep- 
tive solicitations including findings and 
recommendations of the Subcommittees 
/, 93-6477 


Projected levels of service to the elderly 
and disabled under the Social Security 
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Administration’s fiscal year 1993 ad- 
ministrative funding request : hearing 
before the Subcommittee on Social Se- 
curity of the Committee on Ways and 
Means, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, March 5, 1992., 93-12805 


Social Security Board of Trustees’ rec- 
ommendation to reallocate a portion of 
the social security payroll tax to the 
Disability Insurance Trust Fund : hear- 
ing before the Subcommittee on Social 
Security of the Committee on Ways 
and Means, House of Representatives, 
One Hundred Third Congress, first ses- 
sion, April 22, 1993., 93-30042 

Social security “notch” issue : hearings 
before the Subcommittee on Social Se- 
curity of the Committee on Ways and 
Means, House of Representatives, One 
Hundred Second Congress, second ses- 
sion, July 23 and 28, 1992., 93-12804 


Women and social security : families are 
changing, the workplace is changing, 
should social security change too : 
hearing before the Subcommittee on 
Social Security of the Committee on 
Ways and Means, House of Represent- 
atives, One Hundred Second Congress, 
second session, April 8, 1992., 93- 
10470 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Trade. 

Additional requirements on the extension 
of China’s most-favored-nation trade 
status in 1993 : hearing before the Sub- 
committee on Trade of the Committee 
on Ways and Means, House of Repre- 
sentatives, One Hundred Second Con- 
gress, second session, on H.R. 5318 ... 
June 29, 1992., 93-8312 


Cuban Democracy Act of 1992; and 
withdrawal of MFN status from the 
Federal Republic of Yugoslavia : hear- 
ing before the Subcommittee on Trade 
of the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
on H.R. 5323 ... H.R. 5258 ... August 
10, 1992., 93-12801 


Fiscal years 1994 and 1995 budget au- 
thorizations and oversight for the U.S. 
Customs Service, the U.S. International 
Trade Commission, and the U.S. Trade 
Representative : hearing before the 
Subcommittee on Trade of the Com- 
mittee on Ways and Means, House of 
Representatives, One Hundred Third 
Congress, first session, April 21, 1993., 
93-27328 


North American Free Trade Agreement : 
hearings before the Committee on 
Ways and Means and its Subcommittee 
on Trade, U.S. House of Representa- 
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U.S. Congress. House. Committee on Ways and 


tives, One Hundred Second Congress, 
second session, September 9, 15, 17, 
and 22, 1992., 93-20139 


President’s request for extension of “fast 
track” procedures for Uruguay Round 
implementation and possible adminis- 
tration requests for extensions of expir- 
ing trade programs : hearing before the 
Subcommittee on Trade of the Com- 
mittee on Ways and Means, House of 
Representatives, One Hundred Third 
Congress, first session, April 27, 1993., 
93-27331 


Quarterly report on the status of the steel 
industry [[microform]] : report to the 
Committee on Ways and Means on In- 
vestigation no. 332-226 under section 
332 of the Tariff Act of 1930., 93-834 


Supplemental agreements to the North 
American Free Trade Agreement 
hearing before the Subcommittee on 
Trade of the Committee on Ways and 
Means, House of Representatives, One 
Hundred Third Congress, first session, 
March 11, 1993., 93-27329 


Trade adjustment assistance program for 
firms : hearing before the Subcommit- 
tee on Trade of the Committee on 
Ways and Means, House of Represent- 
atives, One Hundred Third Congress, 
first session, May 27, 1993., 93-30043 


Trade agency budget authorizations; and 
use of unobligated moneys in the cus- 
toms forfeiture fund : hearing before 
the Subcommittee on Trade of the 
Committee on Ways and Means, House 
of Representatives, One Hundred 
Second Congress, second session, on 
H.R. 3562 ... April 30, 1992., 93-10461 


Trade Expansion Act of 1992 : hearings 
before the Subcommittee on Trade of 
the Committee on Ways and Means, 
House of Representatives, One Hun- 
dred Second Congress, second session, 
on H.R. 5100, to strengthen the inter- 
national trade position of the United 
States, May 14 and 19, 1992., 93- 
10464 


U.S. international trade performance and 
outlook : competitive position in the 
automotive, aerospace, and chemical 
and pharmaceutical sectors : hearings 
before the Subcommittee on Trade of 
the Committee on Ways and Means, 
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United States Senate, One Hundred 
Second Congress, first session, July 24, 
1991., 93-17508 


Spectrum reallocation of the 2 GHz band 
: hearing before the Subcommittee on 
Communications of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, One Hun- 
dred Second Congress, second session, 
June 3, 1992., 93-10366 


Telecc ications and education 
hearing before the Subcommittee on 
Communications of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, One Hun- 
dred Second Congress, second session, 
July 23, 1992., 93-22626 
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for U.S. maritime reform : hearing 
before the Subcommittee on Merchant 
Marine of the Committee on Com- 


Transportation. Subcommittee on Surface 
Transportation. 
High-speed ground transportation over- 





merce, Science, and Transportation, 
United States Senate, One Hundred 
Second Congress, second session, June 
17, 1992., 93-12671 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. Subcommittee on Science, 
Technology, and Space. 

NASA’s fiscal year 1993 budget : hearing 
before the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, One 
Hundred Second Congress, second ses- 
sion, March 17, 1992., 93-3485 


NASA’s fiscal year 1994 budget : hearing 
before the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, One 
Hundred Third Congress, first session, 
April 20, 1993., 93-27226 


New technologies for a sustainable world 
: hearing before the Subcommittee on 
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sight : hearing before the Subcommit- 
tee on Surface Transportation of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
One Hundred Second Congress, second 
session, August 6, 1992., 93-19925 


Oversight of the intercity bus industry : 


hearing before the Subcommittee on 
Surface Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, One 
Hundred Third Congress, first session, 
March 11, 1993., 93-22630 


Railroad/highway grade-crossing safety 


and S. 2644, the Increased Railroad 
Locomotive Visibility Act : hearing 
before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, One Hun- 
dred Second Congress, second session, 
July 30, 1992., 93-15181 


S. 839, the High-Speed Rail Development 
Act of 1993, and current initiatives in 
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high-speed ground transportation 
hearing before the Subcommittee on 
Surface Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, One 
Hundred Third Congress, first session, 
May 20, 1993., 93-29917 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. Subcommittee on the 
Consumer. 

Alcohol Beverage Advertising Act, S. 
664 : hearing before the Subcommittee 
on Consumer of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, One Hun- 
dred Second Congress, second session, 
April 2, 1992., 93-15176 


Auto repair fraud : hearing before the 
Subcommittee on Consumer of the 
Committee on Commerce, Science, and 
Transportation, United states Senate, 
One Hundred Second Congress, second 
session, July 21, 1992., 93-17511, 93- 
19927 


Consumer problems with credit reporting 
bureaus : hearings before the Subcom- 
mittee on Consumer of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, One Hun- 
dred Second Congress, second session, 
January 9 and 10, 1992., 93-15175 


FTC reauthorization : hearing before the 
Subcommittee on Consumer of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
One Hundred Second Congress, second 
session, July 28, 1992., 93-15182 


Product liability : hearings before the 
Subcommittee on Consumer of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
One Hundred Second Congress, first 
session, September 12 and 19, 1991., 
93-8248 


S. 1690, legislation reauthorizing the U.S. 
Fire Administration, and S. 1698, the 
National Falien Fire-Fighter Founda- 
tion Act : hearing before the Subcom- 
mittee on the Consumer of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
One Hundred Second Congress, second 
session, May 7, 1992., 93-12667 


Telemarketing fraud and S. 568, the Tele- 
marketing and Consumer Fraud and 
Abuse Protection Act : hearing before 
the Subcommittee on Consumer of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
One Hundred Third Congress, first ses- 
sion, March 18, 1993., 93-22632 

Tobacco Product Education and Health 
Protection Act of 1991, S. 1088 : hear- 
ing before the Subcommittee on Con- 
sumer of the Committee on Commerce, 
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Science, and Transportation, United 
States Senate, One Hundred Second 
Congress, first session, November 14, 
1991., 93-15174 


United States. Congress. Senate. Committee 
on Energy and Natural Resources. 
Alaska Land Status Technical Correc- 
tions Act of 1992 : report (to accompa- 
ny S. 1625)., 93-3160 


Amending the Stock Raising Homestead 
Act : report (to accompany S. 336)., 
93-17362 


Arkansas Beach : report (to accompany 
S.J. Res. 78)., 93-29717 


Arkansas-Idaho Land Exchange Act of 
1992 : report (to accompany S. 2572)., 
93-3182 


Authorizing and directing the Secretary 
of the Interior to convey certain lands 
in Cameron Parish, Louisiana : report 
(to accompany S. 433)., 93-17359 


Authorizing the adjustment of the bound- 
aries of the South Dakota portion of 
the Sioux Ranger District of Custer 
National Forest : report (to accompany 
S. 164)., 93-22439 


Authorizing the construction of a memo- 
rial on federal land in the District of 
Columbia to honor members of the 
Armed Forces who served in World 
War II : report (to accompany S. 214)., 
93-17354 


Authorizing the transfer of certain facili- 
ties and lands in the Wenatchee Na- 
tional Forest, Washington : report (to 
accompany S. 1990)., 93-6044 


Beverage container recycling : hearing 
before the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred Second Con- 
gress, second session, on the energy 
conservation implications of beverage 
container recycling as outlined in S. 
2335, September 17, 1992., 93-15197 


Big Thicket National Preserve Addition 
Act : report (to accompany H.R. 
1592)., 93-8108 


Big Thicket National Preserve Addition 
Act of 1993 : report (to accompany S. 
80)., 93-22438 


Bruce Babbitt nomination : hearings 
before the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred Third Congress, 
first session, on the proposed nomina- 
tion of Bruce Babbitt to be Secretary 
of the Interior, January 19 and 21, 
1993., 93-15201 


Bureau of Land Management authoriza- 
tion : report (to accompany H.R. 
1096)., 93-6057 

Carl Garner Federal Lands Cleanup Day 
: report (to accompany S. 851)., 93- 
27078 
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Casas Grandes Culture Study Act 
report (to accompany S. 2045)., 93- 
6062 


Cave Creek Canyon Protection Act : 
report (to accompany H.R. 2790)., 93- 
3153 


Cave Creek Canyon Protection Act of 
1993 : report (to accompany H.R. 
843)., 93-27082 


Chacoan Outliers Protection Act of 1993 
: report (to accompany S. 310)., 93- 
27077 


Colonial New Mexico Commemorative 
Act : report (to accompany S. 2544)., 
93-6064 


Colonial New Mexico Commemorative 
Act : report (to accompany S. 294)., 
93-27076 


Colorado Wilderness Act of 1993 : report 
(to accompany H.R. 631)., 93-29728 


Dayton Aviation Heritage Preservation 
Act : report together with additional 
and minority views (to accompany 
H.R. 2321)., 93-8102 


Department of Energy National Competi- 
tiveness Technology Partnership Act 
of 1993 : hearings before the Commit- 
tee on Energy and Natural Resources, 
United States Senate, One Hundred 
Third Congress, first session, on S. 473 
.. March 18, 23, and 24, 1993., 93- 
22640 


Department of Energy National Competi- 
tiveness Technology Partnership Act 
of 1993 : report (to accompany S. 
473)., 93-24737 


Department of Energy’s environmental 
restoration and water management pro- 
gram : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, One Hundred 
Second Congress, second session ... 
May 21, 1992., 93-10373 


Designation of the American Discovery 
Trail as a study trail : report together 
with additional views (to accompany S. 
3011)., 93-8103 


Directing the Secretary of Agriculture to 
convey certain lands to the town of 
Taos, New Mexico : report (to accom- 
pany S. 275)., 93-17356 


Durham, Taylor, and White nominations 
: hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred Third 
Congress, first session, on the nomina- 
tions of Archer L. Durham to be As- 
sistant Secretary for Human Resources 
and Administration; William J. Taylor 
III to be Assistant Secretary for Con- 
gressional, Intergovernmental, and 
International Affairs; and William H. 
White to be Deputy Secretary of 
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Energy, Department of Energy, June 
8, 1993., 93-29929 


El Camino Real de Tierra Adentro Study 
Act of 1993 : report (to accompany S. 
836)., 93-29715 


El Camino Real Para Los Texas Study 
Act of 1993 : report (to accompany S. 
983)., 93-29716 


Elwha River Ecosystem and Fisheries 
Restoration Act : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, One 
Hundred Second Congress, second ses- 
sion, on S. 2527, to restore Olympic 
National Park and the Elwha River 
ecosystem and fisheries in the state of 
Washington, June 4, 1992., 93-3498 


Elwha River Ecosystem and Fisheries 
Restoration Act : report together with 
additional views (to accompany S. 
2527)., 93-6051 


Energy needs of the People’s Republic of 
China : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, One Hundred 
Third Congress, first session ... March 
11, 1993., 93-19943 


Energy tax options : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, One 
Hundred Third Congress, first session 
... February 24, 1993., 93-22638 


Expanding the boundaries of the Freder- 

~ icksburg and Spotsylvania County Bat- 
tlefields Memorial National Military 
Park, Virginia : report (to accompany 
S. 225)., 93-3148 

Frampton and Beard nominations : hear- 
ing before the Committee on Energy 
and Natural Resources, United States 
Senate, One Hundred Third Congress, 
first session, on the nominations of 
George T. Frampton, Jr., to be Assist- 
ant Secretary for Fish and Wildlife and 
Parks, and Daniel P. Beard to be Com- 
missioner, Bureau of Reclamation, De- 
partment of the Interior, May 13, 
1993., 93-27240 


Gallatin Range Consolidation and Protec- 
tion Act of 1993 : report (to accompa- 
ny H.R. 873)., 93-29727 


Gerald R. Robinson Relief Act : report 
(to accompany S. 3051)., 93-3151 


Global climate change : hearings before 
the Committee on Energy and Natural 
Resources, United States Senate, One 
Hundred Second Congress, second ses- 
sion, on the science and energy policy 
implications of global climate change 
and international agreements regarding 
greenhouse gas emissions, May 6 and 
12, 1992., 93-8253 


Great Egg Harbor River, New Jersey : 
report (to accompany S. 3217)., 93- 
6059 
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Grumbly, Tierney, and Leshy nomina- 
tions : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, One Hundred 
Third Congress, first session, on the 
nominations of Thomas P. Grumbly ... 
Susan F. Tierney ... Department of 
Energy; and John D. Leshy, to be so- 
licitor, Department of the Interior, 
May 4, 1993., 93-24877 


Guam Excess Lands Act : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, One 
Hundred Second Congress, second ses- 
sion, on S. 2529, to provide for the 
transfer of certain lands to the govern- 
ment of Guam, and for other purposes, 
July 2, 1992., 93-6382 


Hardrock Mining Reform Act of 1993 : 
report together with additional views 
(to accompany S. 775)., 93-22446 


Hazel R. O’Leary nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred Third Congress, 
first session, on the nomination of 
Hazel R. O’Leary, to be Secretary, De- 
partment of Energy, January 19, 1993., 
93-17538 


Historic Sites Selection Reform Act : 
report (to accompany H.R. 4276)., 93- 
6058 


History, jurisdiction, and a summary of 
activities of the Committee on Energy 
and Natural Resources during the ... /, 
93-15009 


Idaho Land Exchange Act : report (to 
accompany S. 1893)., 93-3200 


Idaho Land Exchange Act of 1993 : 
report (to accompany S. 252)., 93- 
17355 


Importance and status of the Supercon- 
ducting Super Collider : joint hearing 
before the Committee on Energy and 
Natural Resources and the Subcommit- 
tee on Energy and Water Development 
of the Committee on Appropriations, 
United States Senate, One Hundred 
Second Congress, second session ... 
June 30, 1992., 93-15198 


Improving the management of Glacier 
Bay National Park : report together 
with minority views (to accompany S. 
1624)., 93-8093 


Indiana Dunes National Lakeshore 
Access and Enhancement Act : report 
(to accompany H.R. 1216)., 93-3152 


International Fusion Energy Act of 1993 
: hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred Third 
Congress, first session, on S. 646, to 
establish within the Department of 
Energy an international fusion energy 
program, and for other purposes, May 
6, 1993., 93-27242 
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International Fusion Energy Act of 1993 
: report together with additional views 
(to accompany S. 646)., 93-24736 


Issues affecting the refining sector of the 
petroleum industry : hearings before 
the Committee on Energy and Natural 
Resources, United States Senate, One 
Hundred Second Congress, second ses- 
sion ... Washington, DC, May 19, 1992, 
Cheyenne, WY, May 28, 1992., 93- 
10377 


Jemez National Recreation Area : report 
(to accompany H.R. 2502)., 93-8104 


Keweenaw National Historical Park Es- 
tablishment Act : report together with 
additional and minority views (to ac- 
company S. 1664)., 93-6065 


Koniag lands conveyance amendments : 
report (to accompany H.R. 3638)., 93- 
8105 


Langdon and Liedtke nominations : hear- 
ing before the Committee on Energy 
and Natural Resources, United States 
Senate, One Hundred Second Con- 
gress, second session, on the nomina- 
tions of Jerry J. Langdon and William 
Clarence Liedtke III, to be commis- 
sioners of the Federal Energy Regula- 
tory Commission, June 17, 1992., 93- 
3495 


Legislative calendar /, 93-29932 


Little River Canyon National Preserve 
Act : report (to accompany H.R. 
3665)., 93-6060 

Los Padres Condor Range and River 
Protection Act : report together with 
additional views (to accompany H.R. 
2556)., 93-3129 


Lower Mississippi Delta Initiatives Act 
of 1993 : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, One Hundred 
Third Congress, first session, on S. 991 
... May 27, 1993., 93-27245 


Marsh-Billings National Historical Park 
Establishment Act : report (to accom- 
pany S. 2079)., 93-3128 


Minute Man National Historical Park 
amendments : report (to accompany 
H.R. 2896)., 93-3147 

Modifying the boundary Hot Springs Na- 
tional Park : report (to accompany 
H.R. 1347)., 93-27079 


Na Hoa Pili Kaloko-Honokohau Re-Es- 
tablishment Act of 1993 : report (to 
accompany S. 742)., 93-29714 

North Charleston, South Carolina land 
exchange : report (to accompany S. 
273)., 93-27075 

Outer Continental Shelf Deep Water Pro- 
duction Incentives Act : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, One 
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Hundred Second Congress, second ses- 
sion, on S. 3127, to provide for the 
security of the nation through encour- 
aging the production of domestic oil 
and gas resources in deep water on the 
outer continental shelf, and for other 
purposes, August 11, 1992., 93-19941 


Pacific Yew Act : report (to accompany 
S. 2851)., 93-3141 


Petroleum Marketing Practices Act 
Amendments of 1993 : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, One 
Hundred Third Congress, first session, 
on S. 338 ... February 25, 1993., 93- 
19942 


Pomrehn and Easton nominations : hear- 
ing before the Committee on Energy 
and Natural Resources, United States 
Senate, One Hundred Second Con- 
gress, second session, on the nomina- 
tions of Hugo P. Pomrehn to be Under 
Secretary of Energy and John J. 
Easton, Jr., to be Assistant Secretary of 
Energy for Domestic and International 
Energy Policy, Department of Energy, 
July 28, 1992., 93-6383 


Providing for a land exchange between 
the Secretary of Agriculture and Eagle 
and Pitkin counties in Colorado 
report (to accompany S. 341)., 93- 
27064 


Providing for the protection of Yellow- 
stone National Park : report together 
with additional views (to accompany 
H.R. 3359)., 93-3175 


Publications list /, 93-1193, 93-3499, 
93-19945, 93-22642 


Ranger Fair Housing Act of 1992 : report 
(to accompany S. 1704)., 93-3149 


Regulation of registered electric utility 
holdling companies : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, One 
Hundred Second Congress, second ses- 
sion, on S. 2607 ... May 14, 1992., 93- 
3497 


Rehabilitation of historic structures 
within the Sandy Hook Unit of Gate- 
way National Recreation Area, New 
Jersey : report (to accompany S. 328)., 
93-19680 

Removing a restriction from a parcel of 
land owned by the city of North 
Charleston, SC to permit a land ex- 
change : report (to accompany S. 
1925)., 93-8106 

Resolving the status of certain lands re- 
linquished to the United States under 
the Act of June 4, 1897 : report togeth- 
er with additional views (to accompany 
HLR. 1514)., 93-3146, 93-29700 


Revising the boundaries of the George 
Washington Birthplace National Monu- 
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ment : report (to accompany H.R. 
2444)., 93-6061 


Revising the boundaries of the George 
Washington Birthplace National Monu- 
ment : report (to accompany S. 326)., 
93-17357 


Rio Grande Designation Act : report (to 
accompany S. 2021)., 93-8107 


Rio Grande Designation Act of 1993 : 
report (to accompany S. 375)., 93- 
22440 

Robert R. Nordhaus nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred Third Congress, 
first session, on the nomination of 
Robert R. Nordhaus, to be General 
Counsel, Department of Energy, July 
20, 1993., 93-29931 


Rules, membership, and jurisdiction of 
the Committee on Energy and Natural 
Resources, United States Senate., 93- 
24878 


Safety of Soviet-designed nuclear power- 
plants : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, One Hundred 
Second Congress, second session ... 
June 16, 1992., 93-12682 


Sandy Hook Unit of Gateway National 
Recreation Area, NJ : report (to ac- 
company S. 2563)., 93-3150 


Santa, Massey, Hoecker, and Bailey 
nominations : hearing before the Com- 
mittee on Energy and Natural Re- 
sources, United States Senate, One 
Hundred Third Congress, first session, 
on the nominations of Donald F. Santa, 
Jr., William L. Massey, James J. 
Hoecker, and Vicky A. Bailey to be 
commissioners, Federal Energy Regu- 
latory Commission, May 11, 1993., 
93-27243 


Science concerning global climate change 
: hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred Third 
Congress, first session ... March 30, 
1993., 93-22639 


Ski area permits on National Forest 
System lands : report (to accompany S. 
2606)., 93-6019 

Snake River Birds of Prey National Con- 
servation Area : report (to accompany 
H.R. 236)., 93-27089 


Snake River Birds of Prey National Con- 
servation Area, Idaho : report (to ac- 
company H.R. 2141)., 93-8109 


Spring Mountains National Recreation 
Area Act : report (to accompany H.R. 
63)., 93-27065 

State of the oil and gas industry : hearing 
before the Committee on Energy and 
Natural Resources, United States 
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Senate, One Hundred Third Congress, 
first session ... Houston, TX, March 5, 
1993., 93-19944 


State regulation of natural gas production 
: hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred Second 
Congress, second session, on the issues 
concerning state regulation of natura! 
gas production, June 18, 1992., 93- 
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To convey certain lands in Cameron 
Parish, Louisiana : report (to accompa- 
ny S. 3100)., 93-6063 

To provide for additional development at 
War in the Pacific National Historical 
Park : report (to accompany H.R. 
1944)., 93-27080 


Turner, Rieke, Cohen, Baca, and Arm- 
strong nominations : hearings before 
the Committee on Energy and Natural 
Resources, United States Senate, One 
Hundred Third Congress, first session, 
on the nominations of Leslie Turner to 
be Assistant Secretary, Territorial and 
International Affairs; Elizabeth Ann 
Rieke ... Bonnie Cohen ... Jim Baca ... 
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retary, Land and Minerals Manage- 
ment, Department of the Interior, April 
27 and 28, 1993., 93-24875 


Utah Federal Lands Exchange Act : 
report (to accompany S. 2577)., 93- 
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Utah Schools and Lands Improvement 
Act of 1993 : report (to accompany S. 
184)., 93-24732 


War in the Pacific National Historical 
Park, Guam, and the American Memo- 
rial Park, Saipan : report (to accompa- 
ny S. 2321)., 93-3138 
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sion Act : report (to accompany S. 
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Amending the Mineral Leasing Act gov- 
erning federal coal lease royalty rates : 
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Energy and Natural Resources, United 
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Congress, second session, on S. 907 ... 
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Authorizing financial assistance for the 
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before the Subcommittee on Mineral 
Resources Development and Produc- 
tion of the Committee on Energy and 
Natural Resources, United States 
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Mineral Exploration and Development 
Act of 1993 : hearing before the Sub- 
committee on Mineral Resources De- 
velopment and Production of the Com- 
mittee on Energy and Natural Re- 
sources, United States Senate, One 
Hundred Third Congress, first session, 
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applicable to locatable minerals on 
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the principles of self-initiation of 
mining claims, and for other purposes, 
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before the Subcommittee on Public 
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Resources, United States Senate, One 
Hundred Second Congress, second ses- 
sion, on S. 2505, S. 2723, H.R. 4999, S. 
3100, H.R. 4276, August 11, 1992., 
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Management of Glacier Bay National 
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on Energy and Natural Resources, 
United States Senate, One Hundred 
Second Congress, second session, on S. 
1624 ... S. 2321 ... May 14, 1992., 93- 
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Miscellaneous Idaho public lands bills : 
hearings before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred Second Con- 
gress, second session, on S. 1893 ... S. 
2101 ... S. 2572 ... H.R. 2141 ... May 
21, 1992, Washington, DC; July 14, 
1992, Lewiston, ID., 93-6384 
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Service and BLM legisiation : hearing 
before the Subcommittee on Public 
Lands, National Parks, and Forests of 
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Resources, United States Senate, One 
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sion, on S. 1439, S. 1663, S. 1664, S. 
2079, H.R. 2790, March 26, 1992., 93- 
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Miscellaneous national park measures : 
hearing before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred Second Con- 
gress, second session, on S. 225, S. 
1925, S. 2563, S. 2006, H.R. 2181, H.R. 
2444, H.R. 3519, June 23, 1992., 93- 
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New Jersey wild and scenic rivers and 
other miscellaneous national park legis- 
lation : hearing before the Subcommit- 
tee on Public Lands, National Parks, 
and Forests of the Committee on 
Energy and Natural Resources, United 
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for Families and the Uninsured of the 
Committee on Finance, United States 
Senate, One Hundred Second Con- 
gress, second session, December 14, 
1992., 93-22655 


Health care in America : a system in 
crisis : hearing before the Subcommit- 
tee on Health for Families and the Un- 
insured of the Committee on Finance, 
United States Senate, One Hundred 
Second Congress, second session, on S. 
1227, Muskegon, MI, October 22, 
1992., 93-22654 


Impact of Medicaid on child immuniza- 
tion : hearing before the Subcommittee 
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USTR and ITC budget authorization for 
fiscal years 1993 and 1994 : hearing 
before the Subcomittee on Internation- 
al Trade of the Committee on Finance, 
United States Senate, One Hundred 
Second Congress, second session, April 
6, 1992., 93-6392 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on Medicare 
and Long-Term Care. 

Challenge of providing long-term health 
care : hearing before the Subcommittee 
on Medicare and Long-Term Care of 
the Committee on Finance, United 
States Senate, One Hundred Second 
Congress, second session, May 13, 
1992., 93-15212 


Long-term care insurance standards 
hearing before the Subcommittee on 
Medicare and Long-Term Care of the 
Committee on Finance, United States 
Senate, One Hundred Second Con- 
gress, second session, on S. 846, S. 
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: hearing before the Subcommittee on 
Social Security and Family Policy of 
the Committee on Finance, United 
States Senate, One Hundred Second 
Congress, second session, August 4, 
1992., 93-19957 


Changes in state welfare reform programs 


: hearing before the Subcommittee on 
Social Security and Family Policy of 
the Committee on Finance, United 
States Senate, One Hundred Second 
Congress, second session, February 3, 
1992., 93-3505 


Funding for the JOBS program : hearing 


before the Subcommittee on Social Se- 
curity and Family Policy of the Com- 
mittee on Finance, United States 
Senate, One Hundred Second Con- 
gress, second session, on S. 2303, 
March 30, 1992., 93-3507 


Impact of bullet-related violence on 
family and federal entitlements : hear- 
ing before the Subcommittee on Social 
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Security and Family Policy of the 
Committee on Finance, United States 
Senate, One Hundred Second Con- 
gress, second session, on S. 3373, Octo- 
ber 23, 1992., 93-19959 


Implication of Supreme Court decision in 
Suter v. Artist M. : hearing before the 
Subcommittee on Social Security and 
Family Policy of the Committee on Fi- 
nance, One Hundred Second Congress, 
second session, September 17, 1992., 
93-15216 


Projected depletion of the Social Security 
Disability Insurance Trust Fund : hear- 
ing before the Subcommittee on Social 
Security and Family Policy of the 
Committee on Finance, United States 
Senate, One Hundred Second Con- 
gress, second session, April 27, 1992., 
93-17547 


United States. Congress. Senate. Committee 

on Finance. Subcommittee on Taxation. 

Executive compensation : hearing before 
the Subcommittee on Taxation of the 
Committee on Finance, United States 
Senate, One Hundred Second Con- 
gress, second session, on S. 1198, H.R. 
4727, and H.R. 5260, June 4, 1992., 
93-15214 


United States. Congress. Senate. Committee 

on Foreign Relations. 

Amendment to the Montreal protocol on 
substances that deplete the ozone layer 
: message from the President of the 
United States transmitting the amend- 
ment to the Montreal protocol on sub- 
stances that deplete the ozone layer, 
adopted at Copenhagen, November 23- 
25, 1992, by the fourth meeting of the 
parties to the Montreal protocol., 93- 
29694 


Arming the United Nations Security 
Council—the Collective Security Par- 
ticipation Resolution, S.J. Res. 325 : 
hearing before Committee on Foreign 
Relations, United States Senate, One 
Hundred Second Congress, second ses- 
sion, September 24, 1992., 93-12706 


Basel Convention on the Control of 
Transboundary Movements of Hazard- 
ous Wastes and Their Disposal : report 
(to accompany Treaty doc. 102-5)., 
93-3210 


The battle looms : Islam and politics in 
the Middle East : a report to the Com- 
mittee on Foreign Relations, United 
States Senate., 93-17581 


The BCCI affair : a report to the Com- 
mittee on Foreign Relations, United 
States Senate /, 93-15230 


Bilateral investment treaties with the 
Czech and Slovak Federal Republic, 
the Peoples’ Republic of the Congo, 
the Russian Federation, Sri Lanka, and 
Tunisia, and two protocols to treaties 
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with Finland and Ireland : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, One Hun- 
dred Second Congress, second session, 
August 4, 1992., 93-8267 


Central Asia in transition : a report to the 
Committee on Foreign Relations, 
United States Senate /, 93-12709 


Chemical weapons ban negotiation issues 
: hearing before the Committee on For- 
eign Relations, United States Senate, 
One Hundred Second Congress, second 
session, May 1, 1992., 93-6407 


Consular conventions, extradition treaties, 
and treaties relating to Mutual Legal 
Assistance in Criminal Matters 
(MLATS) : hearing before the Com- 
mittee on Foreign Relations, United 
States Senate, One Hundred Second 
Congress, second session, April 8, 
1992., 93-3523 


Convention for the Conservation of 
Anadromous Stocks in the North Pa- 
cific Ocean : report (to accompany 
Treaty doc. 102-30)., 93-3222 


Convention for the Conservation of 
Anadromous Stocks in the North Pa- 
cific Ocean (Treaty doc. 102-30) : hear- 
ing before the Committee on Foreign 
Relations, United States Senate, One 
Hundred Second Congress, second ses- 
sion, June 17, 1992., 93-8263 


Convention on the Limitation Period in 
the International Sale of Goods, with 
protocol : message from the President 
of the United States transmitting the 
multilateral United Nations Convention 
on the Limitation Period in the Inter- 
national Sale of Goods, done at New 
York on June 14, 1974, together with 
the 1980 protocol amending that con- 
vention, done at Vienna on April 11, 
1980., 93-29695 


Convention on the Marking of Plastic 
Explosives for the Purpose of Detec- 
tion : message from the President of 
the United States transmitting the Con- 
vention on the Marking of Plastic Ex- 
plosives for the Purpose of Detection, 
with technical annex, done at Montreal 
on March 1, 1991., 93-27060 


Country reports on economic policy and 
trade practices : report submitted to 
the Committee on Foreign Affairs, 
Committee on Ways and Means of the 
U.S. House of Representatives, Com- 
mittee on Foreign Relations, Commit- 
tee on Finance of the U.S. Senate by 
the Department of State, in accordance 
with Section 2202 of the Omnibus 
Trade Competitiveness Act of 1988., 
93-19976 


Country reports on human rights prac- 
tices : report submitted to the Commit- 
tee on Foreign Relations, U.S. Senate 
and Committee on Foreign Affairs, 
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U.S. House of Representatives by the 
Department of State in accordance 
with sections 116(d) and 502B(b) of the 
Foreign Assistance Act of 1961, as 
amended., 93-19991 


The Ethnic cleansing of Bosnia-Hercego- 
vina : a staff report to the Committee 
on Foreign Relations, United States 
Senate., 93-6411 


Executive sessions of the Senate Foreign 
Relations Committee., 93-19992 


Foreign policy overview, budget requests 
for fiscal year 1994 : hearing before the 
Committee on Foreign Relations, 
United States Senate, One Hundred 
Third Congress, first session, April 20, 
1993., 93-24888 


Foreign Relations Authorization Act, 
fiscal years 1994 and 1995 : report to- 
gether with minority and additional 
views (to accompany S. 1281)., 93- 
27088 


Headquarters agreement with the Organi- 
zation of American States : message 
from the President of the United States 
transmitting the headquarters agree- 
ment between the government of the 
United States of America and the Or- 
ganization of American States, signed 
at Washington on May 14, 1992., 93- 
6016 


International criminal court : report to- 
gether with additional and minority 
views (to accompany S.J. Res. 32)., 
93-27067 


International Telecc ications Regu- 
lations (Melbourne, 1988) : report (to 
accompany Treaty doc. 102-13)., 93- 
3212 


Interpreting the Pressler amendment : 
commercial military sales to Pakistan : 
hearing before the Committee on For- 
eign Relations, United States Senate, 
One Hundred Second Congress, second 
session, July 30, 1992., 93-15231 


Legislation authorizing assistance to the 
former Soviet Union, S. 2532 : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, One Hun- 
dred Second Congress, second session, 
April 9, 1992., 93-6408 


Legislation on foreign relations through 
/, 93-3526, 93-19996, 93-22668, 
93-27259 


Legislative calendar /, 93-15235 
Membership and jurisdiction of subcom- 
mittees /, 93-19994, 93-27258 


Mexico-United States Interparliamentary 
Conference report of the United 
States House of Representatives and 
Senate Delegations., 93-19983 


Nicaragua today : a Republican staff 
report to the Committee on Foreign 
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Relations, United States Senate., 93- 
3525 


Nomination of Madeleine K. Albright to 
be United States Ambassador to the 
United Nations : hearing before the 
Committee on Foreign Relations, 
United States Senate, One Hundred 
Third Congress, first session, January 
21, 1993., 93-22665 


Nomination of Parker W. Borg : report., 
93-6068 


Nomination of Warren M. Christopher to 
be Secretary of State : hearing before 
the Committee on Foreign Relations, 
United States Senate, One Hundred 
Third Congress, first session, January 
13 and 14, 1993., 93-22666 


Nuclear Testing Moratorium Act, S. 
2064, and other nuclear testing issues : 
hearing before the Committee on For- 
eign Relations, United States Senate, 
One Hundred Second Congress, second 
session, July 23, 1992., 93-12704 


The “October Surprise” allegations and 
the circumstances surrounding the re- 
lease of the American hostages held in 
Iran : report of the Special Counsel to 
Senator Terry Sanford and Senator 
James M. Jeffords of the Committee on 
Foreign Relations, United States 
Senate., 93-15234 


Partial Revision (1985), Radio Regula- 
tions relating to broadcasting-satellite 
service in region 2 : report (to accom- 
pany Treaty doc. 102-28)., 93-3214 

Partial Revision (1988), Radio Regula- 
tions relating to space radiocommuni- 


cations services : report (to accompany 
Treaty doc. 102-27)., 93-3213 


the President of the United States 
transmitting the protocol between the 
government of the United States of 
America and the government of the 
Republic of Finland to the Treaty of 
Friendship, Commerce, and Consular 
Rights of February 13, 1934, as modi- 
fied by the protocol of December 4, 
1952, signed at Washington on July 1, 
1991., 93-3123 


Protocol to the Treaty of Friendship, 
Commerce, and Consular Rights with 
the Republic of Finland : report (to 
accompany Treaty doc. 102-34)., 93- 
3220 


Protocol to the Treaty of Friendship, 


Commerce, and Navigation with Ire- 
land : message from the President of 
the United States transmitting the pro- 
tocol between the government of the 
United States of America and the gov- 
ernment of Ireland to the Treaty of 
Friendship, Commerce, and Navigation 
of January 21, 1950, signed at Wash- 
ington on June 24, 1992., 93-3124 


Protocol to the Treaty of Friendship, 


Commerce, and Navigation with Ire- 
land : report (to accompany Treaty 
doc. 102-35)., 93-3221 


The Radio Free China Act, S. 2985 : 


hearing before the Committee on For- 
eign Relations, United States Senate, 
One Hundred Second Congress, second 
session, September 15, 1992., 93-12707 


Reform of United Nations peacekeeping 


operations : a mandate for change : a 
staff report to the Committee on For- 
eign Relations of the United States 
Senate., 93-29957 


To stand against aggression 
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ance of double taxation and the preven- 
tion of fiscal evasion with respect to 
taxes on income, together with a relat- 
ed protocol, signed at Washington on 
September 18, 1992., 93-22436 


Tax convention with the Netherlands : 


message from the President of the 
United States transmitting the conven- 
tion between the United States of 
America and the Kingdom of the 
Netherlands for the avoidance of 
double taxation and the prevention of 
fiscal evasion with respect to taxes on 
income, signed at Washington on De- 
cember 18, 1992., 93-22435 

: Milosevic, 
the Bosnian republic, and the con- 
science of the West : a report to the 
Committee on Foreign Relations, 
United States Senate /, 93-22667 


Treaty between the U.S. and the Federal 


Republic of Nigeria on mutual legal as- 
sistance in criminal matters (Treaty 
doc. 102-26) : hearing before the Com- 
mittee on Foreign Relations, United 
States Senate, One Hundred Second 
Congress, second session, May 20, 
1992., 93-3524 


Treaty on Open Skies : hearing before 


the Committee on Foreign Relations, 
United States Senate, One Hundred 
Second Congress, second session, Sep- 
tember 22, 1992., 93-15232 


Treaty on Open Skies : message from the 


President of the United States transmit- 
ting the Treaty on Open Skies, with 
twelve annexes, signed at Helsinki on 
March 24, 1992., 93-3126 


Rules of the Committee on Foreign Rela- 
tions, United States Senate., 93-19995 
Saddam’s documents : a report to the 
Committee on Foreign Relations, 


Treaty on Open Skies : report (to accom- 
pany Treaty doc. 102-37)., 93-27097 


Treaty with Argentina concerning the re- 


Protocol amending the 1984 income tax 
convention with Barbados : message 
from the President of the United States 


transmitting the protocol amending the 
convention between the United States 
of America and Barbados for the 
avoidance of double taxation and the 
prevention of fiscal evasion with re- 
spect to taxes on income signed on De- 
cember 31, 1984, which protocol was 
signed at Washington on December 18, 
1991., 93-8089 


Protocol on environmental protection to 
the Antarctic Treaty : report (to ac- 
company Treaty doc. 102-22)., 93- 
3223 


Protocol on environmental protection to 
the Antarctic Treaty (Treaty doc. 102- 
22) : hearing before the Committee on 
Foreign Relations, United States 
Senate, One Hundred Second Con- 
gress, second session, May 4, 1992., 
93-3522 


Protocol to the Treaty of Friendship, 
Commerce, and Consular Rights with 
the Republic of Finland : message from 
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Tax convention with Mexico : 





United States Senate., 93-12708 


Seven communications treaties : hearing 


before the Committee on Foreign Rela- 
tions, United States Senate, One Hun- 
dred Second Congress, second session, 
May 12, 1992., 93-8264 


The START Treaty : hearings before the 


Committee on Foreign Relations, 
United States Senate, One Hundred 
Second Congress, second session., 93- 
6406 


The START Treaty : report of the Com- 


mittee on Foreign Relations, United 
States Senate together with additional 
views to accompany Treaty doc. 102- 
20 and Treaty doc. 102-32., 93-6069 
message 
from the President of the United States 
transmitting the convention between 
the government of the United States of 
America and the government of the 
United Mexican States for the avoid- 
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ciprocal encouragement and protection 
of investment : message from the Presi- 
dent of the United States transmitting 
the treaty between the United States of 
America and the Argentine Republic 
concerning the reciprocal encourage- 
ment and protection of investment, 
with protocol, signed at Washington on 
November 14, 1991; and an amendment 
to the protocol effected by exchange of 
notes at Buenos Aires on August 24 
and November 6, 1992., 93-19675 


Treaty with Bulgaria concerning the en- 


couragement and reciprocal protection 
of investment : message from the Presi- 
dent of the United States transmitting 
the treaty between the United States of 
America and the Republic of Bulgaria 
concerning the encouragement and re- 
ciprocal protection of investment, with 
protocol and related exchange of let- 
ters, signed at Washington on Septem- 
ber 23, 1992., 93-19676 
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Treaty with Romania concerning the re- 
ciprocal encouragement and protection 
of investment : message from the Presi- 
dent of the United States transmitting 
the treaty between the government of 
the United States of America and the 
government of Romania concerning 
the reciprocal encouragement and pro- 
tection of investment, with protocol 
and related exchange of letters, signed 
at Bucharest on May 28, 1992., 93- 
3125 


Treaty with Sri Lanka concerning the en- 
couragement and reciprocal protection 
of investment : report (to accompany 
Treaty doc. 102-25)., 93-3217 


Treaty with the Czech and Slovak Feder- 
al Republic concerning the reciprocal 
encouragement and protection of in- 
vestment report (to accompany 
Treaty doc. 102-31)., 93-3218 


Treaty with the People’s Republic of the 
Congo concerning the reciprocal en- 
couragement and protection of invest- 
ment : report (to accompany Treaty 
doc. 102-1)., 93-3215 


Treaty with the Russian Federation con- 
cerning the encouragement and recip- 
rocal protection of investment : mes- 
sage from the President of the United 
States transmitting the treaty between 
the United States of America and the 
Russian Federation concerning the en- 
couragement and reciprocal protection 
of investment, with protocol and relat- 
ed exchanges of letters, signed at 
Washington on June 17, 1992., 93- 
3122 


Treaty with the Russian Federation con- 
cerning the encouragement and recip- 
rocal protection of investment : report 
(to accompany Treaty doc. 102-33)., 
93-3219 


Treaty with the Russian Federation on 
further reduction and limitation of stra- 
tegic offensive arms (the START II 
treaty) : message from the President of 
the United States transmitting the 
treaty between the United States of 
America and the Russian Federation on 
further reduction and limitation of stra- 
tegic offensive arms (the START II 
treaty) signed at Moscow on January 3, 
1993, including the following docu- 
ments, which are integral parts thereof: 
the elimination and conversion proto- 
col; the exhibitions and inspections pro- 
tocol; and the memorandum of attribu- 
tion., 93-17352 


Treaty with Tunisia concerning the recip- 
rocal encouragement and protection of 
investment report (to accompany 
Treaty doc. 102-6)., 93-3216 


U.N. Framework Convention on Climate 
Change (Treaty doc. 102-38) : hearing 
before the Committee on Foreign Rela- 





U.S. Congress. Senate. Committee on Foreign 


tions, United States Senate, One Hun- 
dred Second Congress, second session, 
September 18, 1992., 93-17579 


U.S. and Chinese policies toward occu- 
pied Tibet : hearing before the Com- 
mittee on Foreign Relations, United 
States Senate, One Hundred Second 
Congress, second session, July 28, 
1992., 93-17578 


U.S. Arms Control and Disarmament 
Agency ... annual report : message 
from the President of the United States 
transmitting the ... annual report of the 
U.S. Arms Control and Disarmament 
Agency, covering calendar year ... , 
pursuant to Section 50 of the Arms 
Control and Disarmament Act, as 
amended (75 stat. 639, 89 stat. 760)., 
93-17574 


U.S. plans and programs regarding dis- 
mantling of nuclear weapons in the 
former Soviet Union : hearing before 
the Committee on Foreign Relations, 
United States Senate, One Hundred 
Second Congress, second session, July 
27, 1992., 93-12705 


United Nations Framework Convention 
on Climate Change : message from the 
President of the United States transmit- 
ting the United Nations Framework 
Convention on Climate Change, adopt- 
ed May 9, 1992, by the resumed fifth 
session of the intergovernmental nego- 
tiating committee for a Framework 
Convention on Climate Change (con- 
vention”), and signed on behalf of the 
United States, at the United Nations 
Conference on Environment and De- 
velopment (UNCED) in Rio De Janei- 
ro on June 12, 1992., 93-6015 


United Nations Framework Convention 
on Climate Change : report (to accom- 
pany Treaty doc. 102-38)., 93-3224 


Visit of Senator Pressler to examine U.S. 
assistance policy issues in the former 
Soviet Union : a report to the Commit- 
tee on Foreign Relations, United States 
Senate., 93-i10396 


Visit to Somalia, Kenya, Pakistan, India, 
Singapore, and the Philippines : a 
report to the Committee on Foreign 
Relations, United States Senate /, 93- 
17580 


1983 Partial Revision of the Radio Regu- 
lations (Geneva, 1979) and a Final Pro- 
tocol : report (to accompany Treaty 
doc. 99-1)., 93-3211 


1990 protocol to the 1983 Marine Envi- 
ronment of the Wider Caribbean 
Region Convention : message from the 
President of the United States transmit- 
ting the protocol concerning specially 
protected areas and wildlife to the con- 
vention for the protection and develop- 
ment of the Marine Environment of the 
Wider Caribbean Region done at 
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Kingston on January 18, 1990, with ac- 
companying papers., 93-22434 


1992 protocol to the 1966 Conservation 
of Atlantic Tunas Convention : mes- 
sage from the President of the United 
States transmitting the protocol adopt- 
ed June 5, 1992, by the Conference of 
Plenipotentiaries of the Contracting 
Parties to the International Convention 
for the Conservation of Atlantic Tunas 
(ICCAT), signed by the United States 
on October 22, 1992, to amend para- 
graph 2 of Article X of ICCAT., 93- 
22433 


United States. Congress. Senate. Committee 
on Foreign Relations. Subcommittee on 
African Affairs. 

The Horn of Africa : changing realities 
and U.S. response : hearing before the 
Subcommittee on African Affairs of 
the Committee on Foreign Relations, 
United States Senate, One Hundred 
Second Congress, second session, 
March 19, 1992., 93-6409 


Recent developments in South Africa : 
hearing before the Subcommitee on Af- 
rican Affairs of the Committee on For- 
eign Relations, United States Senate, 
One Hundred Second Congress, second 
session, September 23, 1992., 93-17577 

U.N. peacekeeping in Africa : the West- 
ern Sahara and Somalia hearing 
before the Subcommittee on African 
Affairs of the Committee on Foreign 
Relations, United States Senate, One 
Hundred Second Congress, second ses- 
sion, October 1, 1992., 93-15233 

U.S. security issues in Africa : hearing 
before the Subcommittee on African 
Affairs of the Committee on Foreign 
Relations, United States Senate, One 
Hundred Second Congress, second ses- 
sion, May 7, 1992., 93-6410 


United States. Congress. Senate. Committee 
on Foreign Relations, Subcommittee on 
East Asian and Pacific Affairs. 

Hong Kong’s reversion to China and im- 
plications for U.S. policy : hearing 
before the Subcommittee on East Asian 
and Pacific Affairs of the Committee 
on Foreign Relations, United States 
Senate, One Hundred Second Con- 
gress, second session, April 2, 1992., 
93-8262 


United States. Congress. Senate. Committee 
on Foreign Relations. Subcommittee on 
European Affairs. 

American policy in Bosnia : hearing 
before the Subcommittee on European 
Affairs of the Committee on Foreign 
Relations, United States Senate, One 
Hundred Third Congress, first session, 
February 18, 1993., 93-19993 
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Yugoslavia : the question of intervention : 
hearing before the Subcommittee on 
European Affairs of the Committee on 
Foreign Relations, United States 
Senate, One Hundred Second Con- 
gress, second session, June 11, 1992., 
93-10394 


United States. Congress. Senate. Committee 
on Foreign Relations. Subcommittee on 
International Economic Po. icy, Trade, 
Oceans, and Environment. 

Review of international economic and se- 
curity cooperation : hearings before the 
Subcommittee on International Eco- 
nomic Policy, Trade, Oceans, and En- 
vironment Affairs of the Committee on 
Foreign Relations, Unitec States 
Senate, One Hundred Second Con- 
gress, second session, September 30 
and October 1, 1992., 93-22664 


United States. Congress. Senate. Committee 

on Foreign Relations. Subcommittee on 

Terrorism, Narcotics, and International 

Operations. 

The BCCI affair : hearings before the 
Subcommittee on Terrorism, Narcotics, 
and International Operations of the 
Committee on Foreign Relations, 
United States Senate, One Hundred 
Second Congress, first session ...., 93- 
3521, 93-6405 


United States. Congress. Senate. Committee 
on Foreign Relations. Subcommittee on 
Western Hemisphere and Peace Corps 
Affairs. 

The Cuban Democracy Act of 1992, S. 
2918 : hearing before the Subcommittee 
on Western Hemisphere and Peace 
Corps Affairs of the Committee on 
Foreign Relations, United States 
Senate, One Hundred Second Con- 
gress, second session, August 5, 1992., 
93-10395 


United States. Congress. Senate. Committee 


on Governmental Affairs. 

Activities of the Committee on Govern- 
mental Affairs : report of the Commit- 
tee on Governmental Affairs, United 
States Senate, and its subcommittees 
for the One Hundred Second Con- 
gress., 93-22441 


Adjustment again? : the accuracy of the 
Census Bureau’s population estimates 
and the impact on state funding alloca- 
tions : hearing before the Committee 
on Governmental Affairs, United States 
Senate, One Hundred Second Con- 
gress, second session, August 12, 1992., 
93-17600 


Assassination Materials Disclosure Act of 
1992 : report of the Committee on 
Governmental Affairs, United States 
Senate, to accompany S. 3006 ...., 93- 
3145 
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Authorizing appropriations for the Inter- 
agency Council on the Homeless, the 
Federal Emergency Management Food 
and Shelter Program, and for other 
purposes : report of the Committee on 
Governmental Affairs, United States 
Senate, to accompany S. 2624 ...., 93- 
3144 


Beyond the Earth Summit : developing 
an energy-efficient world : hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, One 
Hundred Second Congress, second ses- 
sion, May 21, 1992., 93-17599 


The breakdown of IRS tax enforcement 
regarding multinational corporations : 
revenue losses, excessive litigation, and 
unfair burdens for U.S. producers : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, One Hundred Third Congress, 
first session, March 25, 1993., 93- 
27274 


Cash Management Improvement Act 
Amendments of 1992 : report of the 
Committee on Governmental Affairs, 
United States Senate, to accompany S. 
2970 ...., 93-3204 


The CFO Act and the Army audit : per- 
sistent Pentagon financial management 
problems : hearing before Committee 
on Governmental Affairs, United States 
Senate, One Hundred Second Con- 
gress, second session, August 7, 1992., 
93-27272 


Civil Liberties Act Amendments of 1992 
: report of the Committee on Govern- 
mental Affairs, United States Senate to 
accompany S. 2553 ...., 93-6021 


Contracting problems at EPA : hearing 
before Committee on Governmental 
Affairs, United States Senate, One 
Hundred Second Congress, second ses- 
sion, March 2, 1992., 93-27270 


Contracting problems at the Resolution 
Trust Corporation (Operation Western 
Storm) : hearing before the Committee 
on Governmental Affairs, United States 
Senate, One Hundred Second Con- 
gress, second session, March 3, 1992., 
93-29967 


Conveyance of land to Columbia Hospi- 
tal for Women : report of the Commit- 
tee on Governmental Affairs, United 
States Senate, to accompany H.R. 490 
wry 93-29730 


Department of the Environment Act of 
1993 : report of the Committee on 
Governmental Affairs, United States 
Senate, together with additional and 
minority views to accompany S. 171, 
to establish the Department of the En- 
vironment, provide for a Bureau of En- 
vironmental Statistics and a Presiden- 
tial Commission on: Improving Envi- 
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ronmental Protection, and for other 
purposes., 93-19690 


Desert Storm, the budget, and other 
issues : the state of the U.S. govern- 
ment two years after the Bush transi- 
tion : hearing before the Committee on 
Governmental Affairs, United States 
Senate, One Hundred Second Con- 
gress, first session, January 23, 1991., 
93-6421 


Disposing of plutonium in Russia : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
One Hundred Third Congress, first ses- 
sion, March 9, 1993., 93-29970 


District of columbia Spouse Equity Act 
of 1988 : report of the Committee on 
Governmental Affairs, United States 
Senate to accompany S. 1880 together 
with additional views., 93-3178 


DOD contract management problems : 
hearing before Committee on Govern- 
mental Affairs, United States Senate, 
One Hundred Second Congress, second 
session, June 4, 1992., 93-17598 


The effectiveness of the management of 
asset forfeiture programs at the Justice 
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can Veterans’ Memorial : report (to ac- 
company S. 3157)., 93-6046 

Providing for the development, enhance- 
ment, and recognition of Indian tribal 
courts report (to accompany S. 
1752)., 93-3136 


Providing for the maintenance of dams 
located on Indian lands by the Bureau 
of Indian Affairs or through contracts 
with Indian tribes : report (to accompa- 
ny S. 442)., 93-27072 


Providing for the settlement of the water 
rights claims of the Northern Chey- 
enne Tribe : report (to accompany S. 
1607)., 93-3158 


Ratifying a compact between the Assini- 
boine and Sioux Indian Tribes of the 
Fort Peck Reservation and the state of 
Montana : report (to accompany S. 
1602)., 93-3179 


Reauthorization of the Native Hawaiian 
Health Care Improvement Act : hear- 
ing before the Select Committee on 
Indian Affairs, United States Senate, 
One Hundred Second Congress, second 
session ... April 14, 1992, Honolulu, 
HI., 93-6428 


Relating to native Hawaiian health care, 
and for other purposes : report (to ac- 
company S. 2681)., 93-3132 


Resolving the 107th meridian boundary 
dispute between the Crow Indian tribe, 
the Northern Cheyenne Indian tribe 
and the United States and various other 
issues pertaining to the Crow Indian 
Reservation : report (to accompany S. 
2833)., 93-3184 

Restoring and clarifying the federal rela- 
tionship with the Jena Band of Choc- 
taws of Louisiana : report (to accompa- 
ny S. 3095)., 93-3185 


Southern Arizona Water Rights Settle- 
ment Amendments of 1992 : joint hear- 
ing before the Select Committee on 
Indian Affairs, United States Senate, 
and the Committee on Interior and In- 
sular Affairs, House of Representatives, 
One Hundred Second Congress, second 
session, on S. 3125 ... and H.R. 5735 ... 
August 6, 1992, Washington, DC., 93- 
17611 


Subsistence, health care, and housing of 
Alaska natives : hearing before the 
Select Committee on Indian Affairs, 





U.S. Congress. Senate. Select Committee on 


United States Senate, One Hundred 
Second Congress, second session, on 
implementation of section 8, Alaska 
National Interest Lands Conservation 
Act; S. 2481, reauthorization of the 
Indian Health Care Improvement Act; 
and reauthorization of the Indian hous- 
ing program and housing needs of 
Alaska native communities, May 24, 
1992, Bethel, AK., 93-8277 


Tribal Courts Act of 1991 : hearing 
before the Select Committee on Indian 
Affairs, United States Senate, One 
Hundred Second Congress, second ses- 
sion, on proposed substitute bill to S. 
1752, the Indian Tribal Courts Act of 
1991, April 7, 1991, Washington, DC., 
93-6427 


Views of the Secretary of the Depart- 
ment of the Interior on matters of 
Indian affairs hearing before the 
Select Committee on Indian Affairs, 
United States Senate, One Hundred 
Third Congress, first session, to receive 
the views of Bruce Babbitt, Secretary 
of the Department of the Interior, on 
matters of Indian affairs, January 15, 
1993, Washington, DC., 93-27281 


The Yavapai-Prescott Indian Tribe Water 
Rights Settlement Act of 1992 : report 
(to accompany S. 2975)., 93-3208 


Yavapai Prescott Water Rights Settle- 
ment Act of 1992 : hearing before the 
Select Committee on Indian Affairs, 
United States Senate, One Hundred 
Second Congress, second session, on S. 
2975, to provide for the settlement of 
the water rights claims of the Yavapai- 
Prescott Indian Tribe in Yavapai 
County, Arizona, July 22, 1992, Wash- 
ington, DC., 93-15251 


United States. Congress. Senate. Select 

Committee on Intelligence. 

Authorizing appropriations for fiscal year 
1993 for intelligence activities of the 
U.S. government and the Cenitrai intei- 
ligence Agency Retirement and Dis- 
ability System; provide a framework 
for the improved management and exe- 
cution of U.S. intelligence activities; 
and for other purposes : report togeth- 
er with additional views (to accompany 
S. 2991)., 93-3142 


Authorizing appropriations for fiscal year 
1994 for intelligence activities of the 
U.S. government and the Central Intel- 
ligence Agency retirement and disabil- 
ity system and for other purposes : 
report together with additional and mi- 
nority views (to accompany S. 1301)., 
93-29721 


Capability of the United States to moni- 
tor compliance with the START 
Treaty : report., 93-8095 
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Central Intelligence Agency Voluntary 
Separation Incentive Act : report (to 
accompany S. 647)., 93-24730 


Committee activities of the Select Com- 
mittee on Intelligence, United States 
Senate., 93-17364 


Intelligence and security implications of 
the Treaty on Open Skies : report of 
the Select Committee on Intelligence, 
United States Senate., 93-22445 


The Intelligence community’s involve- 
ment in the Banca nazionale del lavoro 
(BNL) affair : report /, 93-15270 


Legislative calendar /, 93-20049 


Nomination of Robert M. Gates : hear- 
ings before the Select Committee on 
Intelligence of the United States 
Senate, One Hundred Second Con- 
gress, first session, on nomination of 
Robert M. Gates, to be Director of 
Central Intelligence., 93-12741, 93- 
15269 


Nomination of Vice Admiral William O. 
Studeman to be Deputy Director of 
Central Intelligence : hearings before 
the Select Committee on Intelligence 
of the United States Senate, One Hun- 
dred Second Congress, second session 

. Tuesday, March 10, Wednesday, 
April 1, 1992., 93-10417 


Radioactive and other environmental 
threats to the United States and the 
Arctic resulting from past Soviet ac- 
tivities : hearing before the Select 
Committee on Intelligence of the 
United States Senate, One Hundred 
Second Congress, second session ... 
Saturday, August 15, 1992., 93-24913 


Rules of procedure for the Select Com- 
mittee on Intelligence, United States 
Senate., 93-17619 


S. 2198 and S. 421 to reorganize the 
United States intelligence community : 
hearings before the Select Committee 
on Intelligence of the United States 
Senate, One Hundred Second Con- 
gress, second session ... to amend the 
National Security Act of 1947 
Thursday, February 20; Wednesday, 
March 4; Thursday, March 12; Thurs- 
day, March 19, 1992., 93-12742 


S. 2198 and S. 421 to reorganize the 
United States intelligence community : 
joint hearing before the Select Com- 
mittee on Intelligence of the United 
States Senate and Permanent Select 
Committee on Intelligence of the 
House of Representatives, One Hun- 
dred Second Congress, second session, 
Wednesday, April 1, 1992., 93-24912 

Special report : committee activities of 
the Select Committee on Intelligence, 
United States Senate, January 3, 1989 
to October 28, 1990., 93-17361 
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U.S. Congress. Senate. Select Committee on 


United States. Congress. Senate. Select 
Committee on POW/MIA Affairs. 
Analysis of live sightings : hearings 

before the Select Committee on POW/ 
MIA Affairs, United States Senate, 
One Hundred Second Congress, second 
session ... August 4 and 5, 1992., 93- 
20090 


Hearing on Americans missing or prison- 
er in Southeast Asia, the Department 
of Defense accounting process : hear- 
ings before the Select Committee on 
POW/MIA Affairs, United States 
Senate, One Hundred Second Con- 
gress, second session, on the U.S. gov- 
ernment’s efforts to learn the fate of 
America’s missing servicemen, June 24 
and 25, 1992., 93-17639 


Hearing on symbols : hearing before the 
Select Committee on POW/MIA Af- 
fairs, United States Senate, One Hun- 
dred Second Congress, second session, 
on symbols, October 15, 1992., 93- 
20091 


POW/MIA’s : report of the Select Com- 
mittee on POW/MIA Affairs, United 
States Senate., 93-19677 

Questions regarding American POW’s in 
the 1970’s : hearing before the Select 
Committee on POW/MIA Affairs, 
United States Senate, One Hundred 
Second Congress, first session ... Janu- 
ary 21 and 22, 1992., 93-6449 


U.S. government’s post-war POW/MIA 
efforts : hearings before the Select 
Committee on POW/MIA Affairs, 
United States Senate, One Hundred 
Second Congress, second session ... 
August 11 and 12, 1992., 93-30003 


United States. Congress. Senate. Special 

Committee on Aging. 

Compilation of the Older Americans Act 
of 1965 and the Native American Pro- 
grams Act of 1974 : as amended 
through December 31, 1992 /, 93- 
29883 


Consumer fraud and the elderly : easy 
prey? : hearing before the Special 
Committee on Aging, United States 
Senate, One Hundred Second Con- 
gress, second session, Washington, DC, 
September 24, 1992., 93-22580 

Consumers’ guide for planning ahead : 
the health care power of attorney and 
the living will, an information paper /, 
93-10329 


Developments in aging : a report of the 
Special Committee on Aging, United 
States Senate., 93-19691 

Earning a failing grade : a report card on 
1992 drug manufacturer price inflation 
: staff report to the Special Committee 
on Aging, United States Senate., 93- 
15129 
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The effects of escalating drug costs on 
the elderly : hearing before the Special 
Committee on Aging, United States 
Senate, One Hundred Second Con- 
gress, second session : morning session, 
Macon, GA, April 22, 1992; afternoon 
session, Atlanta, GA, April 22, 1992., 
93-8228 


Elderly left out in the cold? : the effects 
of housing and fuel assistance cuts on 
senior citizens : hearing before the Spe- 
cial Committee on Aging, United 
States Senate, One Hundred Second 
Congress, second session, Washington, 
DC, March 3, 1992., 93-8227 


The federal government’s investment in 


new drug research and development : 
are we getting our money’s worth? : 
hearing before the Special Committee 
on Aging, United States Senate, One 
Hundred Third Congress, first session, 
Washington, DC, February 24, 1992., 
93-22581 


Grandparents as parents : raising a 


second generation : hearing before the 
Special Committee on Aging, United 
States Senate, One Hundred Second 
Congress, second session, Washington, 
DC, July 29, 1992., 93-12624 


Health care reform : the time has come : 


hearing before the Special Committee 
on Aging, United States Senate, One 
Hundred Second Congress, second ses- 
sion : long-term care and prescription 
drug costs, Fort Smith, AR, February 
10, 1992; skyrocketing health care costs 
and the impact on individuals and busi- 
nesses, Jonesboro, AR, February 11, 
1992; answers to the health care dilem- 
ma, El Dorado, AR, February 12, 
1992., 93-15127 


Innovative approaches to guardianship : 


workshop before the Special Commit- 
tee on Aging, United States Senate, 
One Hundred Third Congress, first ses- 
sion, Washington, DC, April 16, 1993., 
93-29882 


Intergenerational mentoring : roundtable 


discussion before the Special Commit- 
tee on Aging, United States Senate, 
One Hundred Second Congress, second 
session, Washington, DC, November 
12, 1992.,  93-15128 


Lifelong learning for an aging society 


(annotated) : an information paper /, 
93-12625 


Medicare balance billing limits : has the 


promise been fulfilled? : hearing before 
the Special Committee on Aging, 
United States Senate, One Hundred 
Second Congress, second session, 
Washington, DC, April 7, 1992., 93- 
6337 

Prescription drug programs for older 


Americans : (includes a directory of 
pharmaceutical manufacturer indigent 
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patient programs) : a staff report of the 
Special Committee on Aging, United 
States Senate., 93-12626 


Prescription drug programs for older 
Americans (annotated) : (includes a di- 
rectory of pharmaceutical manufactur- 
er indigent patient programs) : a staff 
report of the Special Committee on 
Aging, United States Senate., 93- 
22582 


Publications list /, 93-19833 


Roundtable discussion on guardianship : 
workshop before the Special Commit- 
tee on Aging, United States Senate, 
One Hundred Second Congress, second 
session, Washington, DC, June 2, 
1992., 93-10328 


Skyrocketing prescription drug costs : ef- 
fects on senior citizens : hearing before 
the Special Committee -on Aging, 
United States Senate, One Hundred 
Second Congress, second session, 
Lewiston, ME, April 15, 1992., 93- 
24826 


A Status report : accessibility and afford- 
ability of prescription drugs for older 
Americans (annotated) : (includes a di- 
rectory of pharmaceutical manufactur- 
er indigent patient programs) : a staff 
report of the Special Committee on — 
Aging, United States Senate., 93-6338 


A Status report, accessibilty and afford- 
ability of prescription drugs for older 
Americans : (includes a directory of 
pharmaceutical manufacturer indigent 
patient programs) : a staff report of the 
Special Committee on Aging, United 
States Senate., 93-3448 


United States. Congress. Senate. Veterans’ 
Affairs 


Amending Title 38, United States Code, 
to revise certain administrative provi- 
sions relating to the United States 
Court of Veterans Appeals, and for 
other purposes : report (to accompany 
S. 2974)., 93-8091 


United States. Congress. Senate. Committee 
on Environment and Public Works. 
Subcommittee on Environmental 
Protection. 

Northern Spotted Owl Preservation Act : 
hearing before the Subcommittee on 
Environmental Protection of the Com- 
mittee on Environment and Public 
Works, United States Senate, One Hun- 
dred Second Congress, second session, 
on S. 2767, a bill to assure the preser- 
vation of the northern spotted owl and 
the stability of communities dependent 
on the resources of the public lands in 
Oregon, Washington, and northern 
California, and for other purposes, 
August 12, 1992., 93-10440 
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United States. Congress (102nd, 1st session : 

1991) 

Addresses and special orders : held in the 
House of Representatives and the 
Senate, presented in honor of the Hon- 
orable Morris K. “Mo” Udall, a repre- 
sentative from Arizona /, 93-27098 


The dome of the United States Capitol : 
an architectural history /, 93-8084 


United States. Congress (102nd, 2nd session : 
1992) 
Amtrak Authorization and Development 
Act : conference report (to accompany 
H.R. 4250)., 93-6204 


Cable Television Consumer Protection 
and Competition Act of 1992 : confer- 
ence report (to accompany S. 12)., 
93-6117 


Community Environmental Response Fa- 
cilitation Act : conference report (to 
accompany H.R. 4016)., 93-6200 


Defense Production Act Amendments of 
1992 : conference report (to accompa- 
ny S. 347)., 93-6229 


Energy Policy Act of 1992 : conference 
report to accompany H.R. 776., 93- 
8164 


Export-Import Bank reauthorization 
conference report (to accompany H.R. 
5739)., 93-6218 


Family and Medical Leave Act of 1992 : 
conference report (to accompany S. 
5)., 93-3367 


Federal Facility Compliance Act of 1992 
conference report (to accompany 
H.R. 2194)., 93-6138 


FREEDOM Support Act : conference 
report (to accompany S. 2532)., 93- 
8146 


Futures Trading Practices Act of 1992 : 
conference report (to accompany H.R. 
707)., 93-8154 


Health Professions Education Extension 
Amendments of 1992 conference 
report (to accompany H.R. 3508)., 93- 
8134 


Housing and Community Development 
Act of 1992 : conference report to ac- 
company H.R. 5334., 93-8163 


Intelligence Authorization Act, fiscal 
year 1993 : conference report (to ac- 
company H.R. 5095)., 93-6190 


Intelligence Authorization Act for fiscal 
year 1993 : conference report (to ac- 
company H.R. 5095)., 93-8145 


Job Training Reform Amendments of 


1992 : conference report (to accompa- 
ny H.R. 3033)., 93-3362 


Jobs through Exports Act of 1992 : con- 
ference report (to accompany H.R. 
4996)., 93-6227 

Making appropriations for Agriculture, 
rural development, Food and Drug 





U.S. Congress (103d, ist session : 1993) 


Administration, and related agencies 
programs for the fiscal year ending 
September 30, 1993, and for other pur- 
poses : conference report (to accompa- 
ny H.R. 5487)., 93-3366 


Making appropriations for energy and 
water development for the fiscal year 
ending September 30, 1993, and for 
other purposes : conference report (to 
accompany H.R. 5373)., 93-6121 

Making appropriations for military con- 
struction for the Department of De- 
fense for the fiscal year ending Septem- 
ber 30, 1993, and for other purposes : 
conference report (to accompany H.R. 
5428)., 93-6140 


Making appropriations for the Depart- 
ment of Defense for the fiscal year 
ending September 30, 1993, and for 
other purposes : conference report (to 
accompany H.R. 5504)., 93-8161 


Making appropriations for the Depart- 
ment of Labor, Health and Human 
Services, and Education, and related 
agencies for the fiscal year ending Sep- 
tember 30, 1993, and for other purposes 

conference report (to accompany 
H.R. 5677)., 93-8153 


Making appropriations for the Depart- 
ment of the Interior and related agen- 
cies for the fiscal year ending Septem- 
ber 30, 1993, and for other purposes : 
conference report (to accompany H.R. 
5503)., 93-6150 


Making appropriations for the Depart- 
ment of Transportation and related 
agencies for the fiscal year ending Sep- 
tember 30, 1993, and for other purposes 

conference report (to accompany 
H.R. 5518)., 93-6164 


Making appropriations for the Depart- 
ments of Commerce, Justice, and State, 
the judiciary, and related agencies for 
the fiscal year ending September 30, 
1993, and for other purposes : confer- 
ence report (to accompany H.R. 5678)., 
93-6159 


Making appropriations for the Depart- 
ments of Veterans Affairs and Housing 
and Urban Development, and for 
sundry independent agencies, commis- 
sions, corporations, and offices for the 
fiscal year ending September 30, 1993, 
and for other purposes : conference 
report (to accompany H.R. 5679)., 93- 
3408 


Making appropriations for the foreign op- 
erations, export financing, and related 
programs for the fiscal year ending 
September 30, 1993, and for other pur- 
poses : conference report (to accompa- 
ny H.R. 5368)., 93-8160 


Making appropriations for the Govern- 
ment of the District of Columbia and 
other activities chargeable in whole or 
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in part against the revenue of said dis- 
trict for the fiscal year ending Septem- 
ber 30, 1993, and for other purposes : 
conference report (to accompany H.R. 
5517)., 93-3406, 93-3410 
Making appropriations for the legislative 
branch for the fiscal year ending Sep- 
tember 30, 1993, and for other purposes 
conference report (to accompany 
H.R. 5427)., 93-6215 


Making appropriations for the Treasury 
Department, the United States Postal 
Service, the Executive Office of the 
President, and certain independent 
agencies, for the fiscal year ending 
September 30, 1993, and for other pur- 
poses : conference report (to accompa- 
ny H.R. 5488)., 93-8133 


National Defense Authorization Act for 
fiscal year 1993 : conference report to 
accompany H.R. 5006., 93-8147 


Neighborhood Schools Improvement Act 
: conference report (to accompany S. 
2)., 93-8131 

Omnibus Export Amendments Act of 
1992 : conference report (to accompa- 
ny H.R. 3489)., 93-12563 


Preventive Health Amendments of 1992 : 
conference report (to accompany H.R. 
3635)., 93-6222 


Reclamation Projects Authorization and 
Adjustment Act of 1992 : conference 
repert (to accompany H.R. 429)., 93- 
8162 


Rehabilitation Act Amendment of 1992 : 
conference report (to accompany H.R. 
5482)., 93-8152 

Revenue Act of 1992 : conference report 
(to accompany H.R. 11)., 93-8167 

Veterans’ Medical Programs Amend- 


ments of 1992 : conference report (to 
accompany S. 2344)., 93-6126 


United States. Congress (i02nd, 2nd session : 


1992). House. 

U.S. development assistance policy : re- 
solved, that the United States should 
substantially change its development 
assistance policies toward one or more 
of the following nations: Afghanistan, 
Bangladesh, Burma, Bhutan, India, 
Nepal, Pakistan, Sri Lanka : 1992-93 
intercollege [i.e. intercollegiate] debate 
topic : pursuant to 44 U.S. Code, sec- 
tion 1333 /, 93-6074 


United States. Congress (103d, ist session : 


1993) 

Making appropriations for the legislative 
branch for the fiscal year ending Sep- 
tember 30, 1994, and for other purposes 

conference report (to accompany 
H.R. 2348)., 93-27148 
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U.S. Congress (103rd, 1st session : 


United States. Congress (103rd, 1st session : 

1993) 

Concurrent resolution setting forth the 
congressional budget for the United 
States government for the fiscal years 
1994, 1995, 1996, 1997, and 1998 : con- 
ference report (to accompany H. Con. 
Res. 64)., 93-19766 


Making appropriations for Agriculture, 
rural development, Food and Drug 
Administration, and related agencies 
programs for the fiscal year ending 
September 30, 1994, and for other pur- 

: conference report (to accompa- 
ny H.R. 2493)., 93-27149 


Making supplemental appropriations for 
the fiscal year ending September 30, 
1993, and for other purposes : confer- 
ence report (to accompany H.R. 2118)., 
93-27128 


National and Community Service Trust 
Act of 1993 : conference report (to ac- 
company H.R. 2010)., 93-29801 


National Institutes of Health Revitaliza- 
tion Act of 1993 : conference report (to 
accompany S. 1)., 93-22515 


National Voter Registration Act of 1993 : 
conference report (to accompany H.R. 
2)., 93-22489 

Omnibus Budget Reconciliation Act of 
1993 : conference report of the Com- 
mittee on the Budget, House of Repre- 
sentatives, to accompany H.R. 2264, a 
bill to provide for reconciliation pursu- 
ant to section 7 of the concurrent reso- 
lution on the budget for fiscal year 
1994., 93-29795 


United States. Congress (103rd, ist session : 

1993). Senate. 

National health care : how can the feder- 
al government increase access to health 
care to United States citizens? : nation- 
al debate topic for high schools, 1993- 
94, pursuant to 44 United States Code, 
section 1333 /, 93-19674 


United States. Congressional Budget Office. 

Assessing the decline in the national 
saving rate., 93-24968 

Controlling losses of the Pension Benefit 
Guaranty Corporation [microform] / , 
93-30053 

Displaced workers : trends in the 1980s 
and implications for the future., 93- 
22777 


The Economic and budget outlook /, 
93-20149 


The Economic and budget outlook, an 
update., 93-3591 

Economic implications of rising health 
care costs., 93-6485 


Federal debt and 
24967 


interest costs., 93- 
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The Federal home loan banks in the 
housing finance system., 93-30052 

The Federal role in improving elementa- 
ry and secondary education. 93- 
30051 

Limiting conventional arms exports to 
the Middle East., 93-6483 

List of publications [[microform].] , 
24970 

Managed competition and its potential to 
reduce health spending., 93-24966 

Projections of national health expendi- 
tures., 93-8313 

Promoting high-performance computing 
and communications., 93-30054 


Resolving the thrift crisis /, 93-24969 
Rethinking the Trident force., 93-30055 


Structuring U.S. forces after the Cold 
War : costs and effects of increased 
reliance on the reserves., 93-6484 


Trends in health spending : an update., 
93-27337 


Using performance measures in the feder- 
al budget process., 93-30050 


93- 


United States. Conservation and Renewable 
Energy Inquiry and Referral Service. 
Appliance labeling [microform] , 

13426 


Energy efficient lighting., 


93- 


93-9129 
93-20803 


Landscaping for energy efficient homes., 
93-15902 


Learning about energy conservation [mi- 
croform] , 93-11128 


Moisture control in homes [microform] , 
93-25497 


Movable insulation., 


Heat pumps [microform] , 


93-13423 


Operating a wood-burning appliance., 
93-1842 


United States. Consulate General (Hong 
Kong) 
Hong Kong /, 93-6853 


United States. Consulate General 
(Johannesburg, South Africa) 
South Africa /, 93-2700 


United States. Consumer and Marketing 
Service. Cotton Division. Market News 
Section. 

Long staple cotton review /, 93-63 


United States. Consumer and Marketing 
Service. Dairy Division. 
Federal milk order market statistics [[mi- 
croform].], 93-66 


United States. Consumer and Marketing 
Service. Fruit and Vegetable Division. 
Market News Branch. 

Fresh fruit and vegetable shipments by 
commodities, states, and months [[mi- 








croform].], 93-1315 
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Fresh fruit and vegetable shipments by 
commodities, states, months., 93-6568, 
93-6569, 93-6570, 93-6571 


United States. Consumer and Marketing 
Service. Livestock Division. 
Institutional meat purchase specifications 
for fresh beef. Series 100., 93-27504 


United States. Consumer Product Safety 
Commission. 


Tell us how you were hurt., 93-8179 


United States. Cooperative State Research 
Service. 
Genetic bases for resistance to avian dis- 
eases [microform] /, 93-8444 


Guidelines for marketing research [micro- 
form], 93-24973 


Inventory of agricultural research [[mi- 
croform]] / , 93-1354, 93-1355, 93- 
25048 


Natural rubber-producing plants for the 
United States [microform] / , 93- 
25021 


United States. Cooperative State Research 
Service. Small Business Innovation 
Research Program. 

Program solicitation [[microform]] / , 
93-17757, 93-25049 


United States. Court of Appeals (District of 
Columbia Circuit) 


Appellate mediation program., 93-14440 


United States. Court of Appeals (Federal 

Circuit) 

Cases decided in United States Court of 
Appeals for the Federal Circuit : cus- 
toms cases adjudged in the Court of 
Appeals for the Federal Circuit /, 93- 
21793, 93-29020 


Customs bulletin and decisions : regula- 
tions, rulings, decisions, and notices 
concerning customs and related matters 
of the United States Court of Customs 
and Patent Appeals and the United 
States Customs Court., 93-1059 


United States. Court of Appeals (7th Circuit) 

Practitioner’s handbook for appeals to the 

United States Court of Appeals for the 
Seventh Circuit., 93-2665 


United States. Court of Appeals (9th 

Circuit). Judicial Council. 

Long-range planning for circuit councils : 
speeches presented at the meeting of 
the Judicial Council of the Ninth Cir- 
cuit, May 1992 /, 93-21796 


United States. Court of Customs and Patent 

Appeals. 

Customs bulletin and decisions : regula- 
tions, rulings, decisions, and notices 
concerning customs and related matters 
of the United States Court of Customs 
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and Patent Appeals and the United 
States Customs Court., 93-1059 


United States. Court of International Trade. 
Customs bulletin and decisions : regula- 
tions, rulings, decisions, and notices 
concerning customs and related matters 
of the United States Court of Customs 
and Patent Appeals and the United 
States Customs Court., 93-1059 


United States Court of International 
Trade reports : cases adjudged in the 
United States Court of International 
Trade., 93-9750, 93-21794 


United States. Crop Reporting Board. 
Acreage [[microform].] , 
6574 


Agricultural prices [[microform]] / , 
87 


93-6573, 93- 
93- 


Capacity of refrigerated warehouses [[mi- 
croform].] , 93-20246, 93-20247 


Catfish [[microform]] /, 93-94 


Cattle [[microform]] / , 93-8462, 93- 
17746, 93-20245 


Cattle on feed [[microform]] / , 
93-82 


Citrus fruits [[microform].] , 
93-22860 


Cold storage [[microform]] / , 


93-89 
Celery [[microform]] / , 
93-6572, 


93-91 


Cold storage ... summary [[microform]] / 
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policy. Part three, Export enhance- 
ment, for, marketing loans, disaster 
payments, and CRP [microform], 93- 
3612 

The basic mechanisms of U.S. farm 
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agriculture [microform] : a direct test 
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[microform] : a model for policy analy- 
sis /, 93-27349 

Ethanol and agriculture [microform] : 
effect of increased production on crop 
and livestock sectors /, 93-27364 

The European Community’s presence in 
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sales class /, 93-3598 


Farmline /, 93-117 


Fertilizer trade statistics, 1970-91 [micro- 
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U.S. rice distribution patterns [[micro- 
form].], 93-8473 
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Airfield penetrometer, FSN 6635-900- 
8563., 93-6915 


Alternative Flight Aptitude Selection 
Test (AFAST) information pamphlet 
[microform] , 93-13286 

Arc welding on water-borne vessels., 
93-9051 


Armored combat earthmover (ACE), 
M9, (2350-00-808-7100) [microform] , 
93-18055 


93- 


con- 





1993 


Army advantages that last a lifetime., 
93-9055 


Army adventure [microform] : good for a 
lifetime., 93-13300 


Army ammunition data sheets for rock- 
ets, rocket systems, rocket fuzes, rocket 
motors (federal supply class 1340)., 
93-4208 


Army automation : planning guide for 
software conversion., 93-6922 


Army Aviation Flight Information Bulle- 
tin., 93-13294 

Army Career and Alumni Program : 
transition handbook., 93-9006 


Army equipment data sheets : generator 
sets and electric power plants, truck 
and trailer mountned., 93-6913 


The Army lawyer., 93-459 

Army Management Engineering College., 
93-9003 

The Army Management Structure (AMS) 
: financial administration : fiscal year 
1993 (effective 1 October 1992)., 93- 
4138 

Army Medical Department supply infor- 
mation [microform] , 93-20625 

Army responses to citizen concerns., 93- 
13204 


Army ROTC., 


Army ROTC 
93-15642 


Army ROTC : the demon battalion., 93- 
25380 


Army ROTC, John Carroll University : 
Cleveland State University, Ursuline 
College, Case Western Reserve Univer- 
sity., 93-25375 

Army training and evaluation program 
for Headquarters and Headquarters 
Company, Transportation Terminal 
Battalion [microform], 93-25411 

Army training and evaluation program 
for military police guard company [mi- 
croform], 93-25408 

Army training and evaluation program 
for signal messenger company., 93- 
4227 


93-20606, 93-20607 
: crimson tide battalion., 


Army training and evaluation program 
for transportation terminal service 
company [microform] , 93-25412 


Autopsy manual., 93-9017 


Aviation generator set, gas turbine engine 
driven integral trailer mounted, 10K W, 
28 volts DC ... NSN 6115-01-161-3992 
[microform] , 93-18068 

Aviation intermediate § maintenance 
manual pilot night vision sensor 
(PNVS) assembly AN/AAQ-11, AH- 
64A attack helicopter., 93-10978 


Aviation intermediate § maintenance 
manual : target acquisition designation 
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sight (TADS) assembly AN/ASQ-170, 
AH-64A attack helicopter., 93-1678 


Aviation intermediate § maintenance 
manual : units under test for target ac- 
quisition designation sight (TADS) as- 
sembly, night sensor assembly, day 
sensor subassembly, control panel as- 
sembly, TADS turret assembly (less 
LRU’s), indirect view display electron- 
ics assembly ...., 93-4187 


Aviation unit and aviation intermediate 
maintenance manual : Army models U- 
21A, RU-21A, and RU-21D., 93-4209 


Aviation unit and aviation intermediate 
maintenance manual : Army models U- 
21G, RU-21E, and RU-21H., 93-4210 

Aviation unit and aviation intermediate 
maintenance manual : CH-47D helicop- 
ter., 93-4215, 93-11010, 93-15681, 
93-23197 


Aviation unit and aviation intermediate 
maintenance manual : engine, aircraft, 
gas turbine, model 163-A-720, P/ 
N6887191, NSN  2840-01-013-1339., 
93-4216 


Aviation unit and aviation intermediate 
maintenance manual with repair parts 
and special tools list : Army aircraft 
survival kits., 93-13269 

Aviation unit and aviation intermediate 
maintenance repair parts and special 
tools list (including depot maintenance 
repair parts) : engine, aircraft, turbo- 
shaft, NSN 2840-01-131-3350 (1703- 
AD-700)., 93-15687 

Aviation unit and intermediate mainte- 
nance : gas turbine engine (auxiliary 
power unit—APU), model T-62T-2B, 
part number 160150-100, NSN 2835-01- 
092-2037., 93-1698 


Aviation unit and intermediate mainte- 
nance for Army UH-60A and EH-60A 
helicopters., 93-4213, 93-15678, 93- 
23196 


Aviation unit and intermediate mainte- 
nance instructions : Army model UH- 
1C/M helicopters., 93-11009 


Aviation unit and intermediate mainte- 
nance instructions : Army model UH- 
1H/V/EH-1H/X helicopters., 93- 
15676, 93-23194 


Aviation unit and intermediate mainte- 
nance instructions : engine, aircraft, 
turboshaft, model T700-GE-700., 93- 
15686 


Aviation unit and intermediate mainte- 
nance manual : Army model AH-1P 
(PROD), AH-1E (ECAS), AH-IiF 
(modernized Cobra) helicopters., 93- 
4211 

Aviation unit and intermediate mainte- 
nance manual : Army model OH-58D 
helicopter., 93-15682, 93-23198 
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Aviation unit and intermediate mainte- 
nance manual for Army AH-64A heli- 
copter., 93-4214, 93-15679, 93- 
15680 

Aviation unit and intermediate mainte- 
nance manual including repair parts 
and special tools list : aviator’s night 
vision imaging system (ANVIS) AN/ 
AVS-6(V)1 (NSN  5855-01-138-4749) 
(EIC: IPR) and AN/AVS-6(V)2 (NSN 
5855-01-138-4748) (EIC: IPQ)., 93- 
27835 

Aviation unit and intermediate mainte- 
nance repair parts and special tools list 
(including depot maintenance repair 
parts and special tools) for helicopter, 
attack, NSN 1520-01-168-4259, AH-1P 
(PROD), 1520-01-192-2478, AH-1E 
(ECAS),  1520-01-168-4260, AH-IF 
(MC)., 93-15677 

Aviation unit maintenance repair parts 
and special tools list for jack, hydrau- 
lic, tripod, 12-ton, PN 12-3-14, NSN 
1730-00-912-3998., 93-15683 

AVUM and AVIM maintenance manual : 
AH-1S (MOD)., 93-23195 

Bituminous distribution body, M-918 
(model D-63), (NSN 3895-01-028-4390) 
[microform] , 93-20681 


A Blueprint of the Army Environmental 
Compliance Assessment System 
(ECAS)., 93-10936 


Box lunches, flight feeding and motor 
convoy menus., 93-4217 


Calibration procedure for auxiliary power 
unit-electronic sequence unit multipur- 
pose test set P/N 161226-200., 93- 
23229 


Calibration procedure for fire control 
subsystem test set AN/GSM-249, 4931- 
00-121-8707., 93-23225 


Calibration procedure for radio test sets 
AN/PRM-32 (NSN 6625-00-803-3399) 
and AN/PRM-32A (NSN 6625-01-013- 
9900)., 93-27859 

Care of magnetron tubes., 93-11013 


Carrier, cargo, tracked, 1 1/2 ton, M973, 
small unit support (SUSV), (NSN 2350- 
01-132-9099) [microform] , 93-20722 


Carrier, electronic warfare systems, 
tracked, 6-ton, M1015-2350-01-136- 
8744), carrier, electronic warfare sys- 
tems, tracked, 6-ton, M1015A1-2350- 
01-136-8745), carrier, cargo, tracked, 6- 
ton, M548-2350-00-078-4545, carrier, 
cargo, tracked, 6-ton, M548A1-2350-01- 
096-9356., 93-27884 

Carrier, guided missile equipment, self- 
propelled, M730A2, 1450-01-207-6408 
[microform] , 93-20705 


Carrier, personnel, full tracked, armored, 
M113A2, 2350-01-068-4077 ... carrier, 
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smoke generator, full tracked, M1059, 
2350-01-203-0188., 93-27886 


Carrier, personnel, full tracked, armored, 
M113A3, 2350-01-219-7577 [microform] 
, 93-20723 


The Case for considering the Army 
Judge Advocate General’s Corps., 93- 
1712 


Central processor unit recovery proce- 
dures for automatic telephone central 
office AN/TTC-38(V)., 93-23227 

Centrifugal pump unit, water, 125 gallons 
per minute, NSN 4320-01-156-3873, 
model number 2X2 SP/51209, EIC, 
ZHT., 93-27890 


Chassis, truck, M44, M44A1, M44A2, 
M45, M45Al1, M45A2, M45A2G, 
M45C, M45G, M46, M46A1, M46A1C, 
M46A2C, M46C, M57, M58; instru- 
ment repair shop, truck mounted ... 
truck, cargo ... truck, dump ... truck, 
maintenance ... truck, pipeline con- 
struction ... truck, tank ... truck, tractor 
.. truck, van ... truck, wrecker, light, 
M60., 93-10955 


Circuit diagrams manual : AN/GSC- 
24(V) multiplexer set., 93-20621 

Civil affairs in the Persian Gulf war, a 
symposium [microform] : proceedings : 
October 25-27, 1991, U.S. Army JFK 
Special Warfare Center and School, 
Fort Bragg, North Carolina. 93-4136 


Clinical laboratory procedure—hematolo- 
gy., 93-23185 


Clinical laboratory procedures—parasito- 
logy : medical service., 93-11062 


Clothing, repair shop, trailer mtd, Army 
model SPV34, York Astro model 
D8700337, textile repair shop, trailer 
mtd, Army model SPV35, York Astro 
model D8700447, machine, sewing, 
clothing, Singer model 31-15., 93- 
27865 


Code numbers for the identification of 
fuels, lubricants, and allied products 
used by the NATO Armed Forces., 
93-11015 


Color, marking, and camouflage painting 
of military vehicles, construction equip- 
ment, and materials handling equip- 
ment., 93-1710, 93-20662 

Combat zone/field hospitals [microform] 
» 93-25399 

Combined operation and maintenance in- 
structions : organizational and interme- 
diate : radio terminal set AN/TRC- 
17017(V)3, part number 951100-5, NSN 
5820-01-148-3976., 93-4192, 93-4193 


Compressor, air, truck mounted, gasoline 
driven, 210 CFM, Le Roi model 210 
GI [microform] , 93-20697 

Compressor, reciprocating, air, electric 
motor driven, 15 CFM, 175 psi, (Inger- 
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soll-Rand model 242 D7-1/2) [micro- 
form], 93-20685 


Compressor, reciprocating, air, gas 
driven; 15 CFM; 175 PSI, receiver ... 
(Champion pneumatic model BMW- 
452-ENG-1) [microform] , 93-27870 


Compressor, reciprocating, air, hand 
truck mounted, gasoline engine, 8 
CFM, 175 psi, (Champion pneumatic 
model LP-832 Eng 2) and compressor, 
recipocrating, air, 5 CFM, 175 psi, 
(Champion pneumatic model LP-512- 
Eng-2) [microform] , 93-18060 


Compressor, reciprocating, air, receiver 
mounted, electric motor driven, 5 
CFM, 175 psi, (Champion pneumatic 
model 60 CAW20HM-1 and model 60 
CAW20HM-2) [microform] , 93- 
20683 


Compressor, reciprocating, air, receiver 
mounted, electric motor driven, 15 
CFM, 175 psi, (Champion pneumatic 
model HR5-8M-1) [microform] , 93- 
20684 


Compressor, reciprocating air, wheel 
mounted, 2 wheel, pneumatic tires, 
G.E.D. 4 CFM, 3000 psi (Walter 
Kidde model 893811)., 93-27874 


Compressor reciprocating, air; 5 CFM; 
175 psi; hand truck mounted; gasoline 
driven, (Kellogg-American model G- 
311-PC), less mil std engine., 93-27873 


Compressor, rotary, air, DED, 250 CFM, 
100 psi, trailer mounted, NSN 4310-01- 
158-3262 ... compressor outfit, NSN 
3820-00-950-8584 [microform] , 93- 
20687 


Compressor, rotary, air, DED, 250 CFM, 
100 psi, trailer mounted, NSN 4310-01- 
158-3262, Ingersoll-Rand model P-250- 
WDM-H268 : component of pneumatic 
tool and compressor outfit, NSN 3820- 
00-950-8584., 93-27875 

Compressor, rotary, air; diesel engine 
driven, 250 CFM, 100 psi, skid mount- 
ed (Davey model 250RPV) (NSN 
4310-00-075-7064) (Davey model 
6M250RPV) (4310-00-078-2462) and 
(model 9M250RPV) (4310-00-248- 
3496)., 93-27872 


Compressor, rotary, air; diesel engine 
driven, 250 CFM, 100 psi; trailer 
MTD; two wheel (Davey model 
14M250RPV), NSN 4310-00-256-9319) 
component of pneumatic tool and com- 
pressor outfit (3820-00-950-8584) [mi- 
croform] , 93-20686 


Compressor, rotary, air; frame mounted, 
2 wheel pneumatic tired, gasoline 
engine; 60 CFM, 6.5 psi, (Harris model 
4MV) [microform] , 93-20682 

Compressor, rotary, diesel driven, air, 
trailer mounted, 250CFM, 100psi 
(engine, Continental model JD403), 
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(Joy model RPV250DC2)MS1) [micro- 
form], 93-27871 


Concrete-mobile mixer body M919 model 
8CM-24F, (NSN 3895-01-028-4391) 
[microform] , 93-18059 


Consolidated index of army publications 
and blank forms [[computer file].] , 
93-18051, 93-20649 


Container crane, rough terrain, wheel 
mounted hydraulic, diesel powered, 
DOD model, NSN 3810-01-205-2716., 
93-20677 


Control and abatement of pollution by 
Army watercraft., 93-6924 


CONUS army installations/activities by 
congressional district [[microform]] / , 
93-11022 


Corrosion prevention and control [micro- 
form] /, 93-13307 


Corrosion prevention and control : in- 
cluding rustproofing procedures for 
tactical vehicles and trailers., 93- 
13297 


Courier station design., 93-4141 


Crane-shovel, crawler mounted; 12 1/2 
ton, 3/4 cu. yd; diesel engine driven 
(Bucyrus-Erie model 22BM) (NSN 
3810-00-869-3092) [microform] , 93- 
20676 


Crane, wheel mounted, 20-ton at 10 ft- 
radius, 2 engines, diesel engine driven 
. crane 30 ft (American Hoist and 
Derrick model 2380) (NSN 3810-00- 
763-7728) and (model 2385) (NSN 
3810-00-043-5354)., 93-15738, 93- 
20675 


Cumberland College : 
93-20612 


Cutter, cartridge actuated, M21 and M22 
description and characteristics., 93- 
6916 


Cyclic overhaul of selected electronics 
equipment [microform] , 93-20631 


Cyprus, a country study /, 93-18052 
Decontamination of facilities and equip- 
ment., 93-13298 


Department of the Army Information Se- 
curity Program : security., 93-6876 


Direct and general support and depot 
maintenance repair parts and special 
tools list : compressor, rotary, air, 
diesel engine driven, trailer mounted, 
2-wheel, pneumatic tires, 250 cfm, 100 
psi (Joy model RPV250DC20MS)N), 
FSN 4310-952-7142., 93-10947 


Direct and general support and depot 
maintenance repair parts and special 
tools lists : air conditioner, horizontal, 
compact, 9,000 Btu, Trane models 
115V, 1 phase, 50/60 hertz, model 
MAC6H9-115-1101-01 (FSN 4120-411- 
5442), 230V, 1 phase ..... 93-4151 


Army ROTC., 
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Direct and general support and depot 
maintenance repair parts and special 
tools lists : mixer, rotary tiller, diesel 
engine driven, 4 wheel, pneumatic 
tires, self-propelled, with flat hook 
tines (Rex Chainbelt, Inc. model 
HDTM), FSN 3895-987-5536)., 93- 
9010 


Direct and general support and depot 
maintenance repair parts and special 
tools lists : truck, fire fighting, powered 
pumper, foam and water, 500-gpm ca- 
pacity, centrifugal pump, power takeoff 
driven, 400-gallon water tank, 40- 
gallon foam chemical tank ...., 93- 
10945 


Direct, general support, and depot main- 
tenance manual tractor, wheeled, 
warehouse, gasoline engine driven, 4- 
wheel, pneumatic tired, 4000 Ib draw- 
bar pull, Army model MHE 201 
(Northwestern Motor Co. model JG 
40PT4), FSN 3930-926-1066., 93- 
10966 


Direct support and general support main- 
tenance : truck, 5-ton, 6x6, M939 and 
M939A1 series (diesel) : truck, cargo, 
5-ton, 6x6, dropside ... truck, cargo ... 
truck, dump ... truck, tractor ... truck, 
van, expansible truck, medium 
wrecker, 5-ton, 6x6, M936 (2320-01- 
047-8754), M936A1  (2320-01-206- 
4078)., 93-4177 


Direct support and general support main- 
tenance for engine w/container, model 
5063-5299 (2815-00-124-5390) (2815-01- 
295-7458) ... model 5063-539F (2815-01- 
316-6617)., 93-4181 


Direct support and general support main- 
tenance for 2-1/2-ton, 6x6, M44A2 
series trucks (multifuel) : model, truck, 
cargo M35A2 ... truck, maintenance, 
earth boring and polesetting, M764, 
2320-00-937-5980., 93-4178 


Direct support and general support main- 
tenance manual : auger, earth, skid 
mounted (Texoma Inc. model 254-8-2), 
FSN 3820-201-8293., 93-10942 


Direct support and general support main- 
tenance manual : communications sub- 
system, P/O, satellite communications 
terminal AN/TSC-86 (NSN 5895-01- 
083-6891)., 93-13258 


Direct support and general support main- 
tenance manual : generator set, diesel 
engine, 45 kw, AC, 120/208, 240/416 
V, 3 phase, 400 Hz, skid mounted 
(Stewart and Stevenson model 52300), 
NSN 6115-00-475-6573., 93-10951 


Direct support and general support main- 
tenance manual : periscope, tank, M19- 
old and new configuration (6650-00- 
765-2971) (1240-01-005-6035), M24-old 
and new configuration (6650-00-344- 
4647) (1240-01-005-6036)., 93-15647 





Direct support and general support main- 
tenance manual : periscope, tank, 
M35E1 (1240-00-348-8442)., 93-4173 


Direct support and general support main- 
tenance manual : radar set AN/APN- 
158A., 93-9031 


Direct support and general support main- 
tenance manual : truck, container han- 
dler, rough terrain, 50,000 lb capacity, 
DED, PT, NSN _ 3930-01-082-3758, 
with tophandler(s)., 93-10967 


Direct support and general support main- 
tenance manual. Part 2, Maintenance : 
turret for combat engineer vehicle, 
M728 (2350-00-795-1797)., 93-15653 


Direct support and general support main- 
tenance manual for container crane, 40- 
ton, rough terrain, model RT875CC, 
NSN 3810-01-205-2716., 93-23183 


Direct support and general support main- 
tenance manual for gun, air defense ar- 
tillery, self-propelled, 20-mm, M163A1, 
cannon M168, mount M157A1, sight 
M61 (NSN 2350-01-017-2113)., 93- 
10962 


Direct support and general support main- 


tenance manual for gun, air defense ar- 
tillery, towed, 20-mm, Mj167A1, 
cannon M168, gun carriage M42A1, 
sight M61 (NSN _ 1005-01-014-0837)., 
93-10954 


Direct support and general support main- 


tenance manual for tractor, wheeled, 
DED, loader backhoe, with hydraulic 
impact tool and with hydraulic earth 
auger attachment, John Deere model 
JD410 (CCE), with bucket, impactor, 
and earth drill (NSN 2420-00-567- 
0135)., 93-13215 


Direct support and general support main- 


tenance manual for truck, dump, 20- 
ton, 6 x 4, on-off highway, 71,000 
GVW (NSN 3805-00-192-7249), IHC 
model F-5070 (CCE)., 93-23179 


Direct support and general support main- 
tenance manual for truck, forklift, 6,000 
Ib., variable reach, rough terrain, NSN 
3930-01-158-0849., 93-23191 


Direct support and general support main- 
tenance manual including repair parts 
and special tools list : mount, telescope, 
M114 (1240-00-676-2176)., 93-15648 


Direct support and general support main- 
tenance manual (including repair parts 
and special tools lists) : small arms am- 
munition to 30 millimeter inclusive 
(federal supply class 1305)., 93-13233 


Direct support and general support main- 
tenance repair parts and special tools 
list (including depot maintenance repair 

and special tools) for radiac set 
AN/PDR-56F (NSN _  6665-01-113- 
9530)., 93-15674 


Direct support and general support main- 
tenance repair parts and special tools 
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list (including depot maintenance repair 
parts and special tools) : cross-drive 
transmission assemblies (Allision Divi- 
sion-GMC, model CD-500-3), FSN 
2520-752-7947 ...., 93-9019 


Direct support and general support main- 


tenance repair parts and special tools 
lists ... cross reference index : teleprint- 
er sets, AN/GGR-3A(V)1 (NSN 5815- 
01-016-4662) ... and teletypewriter-dis- 
play sets) AN/GGC-55(V)1 (NSN 
5815-01-009-4322 ... and teletypewriter- 
teleprinter sets, AN/GGC-57A(V)3 
(NSN 5815-01-009-4321) ... and tele- 
typewriter-display-teleprinter sets, AN/ 
GGC-59(V)1 (NSN 5815-01-015-0838) 
. and teletypewriter set AN/GGC- 
62(V)5 (NSN 5815-01-071-8446) ....., 
93-15667 


Direct support and general support main- 


tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools) for main- 
tenance kit, electronic equipment, MK- 
733/ARC-54 (NSN 5821-00-901-4327)., 
93-1689, 93-4201, 93-9034, 93- 
10963, 93-10974, 93-10975, 93- 
10976, 93-13249, 93-15650, 93- 
18033, 93-18034 


Direct support and general support main- 


tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools) : con- 
necting and switching kit MX-155/GT, 
FSN 5805-407-4203., 93-13248 


Direct support and general support main- 


tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools) : con- 
verter, telegraph-telephone signal TA- 
182/U, FSN 5805-263-3326., 93-15661 


Direct support and general support main- 


tenance repair parts and special tools 
lists (including depot maintenance 
repair parts) : engine w/container, 
model 5063-5299 (2815-00-124-5390) ... 
mode! 5063-539F (2815-01-316-6617)., 
93-4180 


Direct support and general support main- 


tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools) : engine, 
with container, turbosupercharged, 
diesel, fuel injection, 90-degree “V” 
type, air-cooled, 12-cylinder, assembly; 
models AVDS-1790-2C, 2815-00-410- 
1203 and AVDS-1790-2D, 2815-00-410- 
1204 and AVDS-1790-2DR, 2815-00- 
124-5387., 93-10964 


Direct support and general support main- 


tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools) : multi- 
meters AN/USM-33 and AN/USM- 
33A, FSN 6625-648-9172., 93-10991 
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Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools) : resist- 
ance bridges ZM-4A/U and ZM-4B/U, 
FSN 6625-500-0937., 93-6902 


Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools) : spec- 
trum analyzer AN/UPM-58, FSN 
6625-523-8576., 93-10988 


Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools) : tele- 
phone set TA-264/PT (FSN 5805-074- 
4542) and telephone TP-9 (FSN 5805- 
164-7092)., 93-15663 


Direct support, general support, and 
depot maintenance manual including 
repair parts and special tools list for 
telescope, straight, M120 (1240-930- 
4259)., 93-9018 


Direct support, general support, and 
depot maintenance repair parts and 
special tools list for periscope, tank, 
M28 (1240-346-8735), M28C (1240-706- 
0794), and M28D (1240-990-1851)., 
93-13231 


Direct support, general support, and 
depot maintenance repair parts and 
special tools lists : welding machine, 
arc, AC/DC, 300 amp, transformer 
rectifier, constant current, base mount- 
ed (Eutectic Corp. model MD301 
FED), FSN 3431-235-4728., 93-13216 


Direct support maintenance : test station, 
electronic equipment AN/USM- 
410(V)2 (NSN 6625-01-069-4223)., 93- 
27837 


Direct support maintenance manual : 
repair of wooden, fiber glass/plastic, or 
plastic components of small arms weap- 
ons., 93-13228 

Direct support maintenance repair parts 
and special tools list for communica- 
tions central AN/ASC-ISA(V)i (NSN 
5895-01-040-9660) and AN/ASC- 
1SA(V)2. (NSN = 5895-01-040-9661)., 
93-4195 


Direct support maintenance repair parts 
and special tools lists (including depot 
maintenance repair parts and special 
tools) for test set, laser infrared obser- 
vation device TS-3620/GVS-5 (NSN 
5860-01-052-9477)., 93-11003 

Ditching machine, diesel engine driven; 
wheel MTD, ladder-type 6 ft depth of 
cut, 24-inch width of cut, (Parson 
model 624 VL) (NSN 3805-00-050- 
4638) [microform], 93-20671 


Division level health services [micro- 
form] , 93-25398 


Page I-786 





Do it for yourself : guide for educators., 
93-18015 


Drill, pneumatic, drifter, boom-type; 
crawler-mounted; self-propelled (Inger- 
soll-Rand models CM150A/D475A and 
CM225/D475A), NSN _ 3820-00-854- 
4149 and NSN 3820-00-410-5549., 93- 
4239 


Drill, pneumatic, drifter, boom-type; 
crawler-mounted, self-propelled, Joy 
model RAM-MS-5/450A DR, NSN 
3820-00-445-3766., 93-4240 


Drills for a Hawk ADA missile system, 
phase III [microform] , 93-25410 


DS and GS maintenance manual : Army 
model UH-1B helicopter., 93-9045 


DS and GS maintenance manual : record- 
er-reproducer, sound RD-265/GR., 
93-4196 


DS, GS, and depot maintenance manual : 
terminals, telegraph, AN/FCC-19 and 
AN/FCC-25., 93-10972 


Dump truck body, M917 (NSN 3805-01- 
028-4389) [microform] , 93-20674 


D7G bulldozer with winch, D7G bull- 
dozer with ripper, winterized D7G 
bulldozer with winch, winterized D7G 
bulldozer with ripper., 93-20667 


Electrical cable repair kit 5800854 : re- 
pairing rubber or neoprene covered 
cables., 93-23220 


Electronic multimeter TS-505/U., 93- 
9028 


Elimination of combustibles from interi- 
ors of metal or plastic gasoline and 
diesel fuel tanks., 93-20665 


Engine, gasoline, 6 hp; military standard 
model, models 4A032-1, 4A032-2, 
4A032-3 and 4A032-4 [microform] , 
93-20668 


Engine, gasoline, 20 hp, military standard 
models, model 4A084-2 model 
4A084-4, NSN 2805-01-276-5947)., 93- 
20724 


Equipment serviceability criteria for ob- 
servation helicopter OH-i3., 93-11008 

Expert field medical badge test [micro- 
form] , 93-13292 


Family assistance handbook for mobiliza- 
tion [microform] : Army public affairs., 
93-13283 

Field and depot maintenance : magnetos, 
ignition, assemblies, 2920-593-6456 and 
2920-640-7743 (American Bosch types 
MRE6A43 and MRE6A41), end item 
application, engine, gasoline, 6-cylin- 
der, continental models AOI-402-5 ... 
12-cylinder, continental models AV- 
1790-SB ...., 93-13238 


Field and depot maintenance : reproduc- 


ing equipment MC-364-D and public 
address set AN/UIH-2., 93-1685 
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Field and depot maintenance manual : 
compressor, reciprocating, power- 
driven, flamethrower, 3-1/2 cfm, AN- 
M4 (end item code 317)., 93-4139 


Field and depot maintenance manual : 
motor generators PU-20/C, PU-20A/ 
C, PU-20B/C, PU-20C/C, and PU-33/ 
C., 93-13261 


Field and depot maintenance manual : re- 
ceivers, radio R-1041/ARN and R- 
1041A/ARN., 93-9029 


Field and depot maintenance manual : tel- 
escope mount M110., 93-18023 


Field and depot maintenance manual : tel- 
escope M103., 93-4172 


Field and depot maintenance manual : 
terminal, telegraph TH-5/TG., 93- 
1683 


Field and depot maintenance repair parts 
and special tool lists : welding machine, 
arc, generator, gasoline engine driven, 
single operator, remote control, 300 
amp, DC, arc, skid mtd, 60 amp at 20V 
min, 375 amp at 40V max current, DC, 
115V, 3 kw auxiliary power, mil spec 
W-13768 (Hobart models) ..., 93- 
10938 


Field (fourth echelon) and depot mainte- 
nance manual : charger, battery PP- 
1660/G., 93-15670 


Field (fourth echelon) and depot mainte- 
nance repair parts and special tool lists 
: voltmeter, electronic AN/URM-145., 
93-9037 


Field maintenance manual : engine assem- 
bly (2804-678-1820) and clutch, end 
item application, truck utility, 1/4-ton, 
4x4, M151 (TM9-2320-218-10)., 93- 
13237 


Fifty years of excellence : Fort Hood 
50th anniversary, 1942-1992., 93-4137 


Filter unit, gas-particulatee GED, ABC- 
M6., 93-27863 


Firefighting and rescue procedures in 
theaters of operations., 93-23178 


Fort Detrick, Frederick, Maryland [mi- 
croform] : a community of excellence., 
93-15641 


Fuel system, transfer, portable, pump 
centrifugal, 100 GPM, two discharge 
hose assemblies ... engine model 81232 
type 9188-01 [microform] , 93-20692 


General packaging instructions for field 
units., 93-11011 


General support maintenance repair parts 
and special tools list (including depot 
maintenance repair parts and special 
tools) for test sets, telephone AN/ 
USM-181B and AN/USM-181C (6625- 
00-740-0344)., 93-9039 


General support maintenance repair parts 
and special tools lists for maintenance 
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kit, electronic equipment, MK-722/ 
URC (NSN _ 6625-00-082-4275)., 93- 
10998 


General support maintenance repair parts 
and special tools lists for test set, bat- 
tery TS-2530/UR (NSN 6625-00-933- 
6112) and TS-2530A/UR (NSN 6625- 
00-238-0223)., 93-1691 


Generator set, diesel engine : precise 
power; 100 KW, AC, 120/208 ... w/ 
General Motors engine model 6910A, 
series 6-71., 93-27876 


Generator set, diesel engine driven, air 
transportable skid mounted, 750 KW, 3 
phase, 4 wire, 2400/4160 and 2200/ 
3800 volts, DOD model MEP208A; 
class prime utility; Hertz 50/60, NSN 
6115-00-450-5881 [microform] , 93- 
18067 


Generator set, diesel engine driven, liquid 
cooled, AC, 100K W, 120/208, 240/416 
volt 3 phase, 50/60 HZ skid mountrf, 
(Jeta Power model D8001M) w/ 
engine, Allis-Chalmers model 11000 
[microform] , 93-18064 

Generator set, diesel engine driven, tacti- 
cal skid mounted, 5Kw [microform] , 
93-18065 


Generator set, diesel engine driven, tacti- 
cal skid mounted, 10 KW [microform] , 
93-20701 


Generator set, diesel engine driven, tacti- 
cal, skid mtd., 100 KW, 3 phase, 4 wire 
.- NSN 6115-01-036-6374., 93-27879 


Generator set, diesel engine driven, tacti- 
cal skid mtd. 200 KW., 3 phase, 4 wire 
... NSN 6115-01-021-4096., 93-27880 


Generator set, diesel engine, 45 KW, AC, 
120/208 ... w/engine model 3045C, 
series 3-71E modified Stewart & Ste- 
venson 52301 [microform] , 93-20699 


Generator set, diesel engine, 60 KW, 
120/208-240/416V ... (tactical precise) 
NSN 6115-00-118-1253 [microform] , 
93-27877 


Generator set, gasoline engine, 7.5 KW. 
DC, 28 V; two-wire; air cooled; wheel 
mounted, (John R. Hollingsworth Co. 
model JHGV7.5A) w/ Wisconsin 
engine model MVH4D [microform] , 
93-18063 


Grader, heavy road, motorized, (caterpil- 
lar model 130G), (NSN 3805-01-150- 
4795) [microform], 93-18058 


Grader, road, motorized, DED, 12,100 to 
14,300 Ib pressure at blade, 6 wheels, 4 
driving, 2 steerable, leaning front 
wheels, w/scarifier (Caterpiller model 
120) w/engine Caterpiller model D333 
[microform] , 93-18056, 93-20672 


Grenade, hand [microform] : fragmenta- 
tion, impact, M26A2, M33A1, M57, 
M59, and M68 w/fuze, ammunition 
surveillance procedure., 93-23202 





A Guide for conducting workforce re- 
ductions [microform], 93-20652 


Guide for new soldiers [microform] , 
93-13301 


Guide for\ summary court-martial trial 
procedure. [microform] : military jus- 
tice handbook., 93-13280 

Gun, air defense artillery, towed, 20-mm, 
MI167A1 (1005-01-014-0837) [micro- 
form] , 93-20702 


Gun, air defense artillery, towed, 20mm, 
M167A2_ (1005-01-177-9237) [micro- 
form], 93-20703 


Hammer, pile driver, self-powered, diesel 
engine driven, w/fuel oil tank and lu- 
bricating oil tank (Link-Belt Speeder 
model 180M) (NSN 3895-00-014-0583) 
[microform] , 93-20678 


Hand receipt catalog covering content of 
[microform] : sets, kits, and outfits 
components list for tool kit, battery 
service TK-90/G, (NSN 5180-00-542- 
5812), (LIN W33278)., 93-15713 


Hand receipt catalog covering content of 
sets, kits, and outfits components [mi- 
croform] : tool kit, antiaircraft artillery 
maintenance, Vulcan air defense (NSN 
4933-00-937-4517), (LIN Z68161)., 93- 
27841 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
[microform] : demolition equipment set, 
explosive initiating, electric and none- 
lectric, national stock no. 1375-00-047- 
3750, (line item no. F91490)., 93- 
25390 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
[microform] : light set, general illumi- 
nation, 15 KW, national stock number 
6230-00-299-7080, line item number 
H79221., 93-18047 


Hand receipt catalog covering content of 
sets, kits and outfits components list 
[microform] : light set, operational 
area, aircraft, national stock no. 6210- 
00-332-3757, line item no. H79221., 
93-20645 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
[microform] : reproduction expendable 
supply set, moist process, (national 
stock no. 3610-00-889-3246), (line item 
no. R84552)., 93-20640 


Hand receipt catalog covering content of 
sets, kits and outfits components list 
[microform] : service kit, power line 
maintenance distribution line, utilities 
team 03HC and 04HD, (NSN 4940-00- 
089-5278), (LIN S78702)., 93-27843 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
[microform] : tool kit, radar antenna 
maintenance : Vulcan Air Defense 
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System, general support maintenance, 
(national stock no. 4931-00-575-0717), 
(line item no. W49464), (formerly 
Z85841)., 93-25392 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
[microform] : water purification equip- 
ment set, 3,000 gallons per hour; truck 
mounted, national stock number 4610- 
00-202-8701, line item number Y36034., 
93-23205 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for link reinforcement set, (NSN 5420- 
01-139-1503), (LIN ©27309) [micro- 
form], 93-27846 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for minefield marking set, hand empla- 
ceable, M133, NSN 9905-01-019-0140, 
LIN M49483 [microform] , 93-18050 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for repair kit, tentage, (NSN 8340-00- 
262-5767), (LIN R75709) [microform] , 
93-23218 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for shop equipment, woodworking base 
maintenance trailer mounted, (NSN 
3220-00-270-8630) (LIN 116988) 
generator, map only (NSN 3220-00- 
939-6693) [microform] , 93-18040 


Hand receipt catalog covering content of 
sets, kits and outfits components list for 
shop set, automotive maintenance and 
repair [microform] organizational 
maintenance, common no 2 ... map 
only (NSN _ 4910-00-919-0082)., 93- 
20641 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for tank assembly, fabric, collapsible, 
10-000 gal; petroleum, (NSN 5430-00- 
641-8552), (LIN V12552) [microform] , 
93-27847 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for tool kit, electronic equipment, TK- 
105/G, (NSN 5180-00-610-8177), (LIN 
W37388) [microform] , 93-23207, 93- 
23208, 93-23209, 93-23210, 93- 
25393, 93-25394, 93-27845 


Hand receipt catalog covering content of 
sets, kits and outfits components list for 
tool set, ammunition, direct support/ 
general support .. map only (NSN 
4940-00-919-0113) [microform] , 93- 
27842 


Hand receipt catalog covering contents 
of sets, kits and outfits components list 
for tool set, (EOD), MK 2 MOD 1, 
(1385-01-029-3190), (160333) [micro- 
form], 93-27839, 93-27840 
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Hand receipt covering content of compo- 
nents of end item (COED), basic issue 
items (BII), and additional authoriza- 
tion list (AAL) for tank, combat, full- 
tracked, 105-mm gun, M1 (2350-01-061- 
2445) General Abrams., 93-10961, 
93-13255 


Hand receipt covering content of sets, 
kits, and outfits components list for 
service kit, portable riot control agent 
disperser, M254, (NSN _ 1040-00-157- 
6974), (LIN S78839) [microform] , 93- 
27838 


Hand receipt covering content of sets, 
kits, and outfits components list for 
tool kit, artillery and turret mechanic’s, 
ordnance (5180-00-2:}7-7727), (W32182) 
[microform] , 93-15714 


Hand receipt covering contents of com- 
ponents of end item (COED), basic issue 
items (BID, and additional authoriza- 
tion list (AAL) for survey instrument, 
azimuth, gyro, lightweight (Lear 
Siegler, Inc. model AG-8), type 1, 
NSN 6675-00-062-8579., 93-1677, 93- 
4143, 93-4174, 93-6900, 93-15659, 
93-15664, 93-15673 


Hand receipt covering contents of com- 
ponents of end item (COED), basic issue 
items (BIT), and additional authoriza- 
tion list (AAL) for tractor, full tracked, 
low speed, diesel engine-driven- 
medium-drawbar-pull : model, tractor 
with ripper ... NSN, 2410-01-223-0350 
wey 93-15645 


Hand receipt covering end item/compo- 
nents of end item (COED), basic issue 
items (BID, and additional authoriza- 
tion list items (AAL) for refrigeration 
unit, mechanical, panel mounted, elec- 
tric motor driven, model F 10000 R-6, 
NSN 4110-01-077-8253, gasoline engine 
driven, model F 10000 RG-2, NSN 
4110-01-074-5175., 93-18021 


Hand receipt covering the end item/com- 
ponents of end item (COED), basic issue 
items (BIT), and additional authoriza- 
tion list (AAL) for filter/separator, 
liquid fuel, 50 gpm, frame mounted 
(General Steel Tank model 
FS0216A 101-1), NSN 4330-00-444-7117 
(Betta Systems, Inc., model 011F-Z- 
001) ..., 93-4157 


Hand receipt manual covering basic issue 
items (BII) and additional authorization 
list (AAL) for rifle, recoilless, 90-mm, 
M67, national stock no. 1015-00-657- 
7534., 93-13229 


Hand receipt manual covering content of 
[microform] : sets, kits, and outfits 
components list for shop equipment, 
Organizational repair, light truck 
mounted, (4940-00-294-95 16), 
(T13152)., 23-15708 

Hand receipt manual covering content of 
sets, kits, and outfits components list 
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[microform] : splicing kit, telephone 
cable, MK-356/G, NSN 5975-00-657- 
2183, line item number U05008., 93- 
25395 


Hand receipt manual covering content of 
sets, kits, and outfits components list 
for shop equipment, organizational 
repair, light, truck mounted, (4940-00- 
294-9515), (113152) [microform] , 93- 
27844 


Hand receipt manual covering contents 
of components of end item (COED, 
basic issue items (BII), and additional 
authorization list (AAL) for power 
supply PP-6148/U (NSN 6130-01-062- 
3618)., 93-10983 


Hand receipt manual covering end item/ 
components of end item (COE]), basic 
issue items (BID), and additional author- 
ization list (AAL) related to compres- 
sor, reciprocating, air, receiver, mount- 
ed, electric motor driven, 5 cfm, 175 
psi (Champion Pneumatic model 
60CAW20HM-1) (national stock no. 
4310-00-930-7147)  ..., 93-4156, 93- 
9040 


Handling, storage, and disposal of Army 
aircraft components containing radioac- 
tive materials., 93-20658 


Headquarters and Headquarters Compa- 
ny, Area Support Group [microform] , 
93-27851 


Headquarters and Headquarters Compa- 
ny, Corps and Airborne Corps Signal 
Brigade [microform] , 93-25405 

Headquarters and Headquarters Detach- 
ment, Petroleum Supply Battalion [mi- 
croform] , 93-25403 


Health professions scholarship program 
for medicine : the Army medical team., 
93-4238 


HIAB model 8108 medium material han- 
dling crane (MHC) for M985E1 cargo, 
8 X 8 Heavy Expanded Mobility Tacti- 
cal Truck (HEMTT) ... truck, cargo, 
without winch M985E1, 2320-01-194- 
7031., 93-27883 


HIAB model 8109 heavy handling crane 
(MHC) for M984 wrecker-recovery ... 
2320-01-097-0248 [microform] , 93- 
20715 


The Historically black colleges and uni- 
versities student employment program : 
HBCU., 93-10935 


History of the 311th Support Command 
(Corps) and fortieth anniversary : Oc- 
tober 1950 to October 1990., 93-1664 

Hoisting unit truck mounting : organiza- 
tional maintenance, set no. 7 (4910-754- 
0652) installation in one 2-1/2-ton, 6 x 
6 cargo truck, M34 or M35., 93-4235 

Howitzer, heavy, self-propelled, 8-inch, 


M110A2, (2350-01-041-4590)., 93- 
18073 
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Identification list. FSC group 13, Ammu- 
nition and explosives [microform] : 
class 1305, ammunition, through 30mm 
... 1330, grenades., 93-13279 


Identification list. FSC group 13, Ammu- 
nition and explosives [microform] : 
class 1340, rockets and rocket ammuni- 
tion ... 1398, specialized ammunition 
handling and servicing equipment., 
93-15691 


Illustrated parts breakdown : AN/GSC- 
24(V) multiplexer set 61860000., 93- 
13252 


The Immediate experience : an intern in 
the Army Judge Advocate General’s 
Corps., 93-1711 


Infrared aiming light, AN/PAQ-4, (NSN 
5855-01-107-5925)., 93-1686 


Inspection of supplies and equipment [mi- 
croform] ammunition surveillance 
procedures., 93-20639 


Installation of tiedown kit and fabrication 
of dunnage for installation of shelters, 
electrical equipment, S-144, S-250, S- 
318 on truck 1-1/4 ton M-880 series, 
(NSN 5410-01-4708) [microform] , 93- 
20632 


Instructional guide for basic military 
preservation and packing [microform] : 
storage and supply activities. 93- 
13288, 93-15730 

Integrated logistic support (ILS) proce- 
dural guide., 93-13268 

Intelligence dissemination and production 
support : military intelligence. 93- 
6877 


Interchangeability criteria for batteries, 
storage (batteries, secondary) (lead-acid 


93-13295 
aircraft 


type)., 
Interior 
11020 


Intermediate (direct and general support) 
maintenance manual : generator set, gas 
turbine engine driven, skid mounted, 
150 kw, alternating current, tactical 
model D424A (6115-01-113-1093)., 93- 
10953 


Intermediate direct support and interme- 
diate general support maintenance 
repair parts and special tools list : 
crane, truck mounted, hydraulic, 25 ton 
(CCE), 3810-01-054-9779, Grove model 
TM S-300-5., 93-4147 


Intermediate (field) (direct and general 
support) and depot level maintenance 
manual : generator set, diesel engine 
driven, tactical skid mtd. 15 kw, 3 
phase, 4 wire, 120/208 and 240/416 
volts : DoD model MEP-004A ... 6115- 
00-463-9094., 93-4165, 93-6887 


Intrenching machine, combat, high speed; 
wheel mounted; ladder type (Unit Rig 
model 4262) w/Engine International 


color schemes., 93- 
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model UD 691 [microform] , 93- 
20670 


Kettle, heating, bituminous, G.E.D., trail- 
er mounted, 165 gal. capacity (General 
Steel tank model 1901), FSN 3895-351- 
2354 [microform] , 93-27869 


Landing craft, mechanized; steel; diesel 
power driven, 74 ft. Ig. hull nos. LCM- 
8500 thru LCM-8519 [microform] , 
93-18075, 93-20726 


Launcher, M48A5 tank chassis, transport- 
ing for bridge, armored-vehicle- 
launched, scissoring type, class 60, 
(5420-01-076-6096)., 93-18062 


Launcher, M60A1 tank chassis, transport- 
ing for bridge, armored vehicle 
launched, scissoring type, class 60 NSN 
5420-00-889-2020 [microform] , 93- 
20698 


Launching station M54A2E1, CHAPAR- 
RAL air defense guided missile system, 
(1440-01-207-3002)., 93-27882 


Launching stations M54, M54A1, and 
MS54A2, CHAPARRAL air defense 
guided missile systems., 93-27881 


Laundry and Renovation Company, gen- 
eral support [microform] , 93-25404 


Laundry unit, trailer mounted, M85, 
model M85-200, (3510-01-365-5687)., 
93-27888 


Leader’s unit level maintenance hand- 
book [microform] , 93-13289 

Leadership for total Army quality : gives 
us the edge., 93-23172 

Limited usage of mast AB-155/U with 
radio beacon set AN/GRN-6 pending 
redesign of mast AB-360/G [micro- 
form], 93-20630 


List of applicable publications (LOAP) : 
CH-47A, CH-47B, and CH-47C heli- 
copters., 93-6904 


Loader, scoop type, DED, 4x4, articulat- 
ed frame steer, 2-1/2 cubic yard, (J.I. 
Case model MW24C), NSN 3805-01- 
150-4814 [microform] , 93-20673 

Loader, scoop type, diesel engine; 4 
wheel drive ... Cummins model JT-6- 
B1 [microform] , 93-20669 


Loader-transporter, guided _ missile, 
XMS01E3, (Hawk guided missile 
system), (NSN 1450-00-066-8873) [mi- 
croform], 93-20706 

Lubricating and servicing unit, power op- 
erated, trailer mounted, CFM 15 CFM 
compressor, reciprocating, gasoline 
engine driven, Elliot machine model 
ENG-3A [microform] , 93-20696 


Lubrication of teletypewriter equipment., 
93-23226 


Maintenance and care of common type 
machine tools and shop equipment 
before, during, and after operation., 
93-13299 





Maintenance and repair of surface[d] 
areas., 93-1669 


Maintenance expenditure limits for FSC 
group 34, FSC classes 3405, 3413, 3415, 
3416, 3417, 3418, 3419, 3424, 3431, 
3432, 3441, 3445, 3446, 3449, 3450, and 
3460., 93-11021 


Maintenance expenditure limits for FSC 
group 66, FSC classes 6645 and 6650., 
93-9050 


Maintenance expenditure limits for FSC 
group 69, FSC class 6930., 93-15736 


Maintenance expenditure limits for FSC 
group 71, FSC classes 7105, 7110, 7125, 
7195., 93-4237 


Maintenance expenditure limits for FSC 
groups 15, 28, 29, 63, 66, & 81, FSC 
classes 1560, 2810, 2840, 2915, 2925, 
2935, 2945, 2995, 6340, 6610, 6620, & 
8145., 93-27860 


Maintenance expenditure limits for FSC 
groups 72, 83, 84, FSC classes 7210, 
8340, 8400., 93-9049 

Maintenance expenditure limits for mili- 
tary standard engines (military design) 
and outboard motors., 93-20661 

Maintenance expenditure limits for tacti- 
cal wheeled vehicles FSC group 23, 
FSC classes 2320 and 2330., 93-4236 


Maintenance instructions : USAF series 
L-26B and C aircraft., 93-9007 


Maintenance instructions, direct support/ 
general support maintenance : M128 
ground vehicle mine dispenser (1095- 
00-397-3456)., 93-4171 

Maintenance instructions, organizational, 
direct support, and general support (in- 
cluding repair parts and special tools 
list) : countermeasures panel indicator 
ID-2300/ALQ-151(V) and _ counter- 
measures control C-11124/ALQ- 
151(V), ESL Incorporated, DAAK20- 
80-C-0521., 93-1693 

Maintenance instructions, organizational 
maintenance : M977 series, 8 x 8 Heavy 
Expanded Mobility Tactical Trucks 
(HEMTT) : model, truck, cargo, with 
winch M977, NSN 2320-01-097-0260 
wey 93-10957 

Maintenance management procedures for 
medical equipment., 93-9048 

Maintenance requirements for mechanical 
equipment for armies., 93-23228 

Maintenance test flight manual : Army 
model AH-64A helicopter., 93-1697 

Maintenance test flight manual : Army 
model OH-58A/C helicopter. 93- 
1696 


Manpower procedures handbook [micro- 
form], 93-15726 


Marking of ammuniton and its packaging 
of caliber below 20mm., 93-11016 
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Masonry structural design for buildings., 
93-9008 


Master menu for summer 1989 [micro- 
form], 93-20626 

Match quality weapons : or 
care and cleaning., 93-27854 

Match quality weapons : serviceability 
and maintenance i informa- 
tion, refs TM 9-1005-211-12P, TM 9- 
1005-222-12P/1, TM 9-1005-223-12P., 
93-15733 


Medical company (clearing) dispensary 
detachments [microform] , 93-25400 
Medical gas cylinders., 93-11018 
Medical record administration : 
services., 93-1665 

Memphis State University 
ROTC., 93-6873 

Military chaplains’ review., 93-479 

Military construction, Army (MCA) pro- 
gram development : construction., 93- 
23176 

Military construction responsibilities 
construction., 93-23177 

Military Intelligence Company (Aviation) 
(Aerial Surveillance), Military Intelli- 
gence Battalion (CEWI) (Aerial Ex- 
ploitation) (Corps), (TOE 34-147J) [mi- 
croform], 93-25409 

Military law review., 93-460 


Military publications. Index of obsolete 
forms/publications [[microform].] , 
93-4229 

Military publications posting and filing 
publications [microform] , 93-13282 

Mine, antipersonnel, M3 and fuze, mine, 
combination, M7A1, surveillance func- 
tion test [microform] , 93-25388 

Ministry to the hospitalized [microform] , 
93-13293 

Mission training plan for the combat en- 
gineer platoon (Airborne/Light/Air 
Assault/Motorized Division and Air- 
borne Corps) [microform] , 93-25397 

Mission training plan for the direct sup- 
port postal platoon [microform] , 93- 
25406 

Mission training plan for the Personnel 
Service Company [microform] , 93- 
25407 

Mission training plan for the scout pla- 
toon., 93-4228 

Mixer, rotary tiller, DED, 4 wheel, pneu- 
matic tired, self-propelled (FWD 
Corp., model B2-1171) (NSN 3895-00- 
883-0437)., 93-27868 

Mobile field kitchen, MKT-75 (7360-00- 
138-7782) [microform] , 93-20725 

Mobile field laundry and bath operations 
: logistics., 93-25384 
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The Montgomery GI Bill : get up to 
$14,400 for college plus a whole lot 
more., 93-20610 


Munitions restricted or suspended., 93- 
461 


M128 ground vehicle mine dispenser [mi- 
croform] , 93-20704 


Nepal and Bhutan : country studies /, 
93-27852 


Nigeria, a country study /, 93-4230 


Officer’s guide to the officer record brief 
[microform], 93-13287 


One-ton containers., 93-23219 

Operating and service instructions : gen- 
erator set, USAF models C-26, MD-3, 
MD-3A, MD-3B, and MD-3M series., 
93-6912 


Operation and maintenance instructions 
with illustrated parts breakdown 
tester, oxygen mask, headset, micro- 
phone, and flash goggles, type MQ-1A, 
PN 1854, NSN 6695-01-097-0441., 93- 
20624 


Operation and organizational mainte- 
nance manual : pumping assembly, 
flammable liquid, bulk transfer, gaso- 
line engine driven, 350 gpm capacity, 
275 feet total dynamic head, wheel 
mounted (Peabody Barnes, Inc. model 
US37ACG), FSN 4320-195-4914., 93- 
13220 


Operation and service : distress marker 
light, part no. SDU-5/E (NSN 6230- 
00-067-5209)., 93-13270 


Operation, maintenance, and inspection 
instructions with parts breakdown : 
jack, hydraulic, tripod 3 ton, part no. 
8587, FSN 1730-734-9382., 93-15684 


Operator and organizational maintenance 
instructions for open circuit military 
scuba system., 93-4232 


Operator and organizational maintenance 
manual : armament subsystem, helicop- 
ter, 7.62 millimeter machine gun, high 
rate, XM27E1 (1005-933-6242) (used on 
OH-6A helicopter)., 93-4168 


Operator and organizational maintenance 
manual : auger, earth, skid mounted 
(Texoma model 254-8-2), FSN 3820- 
201-8293., 93-10941 


Operator and organizational maintenance 
manual : drill, pneumatic, drifter, self- 
propelled, Joy model RAM-MS-5/ 
450A-DR, FSN 3820-445-3766., 93- 
10940 


Operator and organizational maintenance 
manual : generator set, diesel engine 
driven, tactical skid mtd Skw, 1 phase - 
2 wire, 1 phase - 3 wire, 3 phase - 4 
wire, 120, 120/240 and 120/208 volts : 
DoD model MEP-002A, class utility, 
hertz 60, NSN 6115-00-465-1044., 93- 
13225 
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Operator and organizational maintenance 
manual : generator set, diesel engine, 
precise power, 100 kw, AC, 120/208V, 
240/416V, 3 phase, 60 cycle, at 1800 
rpm, 83.3 kw, 120/208V, 240/416V, 3 
phase, 50 cycle at 1500 rpm, skid 
mounted ...., 93-10952 


Operator and organizational maintenance 
manual : power supply PP-3514/U., 
93-10997 


Operator and organizational maintenance 
manual : radiac set, AN/PDR-56F 
(NSN 6665-00-211-6895)., 93-4205 


Operator and organizational maintenance 
manual : radio sets AN/ARC-73 and 
AN/ARC-73A., 93-4194 


Operator and organizational maintenance 
manual : tank, fabric, collapsible, POL, 
3,000 gallon (11,355 liter), NSN 5430- 
00-268-8187, 10,000 gallon (37,850 
liter), NSN 5430-00-052-3412, 10,000 
gallons (37,850 liter), NSN 5430-00- 
641-8552), 50,000 gallon (189,250 liter), 
NSN 5430-00-182-8181., 93-13224 


Operator and organizational maintenance 
manual : test set, audio AN/GRM-65 
(NSN 6625-00-935-1500)., 93-13264 


Operator and organizational maintenance 
manual : transponder set AN/APX-44., 
93-9032 


Operator and organizational maintenance 
manual : truck, lift, fork, electric, solid 
rubber tires, 4,000 Ibs. capacity, 144 in. 
lift., 93-1681 


Operator and organizational maintenance 
manual : truck, lift, fork, EMD, solid 
rubber tired wheels, 2000 Ibs capacity, 
144 in lift, Army model MHE 219, 
Allis Chalmers model FE20-24EE, 
FSN 3930-151-4432., 93-13242 


Operator and organizational maintenance 
manual : truck, lift, fork, GED, solid 
rubber tired wheels, 4000 Ibs capacity, 
180 in lift, Army model MHE 209, 
Allis Chalmers model F40-24PS, FSN 
3930-459-5948., 93-15657 


Operator and organizational maintenance 
manuai for truck, lift, fork, diesel 
engine, pneumatic tired wheels, rough 
terrain, 6,000 Ib. capacity, 24 inch load 
center (Anthony model MLT-6, Army 
model MHE 200), NSN 3930-00-903- 
0900 ...., 93-13241 


Operator and organizational maintenance 
manual for 90-mm recoilless rifle, M67 
w/e (1015-00-657-7534)., 93-4170 


Operator and organizational maintenance 
manual including repair parts and spe- 
cial tool lists : binocular, electronic 
AN/PAS-S., 93-13256 


Operator and organizational maintenance 
manual, including repair parts and spe- 
cial tools lists : air conditioner, trailer- 
mounted, generator-set-powered, 1800 
Btu/hr, FSN 4120-930-5700., 93-10944 
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Operator and organizational maintenance 
manual including repair parts and spe- 
cial tools list : cradle, boat, 27 ft, 
bridge erection boat, NSN 2090-00-348- 
8138., 93-4142 


Operator and organizational maintenance 
manual including repair parts and spe- 
cial tools list : nozzle assembly, closed 
circuit refueling with strainer assembly 
(E.B. Wiggins model CCN 101/14), 
NSN 4930-00-117-4726., 93-9015 


Operator and organizational maintenance 
manual, including repair parts and spe- 
cial tools lists : voice-frequency tele- 
graph equipment as used in radio ter- 
minal sets AN/TRC-90, AN/TRC- 
90A, AN/TRC-90B, AN/TRC-129, 
and AN/TRC-129A., 93-13250 


Operator and organizational maintenance 
repair parts and special tool lists for 
caliber .30 US rifle M1 (National 
Match)., 93-13226 


Operator and organizational maintenance 
repair parts and special tools list and 
maintenance allocation chart, mast AB- 
86/GRA-4., 93-20622 


Operator and organizational preventive 
maintenances, checks, and services for 
generator, signal SG-297( )/URM-103., 
93-6921 


Operator and unit maintenance for AN/ 
CYZ-10 automated net control device 
(ANCD), NSN 5810-01-343-1194 (EIC: 
QSU) with the single channel ground 
and airborne radio systems (SINC- 
GARS)., 93-27856 


Operator, aviation unit, and intermediate 
maintenance manual (including repair 
parts and special tools) for hydra 70 
rocket launchers : M1158A1 (1055-00- 
805-0689) ... M261 (1055-01-071-0064)., 
93-13230 


Operator/crew boat set list, basic issue 
items and accessory items : repair shop, 
floating, marine equipment, non pro- 
pelied, design 7011, NSN 1935-00-375- 
3000; boat set NSN 2090-00-137-1686; 
hull designation FMS applicable to 
hulls FMS-786 through FMS-789., 93- 
6925 


Operator, organizational, and direct sup- 
port maintenance manual including 
repair parts and special tools list for 
range outfit, field, gasoline, model 
M59, NSN 7360-00-082-2153, burner 
unit, gasoline model M2, NSN 7310-00- 
842-9247 ...., 93-9026 


Operator, organizational, and direct sup- 
port maintenance manual, including 
repair parts and special tools list : tent, 
vehicle maintenance, with cover, pins, 
and support, FSN 8340-889-3686., 93- 
6897 





1993 


Operator, organizational, and direct sup- 
port maintenance manual, including 
repair parts and special tools lists : 
welding shop, trailer mounted, Libby 
model unassigned, FSN 3431-935-7821., 
93-10939 


Operator, organizational, direct, and gen- 
eral support maintenance manual 
compressor, reciprocating, air, wheel 
mounted, 2 wheel, pneumatic tires, 
GED, 4 cfm, 3000 psi (210.9000 kgs 
per sq cm) (Walter Kidde model 
893811), NSN 4310-00-997-6004., 93- 
6886 


Operator, organizational, direct, and gen- 
eral support maintenance manual 
heater, space, multi-fuel, with blower, 
60,000 Btu/hr (Hunter model UH- 
68D), FSN 4520-114-1055., 93-4158 


Operator, organizational, direct, and gen- 
eral support maintenance manual, in- 
cluding repair parts and special tools 
list : hypochlorination unit, water puri- 
fication, frame mounted, water driven, 
100 gpm (Wallace and Tiernan model 
A-506111), FSN 4610-880-0154., 93- 
9014 


Operator, organizational, direct support, 
and general support maintenance : 
mobile servicing unit, diesel engine 
driven, model MSU-1, part no. C520- 
1000 (FSN 1730-855-6108)., 93-6907 


Operator, organizational, direct support, 
and general support maintenance 
manual : air conditioner, horizontal, 
compact, 9,000 Btu (Trane models) 
208V, 3 phase, 50/60 hertz, model 
MAC6H9-208-1101-03 (FSN 4120-411- 
5442), 208V ... 115V ... 230V ...., 93- 
6884 


Operator, organizational, direct support, 
and general support maintenance 
manual : compressor, power driven 
rotary 2 stage, 250 cfm, 100 psi, 4 cyl- 
inder, 2 cycle, DED, trailer mtd, 2 
wheel (Ingersoll-Rand Co. model 
RMS-250), FSN 4310-471-3075., 93- 
10948 


Operator, organizational, direct support, 
and general support maintenance 
manual : compressor, rotary, air, diesel 
engine driven, 250 cfm, 100 psi, trailer 
mounted, two wheel (Davey model 
14M250RPV) FSN  4310-256-9319, 
component of pneumatic tool and com- 
pressor outfit, FSN 3820-950-8584., 
93-10949 


Operator, organizational, direct support, 
and general support maintenance 
manual : editorial and photomechanical 
shelter, NSN 3610-00-987-9066, compo- 
nent of printing plant, special warfare, 
transportable, NSN 3610-00-889-3311., 
93-4188 


Operator, organizational, direct support, 
and general support maintenance 





manual : loader, scoop type, DED, 4 
wheel drive, pneumatic tired, hinged 
frame steer, 2 1/2 cu. yd. multi-purpose 
bucket (J.I. Case model MW-24), FSN 
3805-253-0627., 93-4145 


Operator, organizational, direct support, 
and general support maintenance 
manual motor generator, power 
supply generator, 60 kw, 120/208, 240/ 
416 volt, 3-phase, 4 wire service, 400 
hertz, DC component output, 28 volt, 
10 amp, motor input AC, 416 volt, 3- 
phase, 60 hertz, portable skid mounted 
(General Dynamics Corp. model 
14105008), FSN 6125-917-2244., 93- 
9016 


Operator, organizational, direct support, 
and general support maintenance 
manual : refrigeration unit, mechanical, 
panel type, field portable, 5000 Btu ca- 
pacity, Dixie-Narco, Inc. model DN- 
5000-IV, FSN 4110-933-6114 ...., 93- 
6882 


Operator, organizational, direct support, 
and general support maintenance 
manual : tank and pump unit, liquid 
dispensing, for truck mounting (Ad- 
vanced Industries model 1800) FSN 
4930-070-1181., 93-13222 


Operator, organizational, direct support, 
and general support maintenance 
manual for charger, battery, SVC-40- 
20-M-D3 (6130-883-8129) (including 
repair parts and special tools lists)., 
93-6893 

Operator, organizational, direct support, 
and general support maintenance 
manual for converter, telephone signal 
CV-1919/G, NSN 5805-00-910-8848., 
93-15665 


Operator, organizational, direct support 
and general support maintenance 
manual including repair parts list for 
spray outfit, paint, model 50-6519 
(Eclipse Systems, Inc) (4940-00-857- 
2290)., 93-4184, 93-6892 


Operator, organizational, direct support, 
and general support maintenance 
manual (including repair parts list) : re- 
corder-reproducer set, sound AN/ 
UNH-17A., 93-4206 


Operator, organizational, direct support, 
general support, and depot mainte- 
nance : modem, telephone, MD-773/ 
GCC, MD-774/GCC, and MD-775/ 
GCC., 93-10973 


Operator, organizational, direct support, 
general support, and depot mainte- 
nance manual : compressor, reciprocat- 
ing, air, gasoline engine, 15 cfm, 175 
psi, receiver mounted (Champion pneu- 
matic model OEG-458-ENG-1), FSN 
4310-861-9818, receiver mounted 
(Champion pneumatic model OEG- 
458-ENG-2) ...., 93-4155 
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Operator, organizational, DS, and GS 
maintenance repair parts and special 
tool lists : launchers, grenade, M7A3 
and M76., 93-6888 


Operator, organizational, DS, GS, and 
depot maintenance manual including 
repair parts and special tools lists : os- 
cilloscope, Tektronix types 422/R422 
with type 422 AC-DC power supply., 
93-4202 

Operator, organizational, DS, GS, and 
depot maintenance manual (including 
repair parts and special tool lists) : 
radio frequency power test set TS- 
2609/U., 93-13266 


Operator, organizational, DS, GS, and 
depot maintenance manual including 
repair parts and special tool lists : re- 
corder-reproducer set, sound AN/ 
TNH-17., 93-13267 


Operator, organizational, field, and depot 
maintenance manual : pump, centrifu- 
gal, fresh water, gasoline driven, base 
mounted, 4 in, 200 gpm, 300 ft head 
(Carver model 4WHIS), serial number 
range 37715RF through 37814RF, FSN 
4320-810-7310 ...., 93-9013 


Operator’s and crewmember’s checklist : 
Army model C-12A/C/D pilot’s 
checklist., 93-9044 


Operator’s and crewmember’s checklist : 
Army model RC-12D aircraft., 93- 
1695 


Operator’s and crewmember’s checklist : 
Army model RC-12D aircraft : NSN 
1510-01-087-9129 (EIC: SRC), pilot’s 
checklist., 93-18038 


Operator’s and crewmember’s checklist : 
Army model U-21A aircraft : pilot’s 
checklist., 93-1694 

Operator’s and organizational mainte- 
nance manual : battery charger-analyz- 
er AN/USM-432 (NSN 6130-01-055- 
1574)., 93-10985 


Operator’s and organizational mainte- 
nance manual : detecting sets, infrared 
AN/AAS-14A and AN/AAS-14B and 
transmitter, radio AN/ART-41A (air- 
borne components of surveillance 
system, infrared AN/UAS-4A) and 
cable assembly sets, electrical MX- 
7268/AAS-14A and MxX-7270/UAS- 
4A., 93-6901 

Operator’s and organizational mainte- 
nance manual : pulse form restorer 
TD-1218/G (NSN 5820-01-145-4938)., 
93-13253 

Operator’s and 
nance manual : 
158., 93-9030 

Operator’s and organizational mainte- 
nance manual : test set, electronic cir- 
cuit plug-in unit AN/ARM-87 (NSN 
6625-00-908-0358)., 93-10996 
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Operator’s and organizational mainte- 
nance manual : water purification unit, 
van-type, body mounted, electric 
driven, AC, 115, 208 V, single- and 3- 
phase, 60 hertz, 1/20 to 2 hp, 3000 gph 
(MET-PRO model 3000V), NSN 4610- 
00-168-1799., 93-4161 


Operator’s and organizational mainte- 
nance manual for signal generators 
AN/URM-52 (NSN 6625-00-556-8 107), 
AN/URM-52A (NSN _ 6625-00-592- 
5742), AN/URM-52B (NSN 6625-00- 
965-1501)., 93-10987 


Operator’s and organizational mainte- 
nance manual including repair parts 
and special tools list : helmet, flyer’s 
protective, model SPH-4, regular, NSN 
8415-00-144-4981; model SPH-4, extra 
large, NSN 8415-00-144-4985., 93- 
9027 


Operator’s and organizational mainte- 
nance manual including repair parts 
and special tools lists : simulator, radio 
frequency SM-442A/GRC., 93-11000 


Operator’s and organizational mainte- 
nance manual including repair parts list 
recorder-processor-viewers, radar 
mapping, RO-166/UP, RO-166B/UP, 
RO-166C/UP, RO-166D/UP, and RO- 
166E/UP., 93-18035 


Operator’s and unit maintenance manual : 
switchboards, telephone, manual, SB- 
22/PT (NSN _ 5805-00-257-3602) and 
SB-22A/PT (NSN 5805-00-715-6171) 
(including tone signaling adapter TA- 
977/PT (NSN  5805-01-040-9653))., 
93-15662 


Operator’s, aviation unit, and intermedi- 
ate maintenance manual for oxygen 
servicing unit, part no. AA1730-1315, 
NSN 1730-00-435-7817., 93-15685 


Operator’s manual : armored combat 
earthmover (ACE), M9 (2350-00-808- 
7100)., 93-1672 


Operator’s manual : battery servicing 
shelter, mounted AN/TSM-133 (NSN 
4940-01-052-3773)., 93-13245 

Operator’s manual : calibrator, radiac, 
TS-1230A, FSN 6665-973-1123., 93- 
13213 

Operator’s manual : decontaminating kit, 
skin, M291., 93-20615 

Operator’s manual : disk memory unit 
MU-705/MYQ-4 (NSN _ 7025-01-092- 
2745)., 93-6903 


Operator’s manual : grenade launcher, 40- 
mm, M203 (1010-00-179-6447)., 93- 
4169 


Operator’s manual : grinding machine, 
cylinder head (Cedar Rapids Engineer- 
ing model 860), FSN 4910-889-2051., 
93-4183 

Operator’s manual : grinding machine, 
drill (Black Diamond Saw and Ma- 
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chine Works, Inc., model DD2) (3415- 
517-1050)., 93-9020 


Operator’s manual : grinding machine, 
valve face, bench mounting, 9/32 inch 
to 11/16 inch chuck, 0 to 45 degree 
valve, face angle adjustment, 115-volt, 
AC/DC, 60-cycle, single phase (Cedar 
Rapids model “KWIK-WAY” KK) 
(4910-540-4679)., 93-4182 


Operator’s manual : meter, RF millivolt 
ME-526A/USM (NSN 6625-01-161- 
1461)., 93-1692 


Operator’s manual : mine field marking 
set, hand emplaceable M133, NSN 
9905-01-019-0140., 93-4167 


Operator’s manual : radio set AN/PRC- 
127 (NSN = 5820-01-266-5964)., 93- 
27834 


Operator’s manual : tester, airflow, gas- 
particulate filter unit, M39 (NSN 6680- 
00-436-4212)., 93-6879 


Operator’s manual : truck, forklift, DED, 
pneumatic tire, articulated, frame steer, 
4,000 Ib. capacity, rough terrain, Army 
model MHE 237 (J.I. Case model 
M4K) (NSN 3930-01-076-4237)., 93- 
6896 


Operator’s manual : truck, lift, fork, gaso- 
line engine driven, pneumatic tired 
wheels, 6000-Ib capacity, 168-inch lift, 
Allis-Chalmers model FP60-24PS, 
Army model MHE-213, FSN 3930-00- 
935-7979., 93-4189 


Operator’s manual : UH-60A and EH- 
60A helicopter., 93-4212 


Operator’s manual for container crane, 
40-ton, rough terrain, model RT875CC, 
NSN 3810-01-205-2716., 93-23180 


Operator’s manual for grader, heavy, 
road, motorized, diesel engine driven : 
type I (nonsectionalized) NSN 3805-01- 
252-0128, type II (sectionalized) NSN 
3805-01-251-8252., 93-4146 


Operator’s manual for tractor, full 
tracked, low speed, DED, medium 
drawbar pull, SSN M061 : tractor with 
ripper, NSN 2410-01-223-0350 ... trac- 
tor with winch and winterized cab, 
NSN 2410-01-253-2117., 93-18017 


Operator’s, organizational, and direct sup- 
port maintenance manual : decollator 
MX-10487/MYQ-4A (NSN _ 7045-01- 
153-0791)., 93-20623 


Operator’s, organizational, and direct sup- 
port maintenance manual : encoder-de- 
coder KY-801/GSC (NSN 5895-01- 
034-1061)., 93-15669 


Operator’s, organizational, and direct sup- 
port maintenance manual : satellite 
communications set AN/USC-28(V) 
(NSN  5895-01-089-7581)., 93-23192, 
93-27836 


Operator’s, organizational, and direct sup- 
port maintenance manual : tank and 
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pump unit, liquid dispensing, for truck 
mounting, mil design tank and pump 
units : gasoline engine driven model 
(97403) 13217E7100, NSN 4930-00-426- 
9960 : electric motor driven model 
(97403) 13217E7130, NSN 4930-01-130- 
7281., 93-4163 


Operator’s, organizational, and direct sup- 
port maintenance manual (including 
repair parts and special tools list) : 
pump, centrifugal, frame mounted, 1 1/ 
2 in., gasoline engine driven, less 
engine (Barnes model 17570) NSN 
4320-00-752-9466, electrical motor 
driven (Schleyer model 4M-SE2000), 
NSN = 4320-00-010-5888, _ electrical 
motor driven (Barnes model US4CCE), 
NSN 4320-00-937-8099., 93-9012 


Operator’s, organizational, and direct sup- 
port maintenance manual (including 
repair parts and special tools list) : 
truck, fire fighting, 4x4, model 1350 
PKP/200 AFFF, NSN 4210-00-484- 
5729, ANSUL fire protection., 93- 
4154 


Operator’s, organizational, direct support, 
and general support maintenance 
manual : air conditioner, horizontal, 
compact, 18,000 Btu/hr, 208 volt, 3 
phase, 50/60 hertz, model F18H-3S 
(4120-01-165-1125)., 93-1676 


Operator’s, organizational, direct support 
and general support maintenance 
manual : air conditioner, horizontal, 
compact, 9,000 Btu/hr, 115 volt, single 
phase 50/60 hertz, model A9KH-115P, 
NSN 4120-01-136-2214., 93-1675 


Operator’s, organizational, direct support, 
and general support maintenance 
manual : air conditioner, split package, 
18,000 Btu/hr cooling, 30,000 Btu/hr 
heating, 208 volt, 3 phase, 400 hertz, 
Keco model F18H4-2 (4120-01-069- 
1321)., 93-1674 


Operator’s, organizational, direct support, 
and general support maintenance 
manual : maintenance kits, electronic 
equipment, MK-1978/VRC and MK- 
1978A/VRC (NSN 6625-01-078-5893)., 
93-18037 


Operator’s, organizational, direct support, 
and general support maintenance 
manual : refrigeration unit, mechanical, 
panel type, 5000 Btu/hr, gasoline 
engine driven (GED), model ERU-5G 
(NSN 4110-01-076-1991)., 93-6883 


Operator’s, organizational, direct support, 
and general support maintenance 
manual for chassis, semitrailer, 6-ton, 4- 
wheel, M295A1 (NSN 2330-00-649- 
8124), semitrailer, van, expansible, 6- 
ton, 4-wheel, M313 (NSN 2330-00-772- 
5273), semitrailer, van, shop ...., 93- 
23186 
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Operator’s, organizational, direct support, 
and general support maintenance 
manual for semitrailer, tank, fuel, 5000 
gallon, 4 wheel, M131A4 (NSN 2330- 
00-994-9459), M131A5 (NSN 2330-00- 
226-6079), semitrailer, tank, fuel servic- 
ing, 5000 gallon, 4 wheel, M131A4C 
(NSN 2330-00-994-9458) ...., 93-23187 


Operator’s, organizational, direct support, 
and general support maintenance 
manual (including maintenance repair 
parts list) for test set electrical, Tek- 
tronix type 1502-1, NSN 6625-01-084- 
3855, Tektronix, Inc., 93-20620 


Operator’s, organizational, direct support, 
and general support maintenance 
manual including repair parts list for 
separator, oil and water, model P/N 
50-6655 (Eclipse Systems, Inc.) (NSN 
4940-00-242-4101)., 93-4185, 93-4186, 
93-6891, 93-9021, 93-10946, 93- 
10958, 93-10959, 93-10965, 93- 
13239, 93-13240, 93-15654 


Operator’s, organizational, direct support, 
and general support maintenance 
manual (including repair parts and spe- 
cial tools list) : drums, fabric, collapsi- 
ble non-vented, 500 gallon, liquid fuel, 
part no. 13216E9172, NSN 8110-00- 
753-4892 ... 55 gallon, potable water 
wey 93-10969 


Operator’s, organizational, direct support, 
and general support maintenance 
manual including repair parts and spe- 
cial tools list (including depot mainte- 
nance repair parts and special tools) : 
radio test set AN/PRM-32., 93-11002 

Operator’s, organizational, direct support, 
and general support maintenance 
manual (including repair parts informa- 
tion and supplemental maintenance in- 
structions) : tractor, full tracked, low 
speed, heavy drawbar pull, (size T-11), 
w/angle dozer, winch and rops, Cater- 
pillar model D8K-8A-58 (CCE) NSN 
2410-00-574-7597 and  w/bulldozer 
(semi-u-tilt), ripper and rops, Caterpil- 
lar model D8K-8S-8 (CCE) NSN 2410- 
00-574-7598., 93-15644 


Operator’s, organizational, direct support 
and general support maintenance 
manual (including repair parts and spe- 
cial tools lists) : trailer, cargo 3/4-ton, 
2 wheel, M101 (2330-00-738-9509), 
MIO1A1 (2330-00-898-6779), M10i1A2 
(2330-01-102-4697), chassis, trailer 3/4- 
ton, 2 wheel, M116 (2330-00-542-5987), 
MI116A1 (2330-00-898-6780), M116A2 
(2330-01-101-8434)., 93-15651 


Operator’s, organizational, direct support, 
and general support maintenance repair 
parts and special tools list (including 
depot maintenance repair parts and 
special tools) : headset, electrical H- 
113/U, FSN 5965-504-6370., 93-9033 


Operator’s, organizational, direct support, 
and general support maintenance repair 





parts and special tools lists (including 
depot maintenance repair parts and 
special tools) : headset, microphone H- 
63/U, FSN 5965-237-8049., 93-13259 


Operator’s, organizational, direct support, 
and general support maintenance repair 
parts and special tools lists (including 
depot maintenance repair parts and 
special tools) : tube socket adapater kit 
MX-1258/U, FSN 6625-301-0815., 93- 
10981 


Operator’s, organizational, DS, and GS 
maintenance manual including repair 
parts and special tools list : balancing 
and adapter kits (Marvel), balancing 
kits 7A050 ... federal stock number 
4920-572-0987 ... adapter kits 7A052 ...., 
93-13275 


Operator’s, organizational, DS, GS, and 
depot maintenance manual : terminal, 
telegraph AN/TSC-58., 93-13251 


Operator’s, unit, direct support, and gen- 
eral support maintenance for compres- 
sor, air, rotary screw, 750 cfm, 100 psi, 
wheel-mounted, DED, Sullair model 
750 DP (NSN 4310-01-053-3891)., 93- 
23184 


Operator’s, unit, direct support, and gen- 
eral support maintenance (including 
repair parts and special tools list) : 
tracked trailer, cargo (NSN 2330-01- 
360-3865)., 93-23188 


Operator’s, unit, direct support, and gen- 
eral support maintenance manual 
mixer, rotary tiller, Seaman-Maxon, 
Inc. model TO730H-KEG, NSN 3895- 
01-331-8560., 93-4150 


Operator’s, unit, direct support, and gen- 
eral support maintenance manual (in- 
cluding repair parts and special tools 
lists) for trailer, chassis, 1-1/2-ton, 2- 
wheel, M103Al (NSN _ 2330-00-835- 
8629), M103A3 (NSN 2330-00-141- 
8052), trailer, cargo, 1-1/2-ton, 2-wheel 
. trailer, tank, water ... trailer, van, 
shop, folding sides ...., 93-13234 


Operator’s, unit, intermediate direct sup- 
port, and intermediate general support 
maintenance : heater, duct type, porta- 
ble, HDU-36/E, 120,000 Btu, model 
H82., 93-4159 


Organizational and direct support mainte- 
nance repair parts and special tools lists 
for electronic shop maintenance facility 
AN/ARM-164 (NSN  4940-00-122- 
7224)., 93-13246 


Organizational and direct support mainte- 
nance repair parts and special tools lists 
(including depot maintenance repair 
parts and special tools) for control, 
transponder sets, C-6280(P)/APX 
(NSN  5895-00-782-0844) and C- 
6280A(P)/APX (NSN  5895-00-089- 
4403)., 93-4197 


Organizational, direct and general sup- 
port, and depot maintenance repair 
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parts and special tools list : compressor, 
reciprocating, G.E.D., wheel mtd, 
pneumatic tires, w/towbar, lunette eye, 
4 cfm, 300 psi (Stewart-Warner model 
43040-301-01), FSN 4310-878-7969., 
93-9011 


Organizational, direct support, and gener- 
al support maintenance manual : con- 
trol indicator C-8157/ARC and mount- 
ing MT-3802/ARC., 93-13257 


Organizational, direct support, and gener- 
al support maintenance manual : 
engine, turboprop, model number T53- 
L-7 ... FSN number 2840-894-6509 ... 
part number 1-000-050-01 ... 1-000-110- 
01., 93-6911 


Organizational, direct support, and gener- 
al support maintenance manual : IFF 
interrogator kit (NSN 5895-01-126- 
9263) including interrogator set AN/ 
PPX-3B ... interrogator set program- 
mer AN/GSX-1A (NSN 5895-01-119- 
1273)., 93-4200 


Organizational, direct support, and gener- 
al support maintenance manual 
launcher, M48A5 tank chassis, trans- 
porting, for bridge, armored-vehicle- 
launched, scissoring type, class 60 
(NSN 5420-01-076-6096)., 93-4164 


Organizational, direct support, and gener- 
al support maintenance manual for me- 
teorological data processing groups 
OL-192/GMD-1 (NSN 6660-01-065- 
4467) and OL-192A/GMD-1 (NSN 
6660-0 1-065-4466), reader-perforator 
RP-263/GMD-1 ....,_ 93-4204 


Organizational, direct support, and gener- 
al support maintenance manual (includ- 
ing repair parts and special tools list 
(including depot maintenance repair 
parts)) for machine gun, caliber .50, 
fixed, M85 (1005-00-690-2790)., 93- 
13227 


Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools lists for test set, radio fre- 
quency power AN/USM-260 (NSN 
6625-00-917-3099)., 93-1690, 93-4203, 
93-9035, 93-9036, 93-9041, 93-9042, 
93-10971, 93-10980, 93-10992, 93- 
10994, 93-10995, 93-10999, 93- 
11001, 93-11004, 93-11005, 93- 
13223, 93-13247, 93-13260, 93- 
13262, 93-13263, 93-13265, 93- 
15671, 93-18024, 93-18036, 93- 
23193 


Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools list : air conditioner, base 
mounted, air cooled, 208 VAC, 3- 
phase, 60 Hz, single package, 36,000 
Btu/hr, model UAC 40-5/6-08, NSN 
4120-01-122-0629, model 2643T100-1, 
NSN 4120-01-218-6912., 93-13219 
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Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools lists : air conditioner, hori- 
zontal, compact, 36,000 BTUH, 208 
volt, 3 phase, 400 hertz, NSN 4120-01- 
063-8182 (American Air Filter Co., 
model CH436-1), 208 volt, 3 phase, 50/ 
60 hertz, NSN 4120-01-063-07573 ...., 
93-18022 


Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools list (including depot main- 
tenance repair parts and special tools 
list) : air conditioner, split package, 
18,000 Btu/hr cooling, 30,000 Btu/hr 
heating, 208 volt, 3 phase, 400 hertz, 
Keco model F18H4-2, NSN 4120-01- 
069-1321., 93-13218 


Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools lists (including depot 
maintenance repair parts and special 
tools) : attenuators TS-402/U and TS- 
402A/U, FSN  6625-230-5149., 93- 
10979 


Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools lists (including depot 
maintenance repair parts and special 
tools) : computer test set TS-909/PPM, 
FSN 6625-510-1839., 93-10993 


Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools lists (including depot 
maintenance repair parts and special 
tools) : generators, pulse, AN/PPM-1 
(FSN 6625-503-0661) and AN/PPM- 
1A (FSN 6625-585-3621)., 93-10989 


Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools list : reproduction set, 
diazo process 185.FL-M (NSN 3610- 
01-123-7782)., 93-4144 


Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools list (including depot main- 
tenance repair parts and special tools) : 
tank and pump unit, liquid dispensing, 
for truck mounting (Advanced Indus- 
tries model 1800) FSN 4930-070-1181., 
93-4162 


Organizational, direct support, and gener- 
al support maintenance repairs parts 
and special tools lists (including depot 
maintenance repair parts and special 
tools) for receiving set, countermeas- 
ures AN/ALQ-133 (NSN 5865-00-134- 
2601)., 93-4198 


Organizational, direct support, and gener- 
al support maintenance repairs parts 
and special tools list (including depot 
maintenance repair parts and special 
tools) : disperser, riot control agent, 
portable, M3, FSN_ 1040-711-8296., 
93-1668 
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Organizational, DS, and GS maintenance 
manual : ejection seat, model MK-J5D 
(Martin-Baker) part number 
134A B80000., 93-6906 


Organizational, DS, GS, and depot main- 
tenance manual : motor-generator PU- 
544/A., 93-1687 


Organizational, DS, GS, and depot main- 
tenance manual including repair parts 
and special tool lists [microform] : 
target set, surveying, circular level and 
optical plummet in tribrach w/quick 
release mechanism (Wild Heerbrugg 
model T-2), FSN 6675-543-1439., 93- 
25387 


Organizational, DS, GS, and depot main- 
tenance manual including repair parts 
and special tool lists : test sets TS-190/ 
U and TS-190A/U., 93-10990 


Organizational, DS, GS, and depot main- 
tenance repair parts and special tool 
lists : connectors, receptacle, electrical 
U-186A/G and U-186B/G., 93-10982 


Organizational, field, and depot mainte- 
nance manual : parachute, cargo, 28- 
foot diameter nylon canopy, type T-7A 
(converted)., 93-6894 


Organizational, intermediate (field) 
(direct and general support) and depot 
maintenance repair parts and special 
tools list generator set, gasoline 
engine driven, skid mounted, tubular 
frame, 3 kw, 3 phase, AC, 120/208 and 
120/240 volts, 28 VDC (less engine) : 
DoD model MEP-016A, MEP-021A, 
MEP-026A ... 6115-01-175-7320., 93- 
10950 


Organizational, intermediate (field), 
(direct and general support), and depot 
maintenance repair parts and special 
tools list : power unit, aviation, multi- 
output GTED, electrical, hydraulic, 
pneumatic (AGPU), wheel mounted, 
self-propelled, towable, AC 400 Hz, 3 
PH ... hydraulic 15 gpm at 3300 PSIG 
: DOD model MEP-360A, class pre- 
cise, hertz 400, NSN 1730-01-144-1897 
wey 93-13271 


Organizational maintenance : combat en- 
gineer vehicle, full-tracked, M728 
(2350-00-795-1797) (hull)., 93-10960 


Organizational maintenance : truck, trac- 
tor, commercial, heavy equipment 
transporter (C-HET) 85,000 GVWR, 8 
x 6, M911 (NSN 2320-01-025-3733)., 
93-15649 


Organizational maintenance manual : di- 
rection finder set AN/ARN-83., 93- 
6898 


Organizational maintenance manual 
drier-mixer, bituminous-concrete mate- 
rials, wheel mounted, gasoline engine 
driven, 2 wheels, pneumatic tires, 3 to 
10 ton per hr (Wylie model PM-415- 
MIL), FSN 3895-755-4761., 93-4148 


Do not order from index; see indicated entry 





Author Index 


Organizational maintenance manual : 
navigation set, inertial AN/ASN-86, 
FSN 5826-179-8441., 93-6899 


Organizational maintenance manual 
tacan navigational set AN/ARN- 
52(V)., 93-1684 


Organizational maintenance manual : 
tank, combat, full tracked : 105-mm 
gun, M60A3 (2350-00-148-6548) and 
(2350-01-061-2306) TTS turret., 93- 
6889 


Organizational maintenance manual 
turret for combat engineer vehicle, 
M728 (2350-00-795-1797)., 93-15652, 
93-23189 


Organizational maintenance manual for 
cab, armament, sighting, and fire con- 
trol, elevating and traversing systems 
and associated components : howitzer, 
medium, self-propelled, 155mm, 
MI109A2 (2350-01-031-0586), M109A3 
(2350-01-031-8851)., 93-1680 


Organizational maintenance manual for 
howitzer, light, towed, 105-mm, M102 
(1015-00-086-8164)., 93-27833 


Organizational maintenance manual sup- 
plement : signal electronic equipment 
configuration, Army model OV-IC air- 
craft., 93-1682 


Organizational maintenance repair parts 
and special tooi lists : parachute, cargo, 
28 ft dia, nylon canopy (T-7A convert- 
ed), P/N 54B6085, FSN_ 1670-038- 
4413., 93-9023 


Organizational maintenance repair parts 
and special tool lists for indicator, 
outlet valve leakage, M4Al (FSN 
6665-738-2128)., 93-4140 


Organizational maintenance repair parts 
and special tools list : air conditioner, 
vertical, compact, self-contained, air 
cooled, electric motor driven, 115 
volts, A.C. 50/60 hertz, single phase, 
9,000 Btu/hr cooling, 6,000 Btu/hr 
heating (Harvey W. Hottel model CV- 
9-5/6-15), FFISN 4120-935-1609., 93- 
4153 


Organizational maintenance repair parts 
and special tools list : air conditioning 
units, electric motor driven, 9,000 Btu/ 
hr, vertical compact, 115 volt, single 
phase, 50/60 cycle (Therm-Air Manu- 
facturing Co. model CV-9-1-15-60) 
FSN 4120-935-1609; 9,000 Btu/hr, ver- 
tical compact, 230 volt, three phase, 
50/60 cycle ...., 93-4152 

Organizational maintenance repair parts 
and special tools list for computer, 
communications CP-1527/TYC-39(V) 
(NSN 5805-01-120-2919)., 93-4199 

Organizational maintenance repair parts 
and special tools list for electronic 
equipment configuration for Army heli- 
copter OH-6A (with standard light- 





1993 


weight avionics equipment) (NSN 
1520-00-918-1523)., 93-13243 

Organizational maintenance repair parts 
and special tools list for gun, spray, 
paint (De Vilbiss Mfg Co.) models 
PMBCS10-58FX, PMBCS5010-45E, and 
PMBCS10-58E (pressure feed (7 cu ft 
4940-261-8413)) (siphon feed (4 1/2 cu 
ft 4940-261-8414)) ..., 93-9022 

Organizational maintenance repair parts 
and special tools list for navigational 
sets, TACAN, AN/ARN-103(V)1 
(FSN 5826-00-167-1027) and AR/ 
ARN-103(V)2. (NSN = 5826-00-167- 
1026)., 93-10977 


Organizational maintenance repair parts 
and special tools lists : air conditioner, 
horizontal, compact, 9,000 Btu, Trane 
models, 115V, 1 phase, 50/60 hertz, 
model MAC6H9-115-1101-01, FSN 
4120-411-5442, 230V ... 208 V ...., 93- 
6885 


Organizational maintenance repair parts 
and special tools lists : filter units, gas- 
particulate, EMD and GED, 300 cfm, 
ABC-M6, FSN 4240-368-6127, FSN 
4240-368-6126 and ABC-M6A1, FSN 
4240-889-2317, SN 4240-889-2316., 
93-13212 

Organizational maintenance repair parts 
and special tools lists : lubricating and 
servicing unit, power operated, trailer 
mtd, 23 cfm compressor, reciprocating, 
gasoline driven (Henry Spen model 
901765-1), NSN 4930-00-017-9167., 
93-13221 

Organizational maintenance repair parts 
and special tools lists : mixer, rotary 
tiller, diesel engine driven, 4 wheel, 
pneumatic tires, self-propelled, with flat 
hook tines (Rex Chainbelt, Inc. model 
HDTM), FSN 3895-987-5536)., 93- 
10943 

Organizational maintenance repair parts 
and special tools lists : projectors, still 
picture PH-637A/PFP (FSN 6730-224- 
7033), PH-637B/PFP, and PH-637C/ 
PFP (FSN 6730-823-9716)., 93-15675 

Organizational maintenance repair parts 
and special tools lists : spectrum ana- 
lyzer AN/UPM-58, FSN 6625-523- 
8576., 93-1688 

Organizational maintenance repair parts 
and special tools lists : teletypewriter 
sets AN/GGC-3 and AN/GGC-3A 
and teletypewriter reperforator-trans- 
mitters TT-76GGC, TT-76A/GGC, 
TT-76B/GGC, and TT-76C/GGC, 
FSN 5815-503-3309., 93-15666 

Organizational maintenance repair parts 
and special tools lists tractor, 
wheeled, warehouse, gasoline engine 
driven; 4-wheel, pneumatic tired, 4000 
lb DBP, Army model MHE 201 
(Northwestern Motor Co. model JG- 
40PT4), FSN 3930-926-1066., 93-9025 





Organizational maintenance repair parts 
and special tools lists for battery charg- 
er PP-7286/U (NSN _ 6130-01-041- 
3490)., 93-10984 

Organizational maintenance repair parts 
and special tools lists for beacon sets, 
radio AN/TRN-30(V)1 (NSN 5825-00- 
405-4510) and AN/TRN-30(V)2 (NSN 
5825-00-423-1654)., 93-13254 

Organizational maintenance repair parts 
and special tools lists for central office, 
telephone, automatic, AN/TTC-41(V)1 
(NSN 5805-01-028-8393), AN/TTC- 
41(V)2 (NSN 5805-01-028-8394), AN/ 
TTC-41(V)3 (NSN 5805-01-028-8392), 
and AN/TTC-41(V)4 (NSN 5805-01- 
044-8869)., 93-4191 

Organizational maintenance repair parts 
and special tools lists for howitzer, 
heavy, self-propelled, 8-inch, M110A2 
(NSN 2350-01-041-4590)., 93-13236 

Organizational maintenance repair parts 
and special tools lists for maintenance 
kits, electronic equipment, MK-731/ 
ARC-51X (NSN 6625-00-082-4057) and 
MK-731A/ARC-51X (NSN 6625-00- 
803-1300)., 93-9038 

Organizational maintenance repair parts 
and special tools lists for multiplexer 
TD-754/G (NSN _ 5820-00-930-8078)., 
93-18032 

Organizational maintenance repair parts 
and special tools lists for radiosonde 
baseline check sets AN/GMM-1 and 
AN/GMM-1A (NSN _ 6660-00-527- 
8392)., 93-11006 

Organizational maintenance : telelphone 
terminal AN/TCC-7., 93-13244 

Overhaul and parts breakdown : hydro- 
mechanical aviation jack, single stage 
type : 12-3-14 (MALABAR), F41608- 
72-D-1959., 93-6908 

Paint handbook [microform] : engineered 
performance standards for real proper- 
ty maintenance activities., 93-13124 

Painting of watercraft., 93-18053 


Pavement design for roads, streets, walks, 
and open storage areas., 93-6881 


Petroleum pipeline and terminal operat- 
ing company [microform] , 93-25402 

Philippines : a country study /, 93- 
20650 

Planning and design of roads, airbases, 
and heliports in the theater of oper- 
ations., 93-6880 


Planning procedures for construction 
projects in the National Capital Region 
: installations., 93-20613 

Polish kit, glass, P/N RS-69, FSN 1560- 
450-3622., 93-20663 

Power plant utility, gas turbine engine 
driven, (Amertech Corp. model APP- 
1) [microform] , 93-27878 
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Power plant utility, gas turbine engine 
driven, (Libby Welding Co. model 
LPU-71) [microform] , 93-18066 


Power unit utility pack, gas turbine 
engine driven (Airesearch model 
PPU85-5 type A) [microform] , 93- 
20700 

Preparation of industrial plant equipment 
for storage or shipment., 93-11007 

Primary battery management data [micro- 
form] : FSC class 6135., 93-23199 

Principles and applications of mathemat- 
ics for communications-electronics., 
93-15660 

Principles governing the design of the in- 
dividual load carrying equipment of 
the combat soldier., 93-15734 

Procedural guide for Article 32(b) inves- 
tigating officer [microform] : military 
justice handbook., 93-13281 

Procedure for determining serviceability 
of night vision sight individual served 
weapon AN/PVS-2 and AN/PVS-2A, 
night vision sight, crew served weap- 
ons AN/TVS-2, AN/TVS-2A, and 
AN/TVS-2B, night vision sights minia- 
turized ...., 93-20655 


Procedures for destruction of equipment 
in federal supply classifications 1000, 
1005, 1010, 1015, 1020, 1025, 1030, 
1055, 1090, and 1095, to prevent enemy 
use., 93-13277 


Project development and design approval 
: construction., 93-27832 


Propellant actuated devices., 
PS., 93-475 


Publication and reprints of articles in pro- 
fessional journals : research, develop- 
ment, and acquisition., 93-6875 


Publications for packaging Army general 
supplies [microform] , 93-15689 


Pump, centrifugal, petroleum; gasoline 
driven, trailer mtd; 4 in. 350 GPM, 275 
ft head, (Gorman-Rupp model 04A12- 
MVG4D), (Gorman-Rupp model 
04A12B-MVG4D) [microform] , 93- 
20688 


Pump, centrifugal, pneumatic, sump 210 
GPM, (Ingersoll-Rand model 251) [mi- 
croform], 93-18061 

Pump, reciprocating, diaphragm; gasoline 
driven; wheel mounted, rubber tires; 4 
in. 100 GPM at 10 ft. suction lift (Rice 
Pump and Machine Co model 4D-327) 
w/military standard engine model 
2A016-2 [microform] , 93-20689 

Pump, reciprocating, diaphragm, 100 
GPM, less MIL STD engine, (Rex 
Chainbelt model 4DG) [microform] , 
93-20694 


Pump, reciprocating, power driven dia- 
phragm, gasoline engine driven, wheel 


93-27855 
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mounted, 100 GPM, (Gorman-Rupp 
model 4D2A016) [microform] , 93- 
20693 


Pumping assembly, diesel engine driven, 
wheel mounted, 350 GPM, 275 ft head 
... (4320-01-259-5965)., 93-20690 


Pumping assembly, flammable liquid, 
bulk transfer, centrifugal, gasoline 
engine driven, 100 GPM, (Barnes 
model US6ACG) NSN 4320-00-150- 
6116 w/engine Kohler model K91P- 
31882A [microform] , 9.'-20695 


Pumping assembly, flammable liquid, 
bulk transfer, centrifugal, 50 GPM, 100 
foot head, gasoline engine driven, 2 in., 
frame mounted, (Barnes model-QM-2- 
28002) with Wisconsin engire model- 
MBKND, specification 279315 [micro- 
form], 93-20691 


Purdue University : Army ROTC., 93- 
25379 


Pyrotechnic simulators 
manual., 93-4175 


Radar test set AN/UPM-6A and radar 
test set AN/UPM-6B., 93-4190 


Recovery vehicle, full tracked, medium, 
M88, 2320-678-5772 [microform] , 93- 
20709 


Recovery vehicle, full-tracked, medium, 
M88A1, (2350-00-122-6826) [micro- 
form], 93-20721 


Repair and return procedures under 
Overhaul and Repair (O&R) for altime- 
ter set, electronic AN/APN-209 ( )(V)( 
) [microform] , 93-23200 


Requisition and installation of tube socket 
savers for electron tube test sets TV-2/ 
U ... TV-7/U [microform] , 93-20629 

Roller, towed, smooth drum, G E D vi- 
brating airmobile, single drum (Essick 
model VR55TM) w/engine MIL-STD 
10 hp [microform] , 93-20680 

Rope, wire, general purpose., 93-11017 

Safe handling, maintenance storage, and 
disposal of radioactive commodities 
managed by U.S. Army troop support 
and Aviation Materiel Readiness Com- 
mand (excluding aircraft components)., 
93-20659 

Safety requirements for maintenance of 
electrical and electronic equipment., 
93-23231 

Sanitary landfill., 93-20616 


Save Army energy [picture] 
money in it., 93-15737 


Screwdriver recesses., 93-13296 

Search and rescue (SAR) operations : 
emergency employment of Army and 
other resources., 93-6878 

Seismic design for buildings., 93-18016 

Semitrailer, flatbed, radar set and launch- 
ing station, XM860A1 (NSN 2330-01- 
117-3250) [microform] , 93-20718 
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Semitrailer, low bed; wrecker, 12-ton, 4- 
wheel, M269 (NSN 2330-00-395-1876), 
M269A1 (NSN 2330-00-542-2980), and 
M270 (NSN 2330-00-395-1877) [micro- 
form], 93-20717 


Semitrailer, tank, gasoline, 12 ton, 4 
wheel, M131, M131A1 and M131A2, 
semitrailer, tank, fuel servicing, 5000 
gallon, 4 wheel, M131A3C [microform] 
, 93-20716 


Serve God and country as an Army 
chaplain., 93-9004 

Sets, kits and outfits [microform] : acces- 
sory outfit, gasoline field range, (NSN 
7360-00-187-4757), (LIN A03210)., 93- 
15724 


Sets, kits and outfits [microform] : inter- 
pretation kit, photographic, (NSN 
6675-00-202-8542), (LIN K97750)., 
93-15722 


Sets, kits and outfits [microform] : light 
set, marker, emergency, (NSN 6230-00- 
542-6680), (LIN L64131)., 93-15716 


Sets, kits, and outfits [microform] : plot- 
ting set, artillery fire control, (NSN 
6675-00-641-3630), (LIN P09818)., 93- 
23217 


Sets, kits and outfits [microform] : shop 
equipment, automotive maintenance 
and repair, field maintenance, basic, 
less power, (NSN 4910-00-754-0705), 
(LIN T24660)., 93-15692, 93-15695 


Sets, kits and outfits [microform] : shop 
equipment, cutting and welding, set 2, 
(NSN 4940-00-264-6206), (LIN 
W67843)., 93-15707 


Sets, kits and outfits : shop equipment, 
electronic repair, semitrailer mounted, 
less power (NSN 4940-00-294-9542), 
(LIN T10412) and shoe equipment, 
electronic repair, semitrailer mounted, 
map only (NSN 4940-00-914-2577)., 
93-4221 


Sets, kits and outfits : shop equipment, 
machine shop, field maintenance, basic, 
(NSN 3470-00-754-0708), (LIN 
000004)., 93-1700 

Sets, kits and outfits : shop set, aircraft 
maintenance, fixed base, sheet metal, 
set C, general support, (NSN 4920-00- 
944-0996), (LIN 1T20276)., 93-1704, 
93-1705, 93-1706, 93-1707, 93-1708, 
93-15696, 93-15697 


Sets, kits and outfits : shop set, aviation 
intermediate maintenance, rotor, ambu- 
lance division (NSN 4920-00-405-9270), 
(LIN T16009)., 93-4219 


Sets, kits and outfits [microform] : shop 
set, spare parts storage, field mainte- 
nance, set no. 1, (NSN 4940-00-322- 
6016), (LIN T36305)., 93-15705, 93- 
15706 


Sets, kits and outfits [microform] : tool 
kit, airframe repairer’s, Army aircraft, 
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(NSN _5180-00-323-4876) 
W30675)., 93-15715 


Sets, kits and outfits [microform] : tool 
kit, carpenter’s; engineer platoon, 
(NSN 5180-00-293-2873) (LIN 
W34511)., 93-20644 


Sets, kits and outfits [microform] : tool 
kit, carpenter’s; engineer squad, (NSN 
5180-00-293-2875) (LIN W34648)., 93- 
20643 


Sets, kits, and outfits [microform] : tool 
kit, electrician’s, (NSN 5180-00-313- 
3045), (LIN W36977)., 93-23206 


Sets, kits, and outfits [microform] : tool 
kit, general mechanic’s, automotive 
(GMTK), (5180-00-177-7033), (LIN 
W33004)., 93-15712 


Sets, kits and outfits [microform] : tool 
kit, lineman’s, (NSN 5180-00-408-1350), 
(LIN W43974)., 93-18046 


Sets, kits and outfits : tool kit, locomo- 
tive, electrician, (NSN 5180-00-716- 
8753), (LIN W44375)., 93-4225 


Sets, kits and outfits [microform] : tool 
kit, mason and concrete finishers, 
(NSN 5180-00-596-1504), (LIN 
W44923)., 93-4224 


Sets, kits and outfits [microform] : tool 
kit, pioneer engineer’s combat platoon, 
(NSN 5180-00-596-1539), ‘ (LIN 
W48074)., 93-15710 


Sets, kits and outfits [microform] : tool 
kit, pioneer engineer’s squad, (NSN 
5180-00-596-1546), (LIN W48348)., 
93-15711 


Sets, kits and outfits : tool set, aviation 
maintenance, turbine engine, ambl div 
(NSN 4920-00-224-3784), (LIN 
T16012)., 93-4220 


Sets, kits, and outfits components list [mi- 
croform] : camera section, topographic 
reproduction set, truck mounted, (na- 
tional stock no. 3610-00-598-5811), (line 
item no. C82583), (national stock no. 
3610-00-926-1757) for map use., 93- 
18048 


Sets, kits and outfits components list [mi- 
croform] : container kit, cavity charge, 
EOD MKS534 MOD 0, (NSN 1375-00- 
689-9318), (Army LIN C85055) : explo- 
sive ordnance disposal supply catalog / 
, 93-23204 


Sets, kits and outfits components list [mi- 
croform] : copy and supply section, 
topographic mapping set, truck mount- 
ed (national stock number 6675-00-526- 
4824), (line item number F13075), (na- 
tional stock number 6675-00-914-4667) 
for map use., 93-20646 


Sets, kits and outfits components list [mi- 
croform] : diving equipment set, 2 per- 
sons, 120 ft depth : (national stock no. 
4220-00-269-7905), (line item no. 


(LIN 
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G32815), (national stock no. 4220-00- 
926-1156) for map use., 93-18042 


Sets, kits and outfits components list [mi- 
croform] : printing plant, special war- 
fare, semitrailer mounted : (national 
stock no. 3610-00-889-3262) (line item 
no. P61528) (national stock no. 3610- 
00-230-9677) for map use., 93-1702 


Sets, kits, and outfits components list [mi- 
croform] : printing plant, special war- 
fare, transportable : (national stock no. 
3610-00-889-3311) (line item no. 
P61665) (national stock no. 3610-00- 
926-5363) for map use., 93-25391 


Sets, kits, and outfits components list [mi- 
croform] reproduction expendable 
supply set, moist process, (national 
stock no. 3610-00-889-3246), (line item 
no. R84552)., 93-18041 


Sets, kits, and outfits components list [mi- 
croform] : shop set, ammunition ren- 
ovation, field maintenance detachment, 
less power (4925-754-0710) (line item 
W59719) and shop equipment, ammuni- 
tion renovation, field maintenance de- 
tachment, map only (4925-919-0067)., 
93-20642 


Sets, kits, and outfits components list [mi- 
croform] : supplementary equipment 
set, topographic photomapping, (na- 
tional stock no. 6675-00-543-1292), line 
item no. U59716., 93-20647 


Sets, kits, and outfits components list [mi- 
croform] : surveying set, precise level- 
ing, for spirit leveling of second-order 
accuracy (national stock no. 6675-00- 
641-3604), (line item no. U70727)., 93- 
15723 


Sets, kits, and outfits components list/ 
hand receipt [microform] dental 
equipment set, x-ray field, NSN 6545- 
01-141-9472, LIN D39478., 93-27848 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical 
equipment set, battalion aid station R-1, 
NSN 6545-01-100-1675, LIN M52274., 
93-25396 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical 
equipment set chemical agents patient 
treatment, NSN 6545-01-141-9469, LIN 
M23673., 93-23211 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical 
equipment set clinical psychologist 
field R-1, NSN 6545-01-141-9487, LIN 
E37001., 93-15718 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical 
equipment set general clinic communi- 
cation, type 1, NSN 6545-01-141-9485, 
LIN M79412., 93-15717 

Sets, kits, and outfits components list/ 
hand receipt [microform] : medical 
equipment set ground ambulance, NSN 





6545-01-141-9476, LIN M26413., 93- 
23212 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical 
equipment set laboratory field light- 
weight, NSN 6545-01-191-8970, LIN 
M29159., 93-23213 


Sets, kits, and outfits, components list/ 
hand receipt : medical equipment set, 
maintenance and repair organizational 
maintenance, NSN 5180-00-611-7924, 
LIN W45197., 93-4222, 93-15709 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical 
equipment set sick call field (2), NSN 
6545-01-228-1886, LIN M30156., 93- 
23215 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical 
equipment set trauma field (1), NSN 
6545-01-191-8972, LIN M30249., 93- 
15719 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical 
equipment set trauma field (2), NSN 
6545-01-228-1887, LIN M30499., 93- 
23214, 93-27849 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical 
equipment set x-ray field lightweight, 
NSN 6545-01-191-8971, LIN M45613., 
93-15720 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical ma- 
teriel set, Central Materiel Service 
DEPMEDS (L302), NSN 6545-01-300- 
3523, LIN M08417., 93-27850 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical ma- 
teriel set operating room DEPMEDS 
(K301), NSN 6545-01-298-9802, LIN 
M72936., 93-23216 


Sets, kits, and outfits components list/ 
hand receipt [microform] : medical ma- 
teriel set post-OP/ICU ward 
DEPMEDS (L309)., 93-18049 


Sets, kits, and outfits components list/ 
hand receipt [microform] : optical fab- 
rication unit portable field, NSN 6545- 
00-931-5130, LIN N22073., 93-15721 


Sets, kits, and outfits, components list/ 
hand receipt : tool kit medical equip- 
ment maintenance and repair repair- 
mans, NSN _ 5180-00-611-7923, LIN 
W45334., 93-4223 


Sets, kits, outfits : tool kit, aircraft inspec- 
tion, technical (NSN 5180-00-323-5114), 
(LIN W30812)., 93-4226 


Sets, kits, outfits, and tools [microform] : 
phosphatizing outfit, hot process, elec- 
trically heated, general support and 
depot maintenance, (NSN 3426-00-273- 
0676) (LIN N84108)., 93-1699, 93- 
4218 
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Sets, kits, outfits, and tools [microform] : 
shop equipment, automotive mainte- 
nance and repair, field maintenance, 
supplemental no. 1, less power, (NSN 
4910-00-754-0706) (LIN 125619) and 
shop equipment, automotive mainte- 
nance and repair, field maintenance, 
supplemental no.l, map only (NSN 
4910-00-919-0078)., 93-1703, 93- 
15693, 93-15694 


Sets, kits, outfits and tools : shop equip- 
ment, contact repair shop, vehicle 
mounted, light (NSN 4940-00-209- 
6219), (LIN T10180)., 93-18044 


Sets, kits, outfits, and tools : shop equip- 
ment, machine shop, field maintenance, 
heavy, less power, (NSN 3470-00-754- 
0738), (NSN 3470-00-919-0072) map 
only, (LIN T15640)., 93-1701 


Sets, kits, outfits and tools : shop equip- 
ment, machine shop, shelter mounted, 
(NSN 4940-00-209-6238), (LIN 
T15655)., 93-18045 


Sets, kits, outfits, and tools [microform] : 
shop set, aviation intermediate mainte- 
nance, maintenance, non-divisional, 
engine, (NSN 4920-01-139-4536), (LIN 
$29568)., 93-15698, 93-15699, 93- 
15700, 93-15701, 93-15702, 93- 
15703, 93-15704, 93-18043 


Sets, kits, outfits, and tools [microform] : 
test and handling equipment nuclear 
weapons explosive ordnance disposal 
(EOD), (NSN 1190-00-506-0265), (LIN 
V59589)., 93-15690 


Shop equipment, machine shop, field 
maintenance (NSN 3470-00-754-0739), 
installation in one M146 semitrailer 
shop van., 93-23223 


Shop set, artillery : field maintenance, set 
N (4933-754-0704) and tool kit, artil- 
lery, field maintenance, supplemental 
no. 1 (4933-754-0659) installation in one 
2-1/2-ton 6x6 cargo truck, M35 or 
M211., 93-6919 


Shop set, field maintenance, automotive 
fuel and electrical system, basic (4910- 
754-0714) and no. 1 supplement (4910- 
390-7774), installation in one 6-ton 2- 
wheel shop-van semitrailer M-146 
(2330-569-9372) and one 2 1/2-ton 2- 
wheel generator trailer chassis M200A1 
(2330-331-2307)., 93-15731 


Shop set, fuel and electrical system : field 
maintenance, basic (4910-754-0714), in- 
stallation in one 2 1/2-ton 6 by 6 shop- 
van truck, M109 or M220 and one | 1/ 
2-ton 2-wheel cargo trailer., 93-6917 


Shop set, instrument and fire control : 
field maintenance, basic (4931-754- 
0740), installation in one 2 1/2-ton, 6 x 
6 shop van truck, M109 or M220., 93- 
23224 
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Signal security (SIGSEC) for air defense 
artillery battlefield survivability., 93- 
23230 


Signal, smoke, ground [microform] : red, 
M62; yellow, M64; green, M65, surveil- 
lance function test., 93-25389 


Simulator, projectile airburst, liquid 
(SPAL) [microform] : M9 ammunition 
surveillance procedures., 93-23203 


Size tariff for clothing, equipage and 
footwear [microform] , 93-20628 


Sizing measurements for classification and 
inspection of clothing items., 93-6920 


Small arms ammunition trace testing [mi- 
croform] , 93-23201 


Soldiers., 93-457 
Somalia, a country study /, 93-20651 


Specification list of standard liquid fuels, 
lubricants, preservatives, and related 
products authorized for use by the US 
Army., 93-15735 


Spreader, aggregate, towed, force feed, 
pneumatic tires, 8 ft. width (Burch 
Corp model FF-8), (NSN 3895-00-130- 
3633) [microform] , 93-20679 


Staffing guide for military traffic manage- 
ment and terminal service activities 
[microform], 93-13285 


Staffing guide for US Army communica- 
tions facilities/operations [microform] , 
93-15729 


Staffing guide for US Army Medical De- 
partment activities [microform] , 93- 
15727 


Staffing guide for US Army Reserve 
technicians [microform] , 93-15728 


Standards for non-mechanical items in- 
corporated on overhauled or repaired 
USAMECOM end items of equipment., 
93-9052 


Standards for oversea shipment or do- 
mestic issue of special purpose vehicles, 
combat, tactical, construction, and se- 
lected industrial and troop support US 
Army  Tank-Automotive Materiel 
Readiness Command managed items., 
93-23221 

State and local taxation of lessee’s interest 
in Wherry Act housing (Title VIII of 
the National Housing Act)., 93-20614 

State of America’s Army on its 218th 
birthday service to country— 
change— continuity, growth to the 
2ist century., 93-25382 

Status of forces policies, procedures, and 
information : legal services., 93-13211 

Stiffnuts (self-locking nuts)., 93-11019 

Storage and handling of hazardous mate- 
rial., 93-4207 

Storage serviceability standards [micro- 
form] : collective protection equip- 
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ment, chemical-biological and ancillary 
items., 93-20634 


Storage serviceability standards for 
AMCCOM materiel [microform] : air- 
craft armament subsystems and mine 
dispensers., 93-20635 


Storage serviceability standards for 
AMCCOM materiel [microform] : ma- 
chine guns and automatic guns., 93- 
20636 


Storage serviceability standards for 
AMCCOM materiel [microform] : sets 
and kits, CBR detection and ancillary 
items., 93-20633 


Storage serviceability standards for 
AMCCOM materiel [microform] : tank 
turret armament including fire control 
components., 93-20637 


Storage serviceability standards for 
ARRCOM materiel : Alarms, chemical 
agent, automatic and ancillary items., 
93-13278 


Storage serviceability standards for 
TSARCOM materiel [microform] , 
93-20638 


Structural design criteria : 
1670 


Structural design criteria for buildings., 
93-1671 


Sudan, a country study /, 93-9046 


Sweeper, rotary, towed : gasoline driven; 
8 ft lg, 30 in dia, adjustable brush; (Mu- 
nicipal Supply model KGV) w/engine 
Wisconsin model MVF 4D., 93-27867 


Tactical wheeled vehicles 
frames., 93-4234 


Tank, combat, full-tracked, 105-mm gun, 
M1, (2350-01-061-2445), 105-mm gun, 
IPM1, (2350-01-136-8738), General 
Abrams., 93-27885 


Tank, combat, full tracked, 105-mm gun, 
M60A1, (2350-00-756-8497 and 2350- 
01-058-9487 AOS) [microform] , 93- 
20719 

Tank, combat, full-tracked, 105-mm gun, 
M60A3, (2350-00-148-6548 and 2350- 


01-061-2306 TTS) [microform] , 93- 
20720 


Tank, combat, full-tracked, 120-mm gun, 
MIAI1, (2350-01-087-1095), General 
Abrams., 93-27887 

Technical escort, 
dures., 93-13232 

Telephone test set TS-716/U norms and 
testing procedures., 93-27858 

TEMOD program guide and replacement 
lists., 93-20657 

Test data for electron tube test sets TV- 
7/U, TV-7A/U, TV-7B/U, and TV- 
7TD/U., 93-20656 

Test set TS-147D/UP., 93-10970 


loads., 93- 


: repair of 


containment proce- 
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Tool kit, small arms, field maintenance 
(4933-754-0664) : installation in one 6- 
ton, 2-wheel, shop van semitrailer M 
146., 93-6918 


Topographic support system, compilation 
section, model ADC-TSS-5, NSN 
6675-01-105-5755 [microform] , 93- 
18069 


Tractor, full tracked, low speed, DED, 
medium DBP ... (NSN 2410-01-050- 
9629) [microform] , 93-20666 


Tractor, full tracked, low speed, diesel 
engine; light drawbar pull ... (Allis- 
Chalmers model HDGM) w/engine 
Allis-Chalmers model 7000 [microform] 

93-27864 


Tractor, wheeled, warehouse; gasoline, 4- 
wheel, pneumatic tired; 4000 lb DBP 
(Clark equipment model 2330237, 
Army model MHE-228), (NSN 3930- 
00-347-6173), 93-18074 


Trailer, ammunition, 1 1/2-ton, 2 wheel, 
M332 [microform] , 93-18072 


Transitioning out— : the search for feder- 
al employment., 93-10937 


Transport guidance, technical manual : 
Bradley fighting vehicle system 
(BFVS), infantry, M2, M2A1, and 
M2A2; cavalry, M3, M3Al1, and 
M3A2., 93-6910 


Transportability guidance : general rules 
and suggested procedures for loading 
and securing military cargo in closed 
railcars., 93-6909 


Transportability guidance : gun, field ar- 
tillery, self-propelled, 175-mm, M107 
(NSN = 2350-00-436-6635); howitzer, 
heavy, self-propelled, 8-inch, M110 
(NSN = 2350-00-439-6243), howitzer, 
heavy, self-propelled, 8-inch, M110E2., 
93-13272 


Transportability guidance launcher, 
M60-series tank chassis, transporting, 
and bridge, 63-foot, scissoring, class 
60., 93-13276 


Transportability guidance : truck, cargo, 
2 1/2-ton, 6x6, M34., 93-18039 


Transportability guidance : truck, tractor, 
10-ton, 6X6, M123, M123C, M123D, 
and M123AIC., 93-13273 


Transportability guidance : __ tube- 
launched, _optically-tracked, —_ wire- 
guided, heavy antitank/assault weapon 
system (TOW) : guided missile, surface 
attack, BGM-71-A (in shipping con- 
tainer) (FSN 1410-087-1521), launcher, 
tubular, guided missile, M220 (FSN 
1440-179-4152), carrier, guided missile 
equipment ... truck ... training set ... 
shop equipment ... contact support ...., 
93-9043 


Transportation and travel : official table 
of distances, continental United States, 
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Alaska, Hawaii, Canada, Canal Zone, 
Central America, Mexico, and Puerto 
Rico., 93-27830 


Treatment of cooling water in marine 
diesel engines., 93-20664 


Troop construction and engineering sup- 
port of the Air Force overseas : special 
civil engineering., 93-25383 


Truck, cargo, tactical, 1-1/4 ton, 4x4, 
M1008 (2320-01-123-6827) truck, 
chassis, tactical, 1-1/4 ton, 4x4, M1031 
(2320-01-133-5368)., 93-20714 


Truck, cargo, 1-1/4-ton, 6x6, M561 (NSN 
2320-00-873-5407), truck, ambulance, 1- 
1/4-ton, 6x6, M792 (NSN 2310-00-832- 
9907)., 93-10956 


Truck, cargo, 5-ton, 8 x 8, M656, truck, 
tractor, 5-ton, 8 x 8, KM757, truck, 
van, expansible, 5-ton, 8 x 8, XM791 
[microform] , 93-18070 


Truck chassis for direct support section, 
Topographic Support System (TSS), 
(2320-01-113-3616) [microform] , 93- 
20713 


Truck, dump, (DED), 20 ton, 6/4, on-off 
highway, 71,000 GVW (IHC model 
F5070), (CCE) (NSN _ 3805-00-192- 
7249) [microform] , 93-18057 


Truck, dump, 20-ton, 6 x 4, on-off high- 
way, 71,000 GVW, (NSN 3805-00-192- 
7249) : THC model F-5070 (CCE)., 
93-27866 


Truck, lift, fork, electric, solid rubber 
tires, 4,000 lbs capacity, 100 in lift, 130 
in lift, and 144 in lift, (Baker model 
FTD-004-EE, Army model MHE 
196)., 93-27889 


Truck, telephone maintenance, utility, C/ 
S, 36,000 GVW, 6 x 4, W/WN, W/E, 
M876, (NSN 2320-00-000-0114) [micro- 
form], 93-20710 


Truck tractor, commercial, heavy equip- 
ment transporter (C-HET), 85,000 
GVWR, 8 x 6, M911 (NSN 2320-01- 
025-3733) [microform] , 93-20711 


Truck, tractor, 10-ton, 6x6, M 123, M 
123C, M 123A1C and M 123B3, truck, 
cargo, 10-ton, 6x6, M 125 [microform] , 
93-20707 


Truck, utility, cargo/troop carrier, 1-1/4- 
ton, 4x4, M998 (2320-01-107-7155) ... 
truck, ambulance, 2-litter, soft top, 4x4, 
M1035 2310-01-146-7194) [microform] , 
93-18071 


Truck, 2-1/2 ton, 6x6, cargo, M34, M35, 
M35A1, M35A2 ... pipeline construc- 
tion, M756A2 [microform] , 93-20708 


Truck, 5-ton, 6x6, M939, M939A1 and 
M939A2 series (diesel) truck, 
medium wrecker, 5-ton, 6x6, M936 
(2320-01-047-8754), M936A1 (2330-01- 
206-4078), M936A2 (2320-01-230-0304) 
[microform] , 93-20712 





U.S. Army environmental strategy into 
the 21st century., 93-9001, 93-9005 


U-8F aircraft preventive maintenance 
services., 93-6905 


Uganda, a country study /, 93-6914 
UI, Army ROTC., 93-13207 


Unit, direct support, and general support 
maintenance including repair parts and 
special tools list : truck, 5-ton, 6x6, 
M939A2 series (diesel) : truck, cargo, 
dropside, 5-ton, 6x6 ... truck, cargo ... 
truck, dump ... truck, tractor ... truck, 
van, expansible truck, medium 
wrecker, 5-ton, 6x6, M936A2 (2320-01- 
230-0304) (EIC: BTT)., 93-20618 


Unit, direct support, and general support 
maintenance manual : laundry unit, 
trailer mounted, model M85-100, NSN 
3510-01-291-8169., 93-9024 


Unit, direct support, and general support 
maintenance manual : truck, forklift, 
6000 Ibs, variable reach, rough terrain, 
model 6000M, NSN 3930-01-158-0849 
(Army model MHE 269)., 93-10968 


Unit, direct support, and general support 
maintenance repair parts and special 
tools list : heater, duct type, portable, 
HDU-36/E, 120,000 Btu, model H82, 
Engineered Air Systems, Inc., NSN 
4520-01-254-8548., 93-4160 


Unit, direct support, and general support 
maintenance repair parts and special 
tools list : mixer, rotary tiller : Seaman- 
Maxon, Inc. model TO730H-KEG, 
NSN 38935-01-331-8560., 93-1673 


Unit, direct support, and general support 
maintenance repair parts and special 
tools list (including depot maintenance 
repair parts and special tools list) for 
container crane, 40-ton, rough terrain, 
model RT875CC, NSN 3810-01-205- 
2716., 93-23182 


Unit, direct support, and general support 
maintenance repair parts and special 
tools lists : conveyor, belt, EMD, 50 ft 
long, 300 TPH, pneumatic tires (NSN 
3910-00-790-2175), Barber-Greene 
model PG 70., 93-18020 


Unit, direct support, and general support 
maintenance repair parts and special 
tools lists : tractor, wheeled, ware- 
house, gasoline, pneumatic-tired 
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Management Efficiency Pilot Program : 
innovative test is meeting overall ex- 
pectations /, 93-3097 


United States. Dept. of Veterans Affairs. 
Environmental Agents Service. 
Agent Orange review., 93-1131 


United States. Dept. of Veterans Affairs. 
Environmental Medicine Office. 
Agent Orange review., 93-1131 


United States. Dept. of Veterans Affairs. 
Managment Reports Service. 
Summary of medical programs [[micro- 
form]] /, 93-1132 


United States. Dept. of Veterans Affairs. 
Medical Research Service. 
Veterans Affairs Medical Research Serv- 
ice advisory groups [[microform].] , 
93-8083 


United States. Dept. of Veterans Affairs. 
Office of Academic Affairs. Library 
Division. 

Networked audiovisuals [[microform]] / , 
93-15001 
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United States. Dept. of Veterans Affairs. 
Office of Acquisition and Materiel 


Management. 
Federal supply catalog. Section I, Cen- 
trally managed items., 93-3105 


Federal supply catalog. Section VII, 
Classification of property with alpha- 
betical index of expendable items., 93- 
29690 


Federal supply catalog. Section IX, 
Denver Distribution Center centrally 
managed items., 93-22425 


United States. Dept. of Veterans Affairs. 
Office of Administration. 
Publications catalog, LOG 1., 

93-29689 


Standardized forms and form letters, 
LOG 1., 93-24725 


VA catalog of recurring publication code 
numbers /, 93-3104 


93-6005, 


United States. Dept. of Veterans Affairs. 
Office of Facilities. 
Energy management and control quarter- 
ly [[microform]] /, 93-1135 


United States. Dept. of Veterans Affairs. 
Office of Finance and Information 
Resources Management. 

Department of Veterans Affairs ... budget 
submission [[microform].] , 93-8082 
Employment data on T.38 physicians, 

dentists and nurses [[microform].] , 
93-1134 


United States. Dept. of Veterans Affairs. 
Office of Information and Analysis. 
Employment data on T.38 physicians, 
dentists and nurses [[microform}.] , 
93-1134 

Summary of medical programs [[micro- 
form]] /, 93-1132 


United States. Dept. of Veterans Affairs. 
Office of Information Management and 
Statistics. 

Summary of medical programs [[micro- 
form]] /, 93-1132 


United States. Dept. of Veterans Affairs. 
Office of Information Resources 


Management. 
IRM program., 93-6002 


United States. Dept. of Veterans Affairs. 
Office of the Assistant Secretary for 
Finance and Planning. 

Employment data on T.38 physicians, 
dentists and nurses [[microform].] , 
93-1134 


United States. Dept. of Veterans Affairs. 

Office of the General Counsel. 

Service organizations’ representatives 
currently recognized in the presenta- 
tion of claims before the VA /, 93- 
17350, 93-22426 
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U.S. Dept. of Veterans Affairs. Office of the 


United States. Dept. of Veterans Affairs. 
Office of the General Counsel. Legislative 
Services Division. 

Legislative status report /, 93-1133 


United States. Dept. of Veterans Affairs. 
Office of the Secretary. 
Standardized forms and form letters, 
LOG 1., 93-24725 


United States. Deputy Assistant Secretary 
for Oil, Gas, Shale, and Special 
Technologies. 

Federal oil research : a strategy for maxi- 
mizing the producibility of known U.S. 
oil., 93-11127 


United States. Deputy Assistant Secretary of 
the Army (Environment, Safety, and 
Occupational Health). 

Environmental Compliance Assessment 
System (ECAS) annual report, fiscal 
year... /, 93-18076 


United States. Division of Climatological and 
Hydrologic Services. 
Monthly climatic data for world [[micro- 
form].], 93-228 


United States. Division of Commercial 
Fisheries. 
Imports and exports of fishery products, 
annual summary., 93-20439 


United States. Division of Magnetic Fusion 
Energy. 
Experimental plasma research project 
summaries [[microform].] , 93-20778 


United States. Domestic and International 
Business Administration. 
Construction review /, 93-406 
Iceland /, 93-4090 
Thailand /, 93-4100, 93-27796 
United Kingdom /, 93-4093 


United States. Drug Enforcement 

Administration. 

Chemical handler’s manual [microform] : 
an informational outline of the Chemi- 
cal Diversion & Trafficking Act of 
1988., 93-7776 


Clandestinely produced drugs, analogues 
and precursors [microform] : problems 
and solutions /, 93-26537 

Drugs of abuse /, 93-11972 


Join the winning team [picture.] , 
15859 


93- 


United States. Drug Enforcement 
Administration. Cannabis Investigations 
Section. 

Domestic cannabis eradication/suppres- 
sion program /, 93-26538 
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United States. Drug Enforcement 
Administration. Demand Reduction 
Section. 

It’s always been dumb — now it’s illegal 
too! [picture] : anabolic steroids pose 
serious health risks to users., 93-2657 


We’re winners, because we give it every- 
thing we’ve got [picture] : you can be a 
winner too! stay off drugs, we're 
counting on you., 93-14432 


United States. Drug Enforcement 
Administration. Office of Diversion 
Control. 

The chemical diversion control program 
of the U.S. Drug Enforcement Admin- 
istration : an overview /, 93-24216 


United States. Drug Enforcement 
Administration. Office of Diversion 
Control. Regulatory Support Section. 
Project label : alphabetical listings., 

19082 


93- 


United States. Drug Enforcement 
Administration. Strategic Intelligence 
Section. 

Source to the street [microform] : mid- 
1992 prices for cannabis, cocaine, 
heroin., 93-21784 


United States. Economic Development 
Administration. 
Annual report [[microform]] / , 
20380 


Application for federal assistance : special 
adjustment assistance program., 93- 
4033 


Economic development districts, Febru- 
ary 15, 1993 /, 93-23013 


93- 


United States. Economic Research Service. 
Dynamic asset replacement decisions to 
enhance farm profits /, 93-1202 


United States. Economics and Statistics 
Administration. 
Resumen metodologico y algunos resulta- 
dos basicos de la encuesta de hogares 
rurales en Cochabamba /, 93-25093 


U.S. exports and imports of merchandise 
on CD-ROM : technical documenta- 
tion, CDEX/IM., 93-25282 


United States. Elementary and Secondary 
Education Statistics Division. 
Schools and staffing in the United States, 
a Statistical profile., 93-4401 


United States. Embassy (Argentina) 
Argentina /, 93-14467 


United States. Embassy (Australia) 
Australia /, 93-14468, 93-23137 


United States. Embassy (Austria) 
Austria /, 93-19124 


United States. Embassy (Bangladesh) 
Bangladesh /, 93-8933, 93-9804 
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United States. Embassy (Belgium) 
Belgium /, 93-2694 


United States. Embassy (Bolivia) 
Bolivia /, 93-12024 


United States. Embassy (Burkina Faso) 
Burkina Faso /, 93-4088 


United States. Embassy (Burma) 
Burma /, 93-27793 


United States. Embassy (Canada) 
Canada /, 93-2695, 93-26588 


United States. Embassy (Chile) 
Chile /, 93-14469 


United States. Embassy (China) 
China /, 93-9805 


People’s Republic of China /, 93-8934 


United States. Embassy (Colombia) 
Colombia /, 93-14470 


United States. Embassy (Congo : Brazzaville) 
The Congo /, 93-1644 


United States. Embassy (Costa Rica) 
Costa Rica /, 93-2696, 93-29057 


United States. Embassy (Cyprus) 
Cyprus /, 93-4089 


United States. Embassy (Czechoslovakia) 
Czechoslovakia /, 93-5667 


United States. Embassy (Denmark) 
Denmark /, 93-9806 


United States. Embassy (Dominican 
Republic) 
Dominican Republic /, 93-19126 


United States. Embassy (Ecuador) 
Ecuador /, 93-14471 


United States. Embassy (Egypt) 
Egypt /, 93-24308 


United States. Embassy (El Salvador) 
El Salvador /, 93-24309 


United States. Embassy (Finland) 
Finland /, 93-21853 


United States. Embassy (France) 
France /, 93-9807, 93-12025 


United States. Embassy (Germany : West) 
Federal Republic of Germany /, 93- 
14472 


United States. Embassy (Ghana) 
Ghana /, 93-14473, 93-17996 


United States. Embassy (Great Britain) 
United Kingdom /, 93-4093, 93-9813 


United States. Embassy (Greece) 
Greece /, 93-2697, 93-26589 
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United States. Embassy (Greece). Foreign 
Commercial Service. 
Marketing in Greece /, 93-4104 


United States. Embassy (Guyana) 
Guyana /, 93-5668 


United States. Embassy (Honduras) 
Honduras /, 93-12026 


United States. Embassy (Hong Kong) 
Hong Kong /, 93-5669 


United States. Embassy (Iceland) 
Iceland /, 93-4090, 93-9808 


United States. Embassy (India) 
India /, 93-4091 


United States. Embassy (Indonesia) 
Indonesia /, 93-4092, 93-20559, 93- 
27794 


United States. Embassy (Ireland) 
Ireland /, 93-2698, 93-29058 


United States. Embassy (Israel) 
Israel /, 93-5670 


United States. Embassy (Italy) 
Italy /, 93-14474 


United States. Embassy (Jamaica) 
Jamaica /, 93-12027 


United States. Embassy (Jordan) 
Jordan /, 93-5671 


United States. Embassy (Kenya) 
Marketing in Kenya /, 93-4105 


United States. Embassy (Korea) 
Korea /, 93-14475, 93-26590 


United States. Embassy (Kuwait) 
Kuwait /, 93-2699, 93-26591 


United States. Embassy (Liberia) 
Liberia /, 93-12028 


United States. Embassy (Malaysia) 
Malaysia /, 93-23138, 93-24310 


United States. Embassy (Mauritania) 
Mauritania /, 93-4094 


United States. Embassy (Mauritius) 
Mauritius /, 93-20560 


United States. Embassy (Mexico) 
Mexico /, 93-9809 


United States. Embassy (Mozambique) 
Mozambique /, 93-6854 


United States. Embassy (Netherlands) 
The Netherlands /, 93-6855, 93-9810 


United States. Embassy (New Zealand) 
New Zealand /, 93-14476, 93-23139 


United States. Embassy (Nicaragua) 
Nicaragua /, 93-24311 





U.S. Employment and Training Administration. 


United States. Embassy (Nigeria). 
Nigeria /, 93-12029, 93-26592 


United States. Embassy (Norway) 
Norway /, 93-1645, 93-21854 


United States. Embassy (Pakistan) 
Pakistan [[microform]] / , 
93-26593 


United States. Embassy (Philippines) 
Philippines /, 93-27795 


93-14477, 


United States. Embassy (Portugal) 
Portugal /, 93-4095, 93-14478 


United States. Embassy (Senegal) 
Senegal /, 93-4096 


United States. Embassy (Singapore) 
Singapore /, 93-15621, 93-21855 


United States. Embassy (South Africa) 
South Africa /, 93-1646 


United States. Embassy (Spain) 
Spain /, 93-14479 


United States. Embassy (Sri Lanka) 
Sri Lanka /, 93-4097, 93-9811 


United States. Embassy (Sudan) 
Sudan /, 93-4098 


United States. Embassy (Sweden) 
Sweden /, 93-2701 


United States. Embassy (Switzerland) 
Switzerland /, 93-4099, 93-14480 


United States. Embassy (Thailand) 
Thailand /, 93-4100, 93-14481, 
26594, 93-27796 


United States. Embassy (Thailand). 
Corsmercial Section. 
Marketing in Thailand /, 93-10905 


93- 


United States. Embassy (Trinidad and 
Tobago) 
Trinidad and Tobago /, 93-12030 
United States. Embassy (Tunisia) 
Tunisia /, 93-14482 


United States. Embassy (Turkey) 
Turkey /, 93-4101 


United States. Embassy (United Arab 
Emirates) 
United Arab Emirates /, 93-1647, 93- 
26595 


United States. Embassy (Uruguay) 
Uruguay /, 93-9814, 93-29060 


United States. Embassy (Venezuela) 
Venezuela /, 93-14483 


United States. Embassy (Zimbabwe) 
Zimbabwe /, 93-26596 


Do not order from index; see indicated entry 





United States. Emergency Board No. 217. 
Report to the President by Emergency 
Board No. 217 [microform] : appointed 
by Executive Order 12655, dated No- 
vember 7, 1988, pursuant to section 9A 
of the Railway Labor Act, as amended, 
to investigate a dispute between the 
Port Authority Trans-Hudson Corpora- 
tion and its employees represented by 
the Transportation Communications 

Union-Carmen Division., 93-24597 


United States. Employees’ Compensation 
Appeals Board. 
Digest and decisions of the Employees’ 
Compensation Appeals Board. 93- 
2693 


United States. Employment and Training 
Administration. 
The Agricultural Recruitment System : 
an agricultural worker’s guide., 93- 
21860 


The Agricultural Recruitment System : 
an employer’s guide., 93-5684 

The Agricultural Recruitment System : 
an employer’s guide to hiring tempo- 
rary agricultural workers., 93-5683 

Area trends in employment and unem- 
ployment /, 93-906 


ETA property management handbook., 
93-29070 


A guide for nonprofit organizations : cost 
principles and procedures for establish- 
ing indirect cost rates required by 
OMB circular A-122 /, 93-26557 

H-2A program employer information 
booklet : information for employers 
about applying for nonimmigrant aliens 
to perform temporary or seasonal work 
in agriculture under the H-2A pro- 
gram., 93-12034 


Innovations in the nation’s employment 
service [microform] : a collection of 
selected speeches : information ex- 
change forums, 1988-1989., 93-7852 

Job, directions for a secure future [pic- 
ture], 93-24313 

Objectives page. SAG #1, Introduction 
to parenting education., 93-2709 

Portraits of progress : Job Training Part- 
nership Act., 93-2708 

Selected characteristics of occupations 


defined in the revised Dictionary of oc- 
cupational titles., 93-21859 


Training and employment report of the 
Secretary of Labor /, 93-2710 

Unemployment insurance quality control 
[[microform]] annual report., 93- 
9821 

Unemployment insurance reports hand- 
book /, 93-21863 
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U.S. Employment and Training Administration. 


Unemployment Insurance Service Quality 
Control ADP user guide., 93-21862 


United States. Employment and Training 
Administration. Office of Information. 
News. Unemployment insurance weekly 

claims report /, 93-905 


United States. Employment and Training 
Administration. Office of Strategic 
Planning and Policy Development. 

An Assessment of the JTPA role in state 
and local coordination activities [mi- 
croform] , 93-9823 


Dilemmas in youth employment pro- 
gramming [microform] : findings from 
the Youth Research and Technical As- 
sistance Project., 93-19134 


Economic change and the American 
workforce [microform] , 93-7855 


Job training for the homeless [microform] 
: report on demonstration’s first year., 
93-9824 


The Learning disabled in employment 
and training programs [microform] / , 
93-7853 


Practical guidance for strengthening pri- 
vate industry councils [microform] , 
93-9822 


Study of the implementation of the Eco- 
nomic Dislocation and Worker Adjust- 
ment Assistance Act [microform] , 
93-7854 


United States. Employment Standards 
Administration. 
Black Lung Benefits Act [[microform]] : 
annual report on administration of the 
act during calendar year .. /, 93- 
5674, 93-5675, 93-14488, 93-14489 


ESA directory of offices [[microform]] / 
, 93-5676, 93-5677, 93-5678 


Longshore and Harbor Workers’ Com- 
pensation Act [[microform]] : annual 
report on administration of the act 
during fiscal year ... : submitted to 
Congress ..., 93-5679, 93-5680, 93- 
14490 


Minimum wage and maximum hours 
standards under the Fair Labor Stand- 
ards Act [[microform]] /, 93-5673 


Valuing cultural diversity., 93-12031 


United States. Employment Standards 
Administration. Office of Workers’ 
Compensation Programs. 

Federal Black Lung Program provider 
manual : pharmacy., 93-12033 

Now that your claim has been accept- 
ed—., 93-7851 


Training resource book : vocational reha- 
bilitation counselor certification work- 
shop., 93-29069 
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United States. Employment Standards 


Administration. Wage and Hour Division. 

General wage determinations issued 
under the Davis-Bacon and related 
acts. Volume 1, ESA regions 1-4., 93- 
14491, 93-14492, 93-21858 


Hours worked under the Fair Labor 
Standards Act of 1938 as amended : 
Title 29, part 785 of the Code of Fed- 
eral Regulations., 93-2705 


Labor legislation, 1990-91., 93-5681 


Regulations, part 516 : records to be kept 
by employers under the FLSA : Title 
29, part 516 of the Code of Federal 
Regulations., 93-2706 


Regulations, part 530 : employment of 
homeworkers in certain industries : 
Title 29, part 530 of the Code of feder- 
al regulations., 93-2707 


Regulations, Part 541 defining the 
terms, executive, administrative, profes- 
sional, and outside sales : Title 29, Part 
541 of the Code of Federal Regula- 
tions., 93-26605 


Task book enforcing the Family and 
Medical Leave Act of 1993., 93-29068 


United States. Energy Information 


Administration. 
Annual energy review database [[comput- 
er file]] , 93-15907 


Annual report to Congress [[microform].] 
93-18162 


Commercial buildings energy consump- 
tion survey. Public use data files [[com- 
puter file].], 93-15916 

Costs and indexes for domestic oil and 
gas field equipment and production op- 
erations [[microform].], 93-15917 

Electric power monthly [[microform]] / , 
93-595 

Energy facts., 93-15919 

Fuel oil and kerosene sales [[computer 
file].] , 93-27977 

International coal statistics data 
[[computer file].], 93-18168 

International energy annual  [[micro- 
form].} , 93-20809, 93-27978, 93- 
27979 

Market penetration models [[computer 
file]]: MPM., 93-18164 


Monthly energy review., 


base 


93-588 


Monthly energy review database [[com- 
puter file].], 93-589 


Natural gas annual [[computer file].] , 
93-15909, 93-27976 


NEMS, the National Energy Modeling 
System ; a preview., 93-7000 
New releases /, 93-597 


Oak Ridge uranium market model [[com- 
puter file]] : ORUMM., 93-15918 
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Oil market simulation model 
[[computer file].], 93-15921 


Opportunities for using coal to replace 
imported energy in electric utilities 
[microform] , 93-27986 

PCAEO 90 [computer file] , 93-27975 


Petroleum supply monthly [[microform]] 
/, 93-592 


Spent fuel pool maximum capacities and 
inventories for nuclear power plants as 
of ... [[microform]] / , 93-20818, 93- 
20819 


State energy price & expenditure data 
system [[computer file]] : SEPEDS /, 
93-15914 


Statistics of interstate natural gas pipeline 
companies., 93-13434 


U.S. crude oil, natural gas, and natural 


gas liquids reserves [[computer file]] / , 
93-15912, 93-15913 

U.S. energy industry financial develop- 
ments [[microform].] , 93-601 

User-needs study for the ... commercial 
buildings energy consumption survey 
[[microform].], 93-27991 

Weekly coal production [[microform].] , 
93-591 

Weekly petroleum status report [[micro- 
form]] /, 93-599 

WEPS |[[computer file]] : archival of 
world energy projection system., 93- 
15910 


(OMS) 


United States. Energy Information 


Administration. Assistant Administrator 

for Applied Analysis. 

Energy expenditures for space heating by 
fuel, state, region, and income class 
[microform] /, 93-20815 


Preliminary 1985, 1990, and 1995 energy 
forecasts for the annual report to Con- 
gress [microform], 93-208i7 


United States. Energy Information 


Administration. Coal and Electric Power 

Statistics Division. 

The Gas supplies of interstate natural gas 
pipeline companies [microform] / , 
93-23326 


United States. Energy Information 
Administration. Division of Electric Power 
Statistics. 

Cost and quality of fuels for electric utili- 
ty plants /, 93-1843 


Electric power monthly [[microform]] / , 
93-595 


Inventory of power plants in the United 
States [[microform]] /, 93-18173 
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United States. Energy Information 
Administration. Emerging Energies 
Branch. 

Solar collector manufacturing activity., 
93-13432 


United States. Energy Information 
Administration. International Statistics 
Division. 

International energy annual _ [[micro- 
form].] , 93-20809, 93-27978, 93- 
27979 


United States. Energy Information 
Administration. Office of Applied 
Analysis. 

Analysis of severance taxes and transpor- 
tation rates on coal markets [micro- 
form], 93-25506 


United States. Energy Information 
Administration. Office of Coal and 
Electric Power Statistics. 

Electric power monthly [[microform]] / , 
93-595 


Inventory of power plants in the United 
States [[microform]] /, 93-18173 


United States. Energy Information 
Administration. Office of Energy Data. 
The Gas supplies of interstate natural gas 
pipeline companies [microform] / , 
93-23326 

Inventory of power plants in the United 
States [[microform]] /, 93-18173 


93-588 

Solar collector manufacturing activity., 
93-13432 

Statistics of interstate natural gas pipeline 
companies., 93-13434 


Monthly energy review., 


United States. Energy Information 
Administration. Office of Energy Data and 
Interpretation. 

Coal data, a reference [[microform]] / , 
93-7002 


United States. Energy Information 
Administration. Office of Energy Data 
Operations. 

Coal data, a reference [[microform]] / , 
93-7002 


The Gas supplies of interstate natural gas 
pipeline companies [microform] / , 
93-23326 

Inventory of power plants in the United 
States [[microform]] /, 93-18173 


Monthly energy review., 93-588 


United States. Energy Information 
Administration. Office of Energy 
Information Services. 

EIA publications directory /, 93-25513 





U.S. Environmental Data and Information Service. 


United States. Energy Information 
Administration. Office of Integrated 
Analysis and F 
Annual energy outlook [[microform]] / , 

93-25503 


Assumptions for the Annual energy out- 
look., 93-15908, 93-18163 


United States. Energy Information 
Administration. Office of Interfuel, 
International, and Emerging Energy 
Statistics. 

Solar collector manufacturing activity., 
93-13432 


United States. Energy Information 
Administration. Office of Oil and Gas. 
Annual outlook for oil and gas [[micro- 

form].], 93-18167 


Assessment of pipeline capacity to trans- 
port domestic natural gas supplies to 
the Northeast [microform] , 93-27989 


Costs and indexes for domestic oil and 
gas field equipment and production op- 
erations [[microform].], 93-15917 


Evaluation of Energy Information Ad- 
ministration form EIA-23 annual 
survey of domestic oil and gas reserves 
in federal offshore areas for report 
years 1981 and 1982 [microform] / , 
93-20816 


An Examination of domestic natural gas 
resource estimates [microform] , 93- 
27988 


Fuel oil and kerosene sales [[microform].] 
, 93-18169, 93-18170 


The Gas supplies of interstate natural gas 
pipeline companies [microform] / , 
93-23326 

Geologic distributions of U.S. oil and gas 
[microform] /, 93-9137 


The Motor gasoline industry [microform] 
: past, present, and future., 93-13430 


Natural gas annual [[microform]] /, 93- 
18165, 93-25504 


Natural gas monthly [[microform]] / , 
93-590 


Oil and gas field code master list [[micro- 
form]] /, 93-25514, 93-27990 


Petroleum marketing annual 
form]] /, 93-4387, 93-18171 


Petroleum marketing monthly [[micro- 
form]] /, 93-596 


Petroleum supply monthly [[microform]] 
/, 93-592 


Potential oil production from the coastal 
plain of the Arctic National Wildlife 
Refuge [microform] , 93-25512 


Statistics of interstate natural gas pipeline 
companies., 93-13434 


U.S. crude oil, natural gas, and natural 
gas liquids reserves ... annual report 
[[microform].] , 93-4388, 93-4389, 
93-4390, 93-23327 


[[micro- 


Do not order from index; see indicated entry 





Winter fuels report [[microform]] /, 93- 
600 


United States. Energy Information 
Administration. Office of Program 
Development. 

Performance profiles of major energy 
producers /, 93-13435 


United States. Energy Information 
Administration. Office of Program 
Development. Office of the Financial 
Reporting System. 

Performance profiles of major energy 
producers /, 93-13435 


United States. Energy Information 
Administration. Office of Statistical 
Standards. 

Directory of energy data collection forms 
/, 93-13436 


Directory of Energy Information Admin- 
istration models [[microform]] / , 93- 
7004, 93-7005, 93-20820, 93-20821 


United States. Energy Information 
Administration. Supply Analysis and 
Integration Branch. 

Average and marginal sectoral, regional 
energy price projections to the year 
2010 [microform] /, 93-25509 

Regional projections of end-use energy 
consumption and prices through ... 
[[microform].], 93-25510 


Regional projections of end use energy 
consumption and prices through 1995 
[microform] / , 93-27982, 93-27983, 
93-27984 


United States. Energy Research Advisory 
Board. Technical Panel on Magnetic 
Fusion. 


Final report [microform] /, 93-20787 


United States. Energy Research and 
Development Administration. Division of 
Basic Energy Sciences. 

Materials sciences programs  [[micro- 
form]] /, 93-18140 


United States. Energy Research and 
Development Administration. Division of 
Physical Research. 

Materials sciences programs 
form]] /, 93-18140 


[[micro- 


United States. EnergyInformation 
Administration. Office of Energy Data 
Operations. 

Statistics of interstate natural gas pipeline 
companies., 93-13434 


United States. Environmental Data and 
Information Service. 
Climatological data. Wisconsin [[micro- 
form].], 93-265 


Mariners weather log /, 93-364 
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U.S. Environmental Data and Information Service. 


Monthly state, regional and national cool- 
ing degree days weighted by popula- 
tion [[microform]] /, 93-363 

Monthly state, regional and national heat- 
ing degree days weighted by popula- 
tion [[microform]] /, 93-362 

Solar-geophysical data [[microform]] / , 
93-267 

Weekly weather and crop bulletin /, 93- 
227 


United States. Environmental Data Service. 

Climatological data. New Mexico [[mi- 
croform].], 93-254 

Hourly precipitation data. New Jersey 
[[microform].], 93-291 

Mariners weather log /, 93-364 

Monthly climatic data for world [[micro- 
form].], 93-228 

Solar-geophysical data [[microform]] / , 
93-267 


Storm data [[microform]] /, 93-229 


Weekly weather and crop bulletin /, 93- 
227 


United States. Environmental Protection 


Agency. 
Access EPA., 93-1942 


Administrative careers serving the envi- 
ronment., 93-25782 


Air CHIEF [[computer file]] : clearing- 
house for information on emission fac- 
tors /, 93-18486 


The Babcock & Wilcox cyclone furnace 
soil vitrification technology /, 93- 
9281 


Barrier Island/Salt Marsh _ estuaries, 
southeast Atlantic Coast [microform] : 
issues, resources, status, and manage- 
ment : proceedings of a seminar held 
February 17, 1988, Washington, D.C. / 
, 93-1590 

Boston Harbor and Massachusetts Bay 
[microform] : issues, resources, status, 
and management : proceedings of a 
seminar held June 13, 1985, Washing- 
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surveyed November 1991, 2nd edition 
/, 93-1617 


Dutchess county Airport, Poughkeepsie, 
New York : digitized from OC 286, 
surveyed April 1992, 8th edition /, 
93-20450 


Dynamic evaluation of seat restraint sys- 
tems & occupant restraint for rotor- 
craft (normal and transport)., 93-5992 

Eagle County Regional Airport, Eagle, 
Colorado : digitized from OC 6403, 
surveyed October 1991, 4th edition /, 
93-1614 


El Monte Airport, El Monte, California : 
digitized from OC 5639, surveyed 
March 1992, Sth edition /, 93-10833 


Elmira / Corning Regional Airport, 
Elmira, New York : digitized from OC 
131, surveyed 29 October 1992, 8th 
edition /, 93-25309 

Engineer., 93-17337 

Experimental testing of four correction 
algorithms for the forward scattering 
spectrometer probe [microform] / , 
93-26689 

FAA airworthiness directives. Large air- 
craft. Book 2., 93-1104 

FAA airworthiness directives. Small air- 
craft and rotorcraft. Book 2., 93-1105 


FAA aviation forecasts [[microform].] , 
93-27027 
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93-1112 


FAA certificated maintenance agencies 
directory /, 93-29662 


FAA designated technical personnel ex- 
aminer’s directory., 93-22399 


FAA directory [[microform]] / , 93- 
22402, 93-22403 


FAA emergency operations plan., 93- 
29659 


FAA enforcement and your right., 93- 
3088 


The FAA international, answer book : 
answers to commonly asked questions 
about FAA regulations and procedures 
/, 93-19665 


FAA organizational directory [[micro- 
form]] /, 93-24706 


FAA statistical handbook of aviation 
[[microform]] / , 93-27024, 93-27025 


FAA Technical Center : services avail- 
able to foreign civil aviation authori- 
ties, 93-29653 


FAA world., 93-1103 

Facility operation and administration [mi- 
croform] , 93-29660 

Fairmont Municipal Airport, Fairmont, 
Minnesota : digitized from OC 5353, 
surveyed 27 June 1992, Sth edition /, 
93-20475 


Falcon Field, Mesa, Arizona : digitized 
from OC 6647, surveyed December 
1991, 2nd edition /, 93-1616 


Fatigue and fail-safe evaluation of flight 
structure and pressurized cabin for part 
23 airplanes., 93-24701 


Federal aviation regulation. Part 158, 
Passenger facility charges., 93-12527 


Federal aviation regulations. Part 23, Air- 
worthiness standards, normal, utility, 
acrobatic, and commuter category air- 
planes., 93-29654 


Federal aviation regulations. Part 25, Air- 
worthiness standards, transport catego- 
ry airplanes., 93-17338 

Federal aviation regulations. Part 33, Air- 
worthiness standards, aircraft engines., 
93-29655 


Federal aviation regulations. Part 39, Air- 
worthiness directives [[microform].] , 
93-12530, 93-12531, 93-12532, 93- 
12533 


Federal aviation regulations. Part 45, 
Identification and registration making., 
93-5989 


Federal aviation regulations. Part 65, 
Certification, airmen other than flight 
crewmembers., 93-5990 

Federal aviation regulations. Part 77, Ob- 
jects affecting navigable airspace., 93- 
22394 

Federal aviation regulations. Part 101, 
Moored balloons, kites, unmanned 


FAA aviation safety journal., 





U.S. Federal Aviation Administration. 


rockets, and unmanned free balloons., 
93-8067 


Federal aviation regulations. Part 103, 
Ultralight vehicles., 93-10203 


Federal aviation regulations. Part 105, 
Parachute jumping., 93-8068 

Federal aviation regulations. Part 121, 
Certification and operations : domestic, 
flag, and supplemental air carriers and 


commercial operators of large aircraft., 
93-14989 


Federal aviation regulations. Part 125, 
Certification and operations, airplanes 
having a seating capacity of 20 or more 
passengers or a maximum payload ca- 
pacity of 6,000 pounds or more., 93- 
27016 


Federal aviation regulations. Part 127, 
Certification and operations of sched- 
uled air carriers with helicopters., 93- 
5991 


Federal aviation regulations. Part 135, 
Air taxi operators and commercial op- 
erators., 93-17339 


Federal aviation regulations. Part 135, 
Rotorcraft external-load operations., 
93-29656 


Federal aviation regulations. Part 145, 
Repair stations., 93-29657 


Federal aviation regulations. Part 159, 
National capital airports., 93-29658 


Federal aviation regulations. Part 171, 
Non-federal navigation facilities. 93- 
10204 


Florence Regional Airport, Florence, 
South Carolina : digitized from OC 
145, surveyed March 1992, 10th edition 
/, 93-10826 


A flying start., 93-24697 


Fort Worth Meacham Airport, Fort 
Worth, Texas : digitized from OC 159, 
surveyed February 1992, 10th edition / 
, 93-10827 


Galesburg Municipal Airport, Galesburg, 
Illinois : digitized from OC 5214, sur- 
veyed 20 October 1992, 8th edition /, 
93-23054 


General Mitchell International Airport, 
Milwaukee, Wisconsin : digitized from 
OC 262, surveyed 5 August 1992, lith 
edition /, 93-23042 


General William J. Fox Airfield, Lancas- 
ter, California : digitized from OC 
5065, surveyed March 1992, 8th edition 
/, 93-10831 


Glacier Park International Airport, Kali- 
spell, Montana : digitized from OC 887, 
surveyed 4 September 1992, 8th edition 
/, 93-20463 


Greater Posrtsmouth [sic], Regional Air- 
port, Portsmouth, Ohio : digitized from 
OC 708, surveyed 24 October 1992, 8th 
edition /, 93-25315 
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Greater Rochester International Airport, 
Rochester, New York : digitized from 
OC 351, surveyed 12 October 1992, 8th 
edition /, 93-25311 


Greenville Downtown Airport, Green- 
ville, South Carolina : digitized from 
OC 180, surveyed December 1991, 
10th edition /, 93-1599 


Grosse Ile Municipal Airport Airport 
[sic], Detroit/Grosse Ile, Michigan : di- 
gitized from OC 940, surveyed 8 Octo- 
ber 1992, 4th edition /, 93-23050 


Guidelines for the operational use of 
Loran-C navigation systems outside the 
U.S. National Airspace System (NAS)., 
93-22396 


Gulfport - Biloxi Regional Airport, Gulf- 
port, Mississippi : digitized from OC 
576, surveyed January 1992, 11th edi- 
tion /, 93-10828 


Harstow - Daggett Airport, Daggett, 
California : digitized from OC 104, sur- 
veyed 16 October 1992, 4th edition /, 
93-25308 


Hayward Air Terminal, Hayward, Cali- 
fornia : digitized from OC 5015, sur- 
veyed March 1992, 9th edition /, 93- 
20468 


Index & user guide for type certificate 
data sheets & specifications [[micro- 
form].], 93-1109 

Index of aviation technical standard 
orders., 93-27018 

Information technology 
cess., 93-24698 

Installation of electronic display instru- 
ment systems in part 23 airplanes., 93- 
27020 

Instruction book for VHF receiver multi- 


coupler [microform] : model RMI101, 
serial no. /, 93-27017 


International flight information manual., 
93-12535, 93-24711 


International notices to airmen., 


: tools for suc- 


93-1106 


Jack McNamara Field, Crescent City, 
California : digitized from OC 34, sur- 
veyed April 1992, 9th edition /, 93- 
17929 


Jacksonville International Airport, Jack- 
sonville, Florida : digitized from OC 
5570, surveyed January 1992, 8th edi- 
tion /, 93-8897 


Jefferson County Airport, Beaumont - 
Port Arthur, Texas : digitized from OC 
521, surveyed January 1992, 12th edi- 
tion /, 93-8895 

Johnson County Industrial Airport, 
Olathe, Kansas : digitized from OC 
302, surveyed June 1992, 4th edition /, 
93-20452 

Joint University Program for Air Trans- 
portation Research [[microform]] : pro- 
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U.S. Federal Aviation Administration. 


ceedings of a conference ..., 93-26859, 
93-26860, 93-26865, 93-26868 


Karl Stefan Memorial Airport, Norfolk, 
Nebraska : digitized from OC 974, sur- 
veyed 18 June 1992, 9th edition /, 93- 
20466 

Key Field, Meridian, Mississippi : digi- 
tized from OC 254, surveyed Novem- 
ber 1991, 11th edition /, 93-1601 


Key to ASOS (Automated Surface Ob- 
serving System) weather observation., 
93-23032 


Kirsch Municipal Airport, Sturgis, Michi- 
gan : digitized from OC 5362, surveyed 
9 September 1992, 2nd edition /, 93- 
23057 


Lamar Municipal Airport, Lamar, Colo- 
rado : digitized from OC 5290, sur- 
veyed May 1992, 3rd edition /, 93- 
23055 

Large aircraft ground deicing : pilot 
guide., 93-10206 


List of certificated pilot schools., 93- 
5995 


Lorain County Regional Airport : digi- 
tized from OC 5703, surveyed October 
1991, 2nd edition /, 93-1613 


Loran-C : an introduction and user 
guide., 93-24714 


Lovell Field, Chattanooga, Tennessee : 
digitized from OC 79, surveyed March 
1992, 13th edition /, 93-17930 


Massena International-Richards Field, 
Massena, New York : digitized from 
OC 905, surveyed 8 September 1992, 
8th edition /, 93-20465 


McKellar - Sipes Regional Airport, Jack- 
son, Tennessee : digitized from OC 
5062, surveyed April 1992, 8th edition 
/, 93-23052 


McMinnville Municipal Airport, 
McMinnville, Oregon : digitized from 
OC 5626, surveyed 29 May 1992, 2nd 
edition /, 93-20478 


McNary Field, Salem, Oregon : digitized 
from OC 361, surveyed May 1992, i0th 
edition /, 93-20454 

Meadows Field, Bakersfield, California : 
digitized from OC 36, surveyed 4 No- 
vember 1992, 1ith edition /, 93-25307 


Memphis International Airport, Memphis, 
Tennessee : digitized from OC 253, sur- 
veyed December 1991, 13th edition /, 
93-1600 


Metropolitan Oakland International Air- 
port, Oakland, California : digitized 
from OC 294, surveyed April 1992, 
12th edition /, 93-20451 

Midland International Airport, Midland, 
Texas : digitized from OC 258, sur- 
veyed January 1992, 12th edition /, 
93-8893 
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Montgomery Field, San Diego, California 
: digitized from OC 5401, surveyed 
January 1992, 7th edition /, 93-10832 


National airspace performance reporting 
system [microform] , 93-10205 

National airspace system : in-flight assist- 
ance operational concept, NAS-SR- 
1328., 93-3087 


National Airspace System Plan. Facilities 
equipment and associated development 
[[microform]] / , 93-12525, 93-12526 


New Hanover International Airport, Wil- 
mington, North Carolina : digitized 
from OC 459, surveyed March 1992, 
llth edition /, 93-20458 


New Orleans International (Moisant 
Field) Airport, New Orleans, Louisiana 
: digitized from OC 609, surveyed Feb- 
ruary 1992, 16th edition /, 93-17935 

Newton - City - County Airport, 
Newton, Kansas : digitized from OC 
5582, surveyed May 1992, 3rd edition / 
, 93-20467 


North Atlantic route chart., 93-391 


North Central State Airport, Pawtucket, 
Rhode Island : digitized from OC 5256, 
surveyed 2 June 1992, 2nd edition /, 
93-20473 


North Pacific route chart., 93-393 


North Pacific route chart. Composite., 
93-392 


Northern Maine Regional Airport at 
Presque Isle, Presque Isle, Maine : digi- 
tized from OC 331, surveyed 28 
August 1992, 9th edition /, 93-20453 


Notices to airmen., 93-1107 


Oakland - Pontiac Airport, Pontiac, 
Michigan : digitized from OC 5052, 
surveyed 29 September 1992, 7th edi- 
tion /, 93-25318 


Ogdensburg International Airport, Og- 
densburg, New York : digitized from 
OC 5207, surveyed 12 September 1992, 
6th edition /, 93-23053 


Oneida county Airport, Utica, New York 
: digitized from OC 955, surveyed 28 
September 1992, 8th edition /, 93- 
25317 


Orlando International Airport, Orlando, 
Florida : digitized from OC 571, sur- 
veyed November 1991, 6th edition /, 
93-1605 


Page Municipal Airport, Page, Arizona : 
digitized from OC 5108, surveyed 6 
October 1992, 5th edition /, 93-25319 


Pal - Waukee Airport, Chicago (Wheel- 
ing); Illinois : digitized from OC 5028, 
surveyed 1 September 1992, 5th edition 
/, 93-23051 


Palm Beach International Airport, West 
Palm Beach, Florida : digitized from 
OC 449, surveyed December 1991, 
11th edition /, 93-1604 


Do not order from index; see indicated entry 





Author Index 


Palmdale Production Flight / Test Instal- 
lation AF Plant #42, Palmdale, Cali- 
fornia : digitized from OC 310, sur- 
veyed 27 October 1992, 7th edition /, 
93-25310 


Phoenix Sky Harbor Airport, Phoenix, 
Arizona : digitized from OC 322, sur- 
veyed January 1992, 12th edition /, 
93-8894 


Pilot school certification., 93-24703 


Portland International Airport, Portland, 
Oregon : digitized from OC 330, sur- 
veyed 5 December 1992, 12th edition / 
, 93-23043 


Portland International Jetport, Portland, 
Maine : digitized from OC 329, sur- 
veyed July 1991, 9th edition /, 93- 
1602 


Portland, Troutdale Airport, Portland, 
Oregon : digitized from OC 649, sur- 
veyed June 1992, 7th edition /, 93- 
20460 


Quincy Municipal - Baldwin Field, 
Quincy, Illinois : digitized from OC 
862, surveyed 6 November 1992, 9th 
edition /, 93-25316 


Redbird Airport, Dallas, Texas : digitized 
from OC 742, surveyed February 1992, 
7th edition /, 93-10829 


Reid - Hillview of Santa Clara County 
Airport, San Jose, California : digitized 
from OC 5591, surveyed March 1992, 
6th edition /, 93-20477 


Restoration of operational facilities, 93- 
14990 


Roseburg Regional Airport, Roseburg, 


Oregon : digitized from OC 888, sur- 
veyed 6 May 1992, 7th edition /, 93- 
20464 


Roswell Industrial Air Center, Roswell, 
New Mexico : digitized from OC 354, 
surveyed January 1992, 8th edition /, 
93-17932 


Ryan Field, Tucson, Arizona : digitized 
from OC 6513, surveyed December 
1991, 4th edition /, 93-1615 


San Francisco International Airport, San 
Francisco, California : digitized from 
OC 375, surveyed April 1992, 13th edi- 
tion /, 93-20455 


Santa Monica Municipal Airport, Santa 
Monica, California : digitized from OC 
5023, surveyed February 1992, 8th edi- 
tion /, 93-10830 


Sioux Gateway Airport, Sioux City, lowa 
: digitized from OC 395, surveyed 6 
July 1992, 10th edition /, 93-20456 


Siskiyou County Airport, Montague, 
California : digitized from OC 882, sur- 
veyed April 1992, 6th edition /, 93- 
20462 





1993 


Sloulin Field International Airport, Wil- 
liston, North Dakota : digitized from 
OC 5173, surveyed 20 September 1992, 
7th edition /, 93-25320 


Smyrna Airport, Smyrna, Tennessee : di- 
gitized from OC 895, surveyed April 
1992, 6th edition : horizontal datum 
NAD83, vertical datum NGVD29 /, 
93-17936 


Spokane International Airport, Spokane, 
Washington : digitized from OC 403, 
surveyed 25 August 1992, 10th edition 
/, 93-23045 


St. George Municipal Airport, St. 
George, Utah : digitized from OC 
5742, surveyed 10 October 1992, 2nd 
edition /, 93-25321 


Stockton Metropolitan Airport, Stockton, 
California : digitized from OC 407, sur- 
veyed March 1992, 11th edition /, 93- 
17933 


Strother Field, Winfield-Arkansas City, 
Kansas : digitized from OC 5489, sur- 
veyed May 1992, 4th edition /, 93- 
20476 


Summary of supplemental type certifi- 
cates., 93-22401 


Tompkins County Airport, Ithaca, New 
York : digitized from OC 779, sur- 
veyed 17 October 1992, 7th edition /, 
93-23048 


Tonopah Airport, Tonopah, Nevada : di- 
gitized from OC 423, surveyed March 
1992, 4th edition /, 93-17934 


Tri-city regional airport, Bristol - John- 
son - Kingsport, Tennessee: digitized 
from OC 426, surveyed November 
1991, 9th edition /, 93-1603 


TSTI - Waco Airport, Waco, Texas : di- 
gitized from OC 579, surveyed Decem- 
ber 1991, Sth edition /, 93-1606 


Tulsa International Airport, Tulsa, Okla- 
homa : digitized from OC 432, sur- 
veyed 28 April 1992, 13th edition /, 
93-20457 


Valdosta Regional Airport, Valdosta, 
Georgia : digitized from OC 892, sur- 
veyed January 1992, 9th edition /, 93- 
8896 


Warren County Airport, Glens Falls, 
New York : digitized from OC 673, 
surveyed 23 September 1992, 10th edi- 
tion /, 93-25314 

Whiteside County Airport-Joseph H. Bit- 
torf Field, Sterling-Rock Falls, Illinois 
: digitized from OC 5388, surveyed 14 
October 1992, 8th edition /, 93-23058 


Will Rogers World Airport, Oklahoma 
City, Oklahoma : digitized from OC 
301, surveyed March 1992, 12th edition 
/, 93-17931 


The William B. Hartsfield Atlanta Inter- 
national Airport, Atlanta, Georgia : di- 





U.S. Federal Aviation Administration. Office of 


gitized from OC 26, surveyed February 
1992, 15th edition /, 93-17928 


Worthington Municipal Airport, Wor- 
thington, Minnesota : digitized from 
OC 5209, surveyed 22 June 1992, 6th 
edition /, 93-20472 


United States. Federal Aviation 
Administration. Aircraft Maintenance 
Division. 

Aviation maintenance technician : 
vanced standard initiative (ASI)., 
29652 


ad- 
93- 


United States. Federal Aviation 
Administration. Aircraft Manufacturing 
Division. 

Export airworthiness approval proce- 
dures., 93-5993 


United States. Federal Aviation 
Administration. Automation Engineering 
Division. 

Controller response to conflict resolution 
advisory prototype [microform] : final 
report /, 93-22404, 93-22405 


United States. Federal Aviation 
Administration. Aviation Education 
Division. 

Aviation education resource centers : a 
new concept of partnerships in educa- 
tion., 93-22393 


Aviation maintenance and avionics., 
19666 


93- 


United States. Federal Aviation 
Administration. Engineering and 
Manufacturing Branch. 

Summary of supplemental type certifi- 
cates., 93-22401 


United States. Federal Aviation 
Administration. Great Lakes Region. 
Aviation Information Division. 
Great Lakes intercom., 93-1110 


United States. Federal Aviation 
Administration. Great Lakes Region. 
Public Affairs Office. 


Great Lakes intercom., 93-1110 


United States. Federal Aviation 

Administration. History Staff. 

In Andrew’s path : a historical report on 
FAA’s response to and recovery from 
Hurricane Andrew /, 93-22392, 93- 
22400 


United States. Federal Aviation 
Administration. Information and Statistics 
Division. 

FAA air traffic activity [[microform].] , 
93-14991, 93-27023 


General aviation activity and avionics 
survey [[microform]] /, 93-29664 
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United States. Federal Aviation 
Administration. Management Standards 
and Statistics Division. 

FAA air traffic activity [[microform].] , 
93-14991, 93-27023 


General aviation activity and avionics 
survey [[microform]] /, 93-29664 


United States. Federal Aviation 
Administration. Office of Aviation System 
Standards. 

Air carrier aircraft utilization and propul- 
sion reliability report [[microform]] / , 
93-1111 

FAA inspection authorization directory., 
93-8069 


General aviation airworthiness alerts., 
93-1116 


United States. Federal Aviation 
Administration. Office of Aviation 
Systems Standards. Operations Standards 
Section. 


Student pilot guide., 93-5994 


United States. Federal Aviation 
Administration. Office of Civil Rights. 
The 16th annual Administrator’s Awards 

for Excellence in Equal Employment 
Opportunity superior achievement 
awards /, 93-24695 


United States. Federal Aviation 
Administration. Office of Environment and 
Energy. 
Atmospheric 

1114 


programs bulletin. 93- 


United States. Federal Aviation 
Administration. Office of Flight 
Operations. 

List of certificated pilot schools /, 93- 
12529, 93-24702 


United States. Federal Aviation 
Administration. Office of International 
Aviation. 

The FAA international, answer book : 
answers to commonly asked questions 
about FAA regulations and procedures 
/, 93-19665 


United States. Federal Aviation 
Administration. Office of Management 
Services. 

Census of U.S. civil aircraft [[micro- 
form].] , 93-27022 


FAA air traffic activity [[microform].] , 
93-14991, 93-27023 


United States. Federal Aviation 
Administration. Office of Management 
Systems. 

Census of U.S. civil aircraft [[micro- 
form].], 93-27022 

FAA air traffic activity [[microform].] , 
93-14991, 93-27023 
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U.S. Federal Aviation Administration. Office of 


General aviation activity and avionics 
survey [[microform]] /, 93-29664 


United States. Federal Aviation 
Administration. Planning and Financial 
Management Program. Maintenance 
Engineering Division. 

Demographic profiles of the airway fa- 
cilities work force [[microform].], 93- 
27028 


United States. Federal Aviation 
Administration. Systems Maintenance 
Service. 

Demographic profiles of the airway fa- 
cilities work force [[microform].], 93- 
27028 


United States. Federal Aviation 
Adminstration. 
Aviation education., 

United States. Federal Aviation Agency. 
FAA air traffic activity [[microform].] , 

93-14991, 93-27023 
FAA statistical handbook of aviation 
[[microform]] / , 93-27024, 93-27025 


International flight information manual., 
93-12535, 93-24711 


93-1113 


United States. Federal Aviation Agency. 
Office of Management Services. 
Census of U.S. civil aircraft [[micro- 
form].], 93-27022 


FAA air traffic activity [[microform].] , 
93-14991, 93-27023 


United States. Federal Bureau of 
Investigation. 
Bank crime statistics (BCS), federally in- 
sured financial institutions /, 93-26530 


FBI law enforcement bulletin., 93-837 
Handbook of forensic science., 93-2653 


Hate crime statistics, 1990 : a resource 
book /, 93-26529 


Informaciones para victimas y testigos de 
crimenes., 93-26532 


United States. Federal Bureau of 
Investigation. Office of Congressional and 
Public Affairs. 

FBI law enforcement bulletin., 


United States. Federal Bureau of 
Investigation. Public Affairs Office. 
FBI law enforcement bulletin., 93-837 


United States. Federal Bureau of 
Investigation. Training Division. National 
Academy Unit. 

FBI National Academy Associates news- 
letter /, 93-840 


United States. Federal Bureau of 
Investigation. Uniform Crime Reports 
Section. 

Killed in the line of duty : a study of 
selected felonious killings of law en- 
forcement officers /, 93-9745 
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United States. Federal Committee on 
Statistical Methodology. 
Seminar on Quality of Federal Data [mi- 
croform] /, 93-5888, 93-7997 


United States. Federal Communications 
Commission. 
Annual report [[microform]] / , 
93-20563, 93-20564 


93-410 


FCC record : a comprehensive compila- 
tion of decisions, reports, public notices 
and other documents of the Federal 
Communications Commission of the 
United States., 93-409 


Interference handbook., 93-25360 


Statistics of communications common 
carriers [[microform]] / , 93-4107, 
93-20565, 93-20566 


93-4106, 


Daily digest., 


United States. Federal Election Commission. 
Annual report [[microform]] / , 93- 
22536, 93-27158 
Campaign guide for congressional candi- 
dates and committees., 93-27162 
Code of federal regulations. 11, Federal 
elections., 93-22881 


Combined federal/state disclosure direc- 
tory [[microform]] /, 93-17406 

The Electoral college /, 93-3416 

The FEC and the Federal campaign fi- 
nance law /, 93-17403 

FEC reports on financial activity. Party 
and non-party political committees 
[[microform]] : final report., 93-22538, 
93-22539 


Federal elections [[microform].] , 
22540 


La ley Federal relativa al financiamiento 
de las campanas /, 93-17404 


Legal opportunities at the Federal Elec- 
tion Commission., 93-27159 


Local party activity /, 93-27160 


93- 


Polling place accessibility in the ... gener- 


al election., 93-10275 
Record /, 93-1149 


State and local elections and the federal 
campaign law /, 93-17405 


United States. Federal Election Commission. 
Clearinghouse Advisory Panel. 
Advisory Panel pictorial., 93-22537 


United States. Federal Election Commission. 
Information Division. 
Federal elections [[microform].] , 
22540 


93- 


United States. Federal Election Commission. 
Information Services Division. 
Annual report [[microform]] / , 

22536, 93-27158 


93- 
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United States. Federal Election Commission. 
Office of Publications. 
Annual report [[microform]] / , 
22536, 93-27158 


93- 


United States. Federal Emergency 

Management Agency. 

Are you ready? : your guide to disaster 
preparedness., 93-23711 

Big Bird gets ready for earthquakes [kit.] 
, 93-1955 

Criteria for preparation and evaluation of 
radiological emergency response plans 
and preparedness in support of nuclear 
power plants : criteria for utility offsite 
planning and preparedness draft report 
for interim use and comment., 93- 
19803 


Federal crime insurance program : com- 
mercial coverage rate tables, Septem- 
ber 1990., 93-4645 


Flood insurance study [microform] : Ada 
County, Idaho, unincorporated areas., 
93-1977 


Flood insurance study [microform] 
Adams County, Wisconsin and incor- 
porated areas., 93-11372 


Flood insurance study [microform] 
Aitkin County, Minnesota, unincorpo- 
rated areas., 93-7216 


Flood insurance study [microform] : As- 
cension Parish, Louisiana, (unincorpo- 
rated areas)., 93-16287 


Flood insurance study [microform] : Au- 
gusta County, Virginia, unincorporated 
areas., 93-18512 


Flood insurance study [microform] : Bal- 
timore County, Maryland, unincorpo- 
rated areas., 93-4684 


Flood insurance study [microform] 
Baxter County, Arkansas, and incorpo- 
rated areas., 93-1959 


Flood insurance study [microform] 
Benton County, Tennessee, unincorpo- 
rated areas., 93-4722 


Flood insurance study [microform] 
Blount County, Alabama, unincorpo- 
rated areas., 93-4648 


Flood insurance study [microform] 
Blount County, Tennessee, unincorpo- 
rated areas., 93-4723 


Flood insurance study [microform] : bor- 
ough of Allendale, New Jersey, Bergen 
County., 93-1992 


Flood insurance study [microform] : bor- 
ough of Ambler, Pennsylvania, Mont- 
gomery County., 93-2017 

Flood insurance study [microform] : bor- 


ough of Ashland, Pennsylvania, 
Schuylkill County., 93-4719 
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Flood insurance study [microform] : bor- 
ough of Felton, Pennsylvania, York 
County., 93-2016 


Flood insurance study [microform] : bor- 
ough of Mendham, New Jersey, Morris 
County., 93-13722 


Flood insurance study [microform] : bor- 
ough of Monroe, Pennsylvania, Brad- 
ford County., 93-11362 


Flood insurance study [microform] : bor- 
ough of Paramus, New Jersey, Bergen 
County., 93-21141 


Flood insurance study [microform] : bor- 
ough of State College, Pennsylvania, 
Centre County., 93-11363 


Flood insurance study [microform] 
Bradley County, Tennessee, unincorpo- 
rated areas., 93-4724 


Flood insurance study [microform] 
Brazos County, Texas, and incorporat- 
ed areas., 93-2030 


Flood insurance study : Brevard County, 
Florida, and incorporated areas., 93- 
16275 


Flood insurance study [microform] 
Broward County, Florida, and incorpo- 
rated areas., 93-4660 


Flood insurance study [microform] 
Caddo County, Oklahoma and incorpo- 
rated areas., 93-4717 


Flood insurance study [microform] : Cal- 
houn County, Alabama, unincorporated 
areas., 93-16254 


Flood insurance study [microform] 
Chattooga County, Georgia, (unincor- 
porated areas)., 93-13690 


Flood insurance study [microform] 
Cherokee County, Alabama, unincor- 
porated areas., 93-4649 


Flood insurance study [microform] 
Cherokee County, North Carolina, (un- 
incorporated areas)., 93-25995 


Flood insurance study [microform] 
Chesterfield County, South Carolina, 
unincorporated areas., 93-2026 


Flood insurance study [microform] 
Chesterfield County, Virginia, unincor- 
porated areas., 93-7230 


Flood insurance study [microform] 
Churchill County, Nevada, unincorpo- 
rated areas., 93-28302 


Flood insurance study [microform] : city 
and county of Denver, Colorado., 93- 
4656, 93-16270, 93-18491 


Flood insurance study [microform] : city 
of Abilene, Texas, Taylor and Jones 
counties., 93-16326 


Flood insurance study [microform] : city 
of Anniston, Alabama, Calhoun 
County., 93-16255 


Flood insurance study [microform] : city 
of Auburn, Alabama, Lee County., 
93-16259 
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Flood insurance study [microform] : city 
of Austin, Minnesota, Mower County., 
93-7218 


Flood insurance study [microform] : city 
of Ballwin, Missouri, St. Louis 
County., 93-13713 


Flood insurance study [microform] : city 
of Bartlesville, Oklahoma, Osage and 
Washington counties., 93-13731 


Flood insurance study [microform] : city 
of Beaumont, Texas, Jefferson County., 
93-4738 


Flood insurance study [microform] : city 
of Bellefontaine Neighbors, Missouri, 
St. Louis County., 93-4695 


Flood insurance study [microform] : city 
of Berkeley, Missouri, St. Louis 
County., 93-16295 


Flood insurance study [microform] : city 
of Boise, Idaho, Ada County., 93- 
16279 


Flood insurance study [microform] : city 
of Brownton, Minnesota, McLeod 
County., 93-7211 


Flood insurance study [microform] : city 
of Buchanan, Michigan, Berrien 
County., 93-18503 


Flood insurance study [microform] : city 
of Buda, Texas, Hays County., 93- 
28326 


Flood insurance study [microform] : city 
of Carson City, Nevada, independent 
city., 93-28301 


Flood insurance study [microform] : city 
of Cascade, Iowa, Dubuque and Jones 
counties., 93-11350 


Flood insurance study [microform] : city 
of Charles Town, West Virginia, Jef- 
ferson County., 93-13747 


Flood insurance study [microform] : city 
of Chattanooga, Tennessee, Hamilton 
County., 93-11365 


Flood insurance study [microform] : city 
of Clarksburg, West Virginia, Harrison 
County., 93-4747 


Flood insurance study [microform] : city 
of Clearlake, California, Lake County., 
93-1965 


Flood insurance study [microform] : city 
of Clemson, South Carolina, Pickens 
and Anderson counties., 93-16317 


Flood insurance study [microform] : city 
of Cleveland, Tennessee, Bradley 
County., 93-16318 

Flood insurance study [microform] : city 
of Clive, Iowa, Polk and Dallas coun- 
ties, 93-11351 


Flood insurance study [microform] : city 
of College Park, Georgia, Fulton and 
Clayton counties., 93-18494 

Flood insurance study : city of Colorado 


Springs, Colorado, El Paso County., 
93-1966 
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Flood insurance study [microform] : city 
of Columbus-Muscogee County, Geor- 
gia, (consolidated government)., 93- 
16278 


Flood insurance study [microform] : city 
of Conroe, Texas, Montgomery 
County., 93-4733 


Flood insurance study [microform] : city 
of Cool Valley, Missouri, St. Louis 
County., 93-16296 


Flood insurance study [microform] : city 
of Copperhill, Tennessee, Polk 
County., 93-16320 


Flood insurance study {microform] : city 
of Corning, California, Tehama 
County., 93-4653 


Flood insurance study [microform] : city 
of Corpus Christi, Texas, Nueces and 
Kleberg counties., 93-4739 


Flood insurance study [microform] : city 
of Covington, Kentucky, Kenton 
County., 93-25984 


Flood insurance study [microform] : city 
of Crump, Tennessee, Hardin County., 
93-28323 


Flood insurance study [microform] : city 
of Dayton, Minnesota, Hennepin and 
Wright counties., 93-7209 

Flood insurance study [microform] : city 
of Decatur, Georgia, De Kalb County., 
93-7207 


Flood insurance study [microform] : city 
of Delta, Colorado, Delta County., 
93-4655 


Flood insurance study [microform] : city 
of Dewey, Oklahoma, Washington 
County., 93-2010 


Flood insurance study [microform] : city 
of Dyersburg, Tennessee, Dyer 
County., 93-16319 


Flood insurance study [microform] : city 
of Ely, Iowa, (Linn Co.)., 93-13696 
Flood insurance study [microform] : city 
of Emerado, North Dakota, Grand 
Forks County., 93-13730 

Flood insurance study [microform] : city 
of Emmetsburg, Iowa, Palo Alto 
County., 93-28296 


Flood insurance study [microform] : city 
of Evansdale, Iowa, Black Hawk 
County., 93-16283 

Flood insurance study [microform] : city 
of Evansville, Wisconsin, Rock 
County., 93-2044 

Flood insurance study [microform] : city 
of Evart, Michigan, Osceola County., 
93-18502 

Flood insurance study [microform] : city 
of Fairborn, Ohio, Greene County., 
93-7225 
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Flood insurance study [microform] : city 
of Fairbury, Nebraska, Jefferson 
County., 93-13720 


Flood insurance study [microform] : city 
of Farmington, Utah, Davis County., 
93-13741 


Flood insurance study [microform] : city 
of Ferguson, Missouri, St. Louis 
County., 93-16297 


Flood insurance study [microform] : city 
of Folsom, California, Sacramento 
County., 93-13686 


Flood insurance study [microform] : city 
of Fontana, California, San Bernardino 
County., 93-16267 


Flood insurance study [microform] : city 
of Forest Acres, South Carolina, Rich- 
land County., 93-2024 


Flood insurance study [microform] : city 
of Fort Wright, Kentucky, Kenton 
County., 93-25985 


Flood insurance study [microform] : city 
of Fulton, Mississippi, Itawamba 
County., 93-18504 


Flood insurance study [microform] : city 
of Gainesville, Florida, Alachua 
County., 93-16276 


Flood insurance study [microform] : city 
of Garland, Texas, Dallas and Collin 
counties., 93-28328 


Flood insurance study [microform] : city 
of Geneseo, Illinois, Henry County., 
93-13693 


Flood insurance study [microform] : city 
of Gideon, Missouri, New Madrid 
County., 93-13712 


Flood insurance study [microform] : city 
of Glencoe, Minnesota, McLeod 
County., 93-7212 


Flood insurance study [microform] : city 
of Gonzales, Louisiana, Ascension 
Parish., 93-1978 


Flood insurance study [microform] : city 
of Grand Junction, Colorado, Mesa 
County., 93-1968 

Flood insurance study [microform] : city 
of Grand Prairie, Texas, Dallas, Tar- 
rant, and Ellis counties., 93-16328 


Flood insurance study [microform] : city 
of Greenfield, Minnesota, Hennepin 
County., 93-7217 


Flood insurance study [microform] : city 
of Hanceville, Alabama, Cullman 
County., 93-16258 


Flood insurance study [microform] : city 
of Hanover, Minnesota, Wright and 
Hennepin counties., 93-1984 

Flood insurance study [microform] : city 


of Harrison, Arkansas, Boone County., 
93-16264 


Flood insurance study [microform] : city 
of Heber Springs, Arkansas, Cleburne 
County., 93-25980 
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Flood insurance study [microform] : city 
of Henderson, Minnesota, Sibley 
County., 93-7215 


Flood insurance study [microform] : city 
of Highland Heights, Ohio, Cuyahoga 
County., 93-2007 


Flood insurance study [microform] : city 
of Hopkins, Minnesota, Hennepin 
County., 93-1983 


Flood insurance study [microform] : city 
of Huntsville, Alabama, Madison 
County., 93-16260 


Flood insurance study [microform] : city 
of Hutchinson, Minnesota, McLeod 
County., 93-7213 


Flood insurance study [microform] : city 
of Independence, Minnesota, Hennepin 
County., 93-13705 


Flood insurance study [microform] : city 
of Irving, Texas, Dallas County., 93- 
11368 


Flood insurance study : city of Jackson- 
ville Beach, Florida, Duval County., 
93-16273 


Flood insurance study [microform] : city 
of Jasper, Texas, Jasper County., 93- 
7229 


Flood insurance study [microform] : city 
of Jellico, Tennessee, Campbell 
County., 93-11366 


Flood insurance study [microform] : city 
of Jennings, Missouri, St. Louis 
County., 93-18505 


Flood insurance study [microform] : city 
of Kalamazoo, Michigan, Kalamazoo 
County., 93-13703 


Flood insurance study [microform] : city 
of Kalispell, Montana, Flathead 
County., 93-11356 


Flood insurance study [microform] : city 
of Kankakee,  [Illinois, Kankakee 
County., 93-18495 


Flood insurance study [microform] : city 
of Kelso, Washington, Cowlitz 
County., 93-28330 


Flood insurance study [microform] : city 
of Keyser, West Virginia, Mineral 
County., 93-2040 


Flood insurance study [microform] : city 
of Kinloch, Missouri, Saint Louis 
County., 93-13714 


Flood insurance study [microform] : city 
of La Quinta, California, Riverside 
County., 93-4654 


Flood insurance study [microform] : city 
of Lapeer, Michigan, Lapeer County., 
93-1980 

Flood insurance study [microform] : city 
of Lebanon, Tennessee, Wilson 
County., 93-13734 


Flood insurance study [microform] : city 


of Lenoir City, Tennessee, Loudon 
County., 93-4727 
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Flood insurance study [microform] : city 
of Lester Prairie, Minnesota, McLeod 
County., 93-7214 


Flood insurance study [microform] : city 
of Lindsay, Oklahoma, Garvin 
County., 93-28314 


Flood insurance study [microform] : city 
of Linton, North Dakota, Emmons 
County., 93-25996 


Flood insurance study [microform] : city 
of Longview, Washington, Cowlitz 
County., 93-28331 


Flood insurance study [microform] : city 
of Lorain, Ohio, Lorain County., 93- 
2008 


Flood insurance study [microform] : city 
of Lowell, Massachusetts, Middlesex 
County., 93-11354 


Flood insurance study [microform] : city 
of Lynnwood, Washington, Snohomish 
County., 93-13746 


Flood insurance study [microform] : city 
of Manchester, Georgia, Meriwether 
and Talbot counties., 93-16277 


Flood insurance study [microform] : city 
of Marina, California, Monterey 
County., 93-16269 


Flood insurance study [microform] : city 
of Mauldin, South Carolina, Greenville 
County., 93-4720 


Flood insurance study [microform] : city 
of Merced, California, | Merced 
County., 93-4652 


Flood insurance study [microform] : city 
of Mesquite, Texas, Dallas County., 
93-4741 


Flood insurance study [microform] : city 
of Minnetonka, Minnesota, Hennepin 
County., 93-13706 


Flood insurance study [microform] : city 
of Mission, Texas, Hidalgo County., 
93-4730, 93-7228 


Flood insurance study [microform] : city 
of Moline Acres, Missouri, St. Louis 
County., 93-16298 


Flood insurance study [microform] : city 
of Momence, Illinois, Kankakee 
County., 93-16281 


Flood insurance study [microform] : city 
of Montgomery, Ohio, Hamilton 
County., 93-16310 


Flood insurance study [microform] : city 
of Moreno Valley, California, River- 
side County., 93-18489 


Flood insurance study [microform] : city 
of Mount Healthy, Ohio, Hamilton 
County., 93-16311 

Flood insurance study [microform] : city 
of Muscle Shoals, Alabama, Colbert 
County., 93-16257 
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Flood insurance study [microform] : city 
of Nashville and Davidson County, 
Tennessee (metropolitan government)., 
93-28320 


Flood insurance study [microform] : city 
of North Ridgeville, Ohio, (Lorain 
Co.)., 93-16312 


Flood insurance study [microform] : city 
of Novi, Michigan, Oakland County., 
93-18501 


Flood insurance study [microform] : city 
of Nowata, Oklahoma, Nowata 
County., 93-25997 


Flood insurance study [microform] : city 
of Oak Ridge North, Texas, Montgom- 
ery County., 93-4737 


Flood insurance study [microform] : city 
of Oklahoma City, Oklahoma, Oklaho- 
ma, Canadian, Cleveland, McClain, and 
Pottawatomie counties., 93-23712 


Flood insurance study [microform] : city 
of Otsego, Minnesota, Wright County., 
93-13708 


Flood insurance study [microform] : city 
of Oxford, Alabama, Calhoun and Tal- 
ladega counties., 93-16256 


Flood insurance study [microform] : city 
of Pagedale, Missouri, St. Louis 
County., 93-4696 


Flood insurance study [microform] : city 
of Paris, Arkansas, Logan County., 
93-16266 


Flood insurance study [microform] : city 
of Petersburg, West Virginia, Grant 
County., 93-2033 


Flood insurance study [microform] : city 
of Piedmont, West Virginia, Mineral 
County., 93-2041 


Flood insurance study [microform] : city 
of Pittsburg, Kansas, Crawford 
County., 93-18496 


Flood insurance study [microform] : city 
of Port Aransas, Texas, Nueces and 
Aransas counties., 93-11371 


Fiood insurance study {microform] : city 
of Rancho Mirage, California, River- 
side County., 93-1962 


Flood insurance study [microform] : city 
of Ranson, West Virginia, Jefferson 
County., 93-16330 


Flood insurance study [microform] : city 
of Richwood, West Virginia, Nicholas 
County., 93-2042 


Flood insurance study [microform] : city 
of Roanoke Rapids, North Carolina, 
Halifax County., 93-7222 


Flood insurance study [microform] : city 
of Rock Hill, South Carolina, York 
County., 93-16316 

Flood insurance study [microform] : city 


of Rockford, Minnesota, Hennepin and 
Wright counties., 93-7210 
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Flood insurance study [microform] : city 
of Rogersville, Tennessee, Hawkins 
County., 93-28321 


Flood insurance study [microform] : city 
of Rugby, North Dakota, Pierce 
County., 93-2006 


Flood insurance study [microform] : city 
of Russellville, Arkansas, Pope 
County., 93-13684 


Flood insurance study [microform] : city 
of San Diego, California, San Diego 
County., 93-18488 


Flood insurance study [microform] : city 
of San Marcos, California, San Diego 
County., 93-28294 


Flood insurance study [microform] : city 
of Sand Springs, Oklahoma, Tulsa and 
Osage counties., 93-25998 


Flood insurance study [microform] : city 
of Santa Fe, New Mexico, Santa Fe 
County., 93-13723 


Flood insurance study [microform] : city 
of Schertz, Texas, Bexar, Comal and 
Guadalupe counties., 93-13736 


Flood insurance study [microform] : city 
of Scribner, Nebraska, Dodge County., 
93-13719 


Flood insurance study [microform] : city 
of Searcy, Arkansas, White County., 
93-1960 


Flood insurance study [microform] : city 
of Shinnston, West Virginia, Harrison 
County., 93-2037 


Flood insurance study [microform] : city 
of Show Low, Arizona, Navajo 
County., 93-7206 


Flood insurance study [microform] : city 
of Smithville, Missouri, Clay County., 
93-13717 


Flood insurance study [microform] : city 
of South Pittsburg, Tennessee, Marion 
County., 93-11367 


Flood insurance study [microform] : city 
of Sparks, Neveda, Washoe County., 
93-4698 


Flood insurance study [microform] : city 
of St. George, Kansas, Pottawatomie 
County., 93-16285 


Flood insurance study [microform] : city 
of St. Johns, Arizona, Apache County., 
93-25979 


Flood insurance study [microform] : city 
of St. Louis, Missouri, independent 
city., 93-13715 

Flood insurance study [microform] : city 
of Temecula, California, Riverside 
County., 93-28295 


Flood insurance study [microform] : city 
of Texarkana, Texas, Bowie County., 
93-4729 


Flood insurance study [microform] : city 
of Urbandale, Iowa, Polk and Dallas 
counties., 93-4664 
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Flood insurance study [microform] : city 
of Virginia Beach, Virginia, independ- 
ent city., 93-7232 

Flood insurance study [microform] : city 
of Walnut Ridge, Arkansas, Lawrence 
County., 93-16265 


Flood insurance study [microform] : city 
of Watertown, Minnesota, Carver 
County., 93-7208 


Flood insurance study [microform] : city 
of Watertown, New York, Jefferson 
County., 93-28305 


Flood insurance study : city of Water- 
town, South Dakota, Codington 
County., 93-2027 


Flood insurance study [microform] : city 
of Wells, Nevada, Elko County., 93- 
4699 


Flood insurance study [microform] : city 
of Westerville, Ohio, Franklin and 
Delaware counties., 93-16309 


Flood insurance study [microform] : city 
of Westminster, Colorado, Adams and 
Jefferson counties., 93-18490 


Flood insurance study [microform] : city 
of Weston, West Virginia, Lewis 
County., 93-4749 


Flood insurance study [microform] : city 
of White Sulphur Springs, West Vir- 
ginia, Greenbrier County., 93-2035 


Flood insurance study [microform] : city 
of Wichita Falls, Texas, Wichita 
County., 93-28325 


Flood insurance study [microform] : city 
of Wilkes-Barre, Pennsylvania, Luzerne 
County., 93-2015 


Flood insurance study [microform] : city 
of Windsor Heights, Iowa, Polk 
County., 93-11352 


Flood insurance study [microform] : city 
of Woodcreek, Texas, Hays County., 
93-21148 


Flood insurance study [microform] 
Clark County, Washington, unincorpo- 
rated areas., 93-2031 


Flood insurance 
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areas., 


study Cleburne 
Arkansas, unincorporated 
93-1961 


Flood insurance study [microform] 
Cobb County, Georgia, and unincorpo- 
rated areas., 93-1974 

Flood insurance study [microform] 


Cocke County, Tennessee and incorpo- 
rated areas., 93-4728 

Flood insurance study [microform] : Co- 
conino County, Arizona, unincorporat- 
ed areas., 93-13683 

Flood insurance study [microform] 
County of Chisago, Minnesota, (unin- 
corporated areas)., 93-28299 
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Flood insurance study : county of Jack- 
son, Missouri, unincorporated areas., 
93-1986 


Flood insurance study : county of Lin- 
coln, Missouri, unincorporated areas., 
93-1987 


Flood insurance study [microform] 
County of McLeod, Minnesota, unin- 
corporated areas., 93-4693 


Flood insurance study [microform] 
county of Will, Illinois, unincorporated 
areas., 93-16282 


Flood insurance study [microform] 
Cowlitz County, Washington, unincor- 
porated areas., 93-28329 


Flood insurance study [microform] : Cull- 
man County, Alabama, unincorporated 
areas., 93-4650 


Flood insurance study [microform] 
Dane County, Wisconsin (unincorpo- 
rated areas)., 93-26002 


Flood insurance study [microform] : Dare 
County, North Carolina, (unincorporat- 
ed areas)., 93-21146 


Flood insurance study [microform] 
Denton County, Texas, unincorporated 
areas., 93-4736 


Flood insurance study [microform] 
Dona Ana County, New Mexico and 
incorporated areas., 93-7219 


Flood insurance study [microform] 
Douglas County, Colorado, unincorpo- 
rated areas., 93-16271, 93-18492 


Flcod insurance study [microform] : East 
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Claire County, Wisconsin, (unincorpo- 
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fingham County, Georgia, unincorpo- 
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ed areas., 93-13687 
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Fannin County, Georgia (unincorporat- 
ed areas)., 93-25983 


Flood insurance study [microform] : Fay- 
ette County, Georgia, unincorporated 
areas., 93-1975 


Flood insurance study [microform] 
Ferry County, Washington, unincorpo- 
rated areas., 93-26000 

Flood insurance study [microform] : Flat- 
head County, Montana, unincorporated 
areas., 93-13718 


Flood insurance study [microform] : Fort 
Bend County, Texas and incorporated 
areas., 93-16325 
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Flood insurance study [microform] 
Franklin County, Kansas, unincorpo- 
rated areas., 93-4668 


Flood insurance study [microform] 
Fulton County, Georgia (unincorporat- 
ed areas)., 93-1976 


Flood insurance study [microform] : Gal- 
veston County, Texas, unincorporated 
areas., 93-4740, 93-28327 


Flood insurance study [microform] 
Greenbrier County, West Virginia, un- 
incorporated areas., 93-2034 


Flood insurance study [microform] 
Greene County, Ohio, unincorporated 
areas., 93-7224 


Flood insurance study [microform] 
Hardin County, Texas, and incorporat- 
ed areas., 93-13737 


Flood insurance study [microform] 
Harris County, Texas, and incorporat- 
ed areas., 93-16321, 93-16322, 93- 
16323 


Flood insurance study [microform] : Har- 
rison County, West Virginia, unincor- 
porated areas., 93-2036 


Flood insurance study : Hawaii County, 
Hawaii., 93-4663 


Flood insurance study [microform] 
Hays County, Texas, (unincorporated 
areas)., 93-21147 
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porated areas., 93-1972 
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Hinds County, Mississippi, unincorpo- 
rated areas., 93-4694 
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Horry County, South Carolina, and in- 
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Missouri, unincorporated areas., 93- 
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areas., 93-4731 


Flood insurance study [microform] : Jef- 
ferson County, West Virginia (unincor- 
porated areas)., 93-28332 


Flood insurance study [microform] 


Johnson County, Kansas and incorpo- 
rated areas., 93-4666 
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Johnson County, Texas, and incorpo- 
rated areas., 93-16324 


Flood insurance study [microform] 
Lewis County, West Virginia, unincor- 
porated areas., 93-4748 


Flood insurance study [microform] : Lex- 
ington-Fayette urban County Govern- 
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Pasco County, Florida, unincorporated 
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Pearl River Valley Water Supply Dis- 
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Flood insurance study [microform] : Pla- 
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.. [[microform].] , 


Oregon : 


Cooperative forestry : the sharing of re- 
source knowledge and technology., 
93-25018 


United States. Forest Service. Pacific 
Northwest Region. Wilderness 
Management Program. 

Defining wilderness quality [microform] : 
the role of standards in wilderness 
management : a workshop proceedings 
: Fort Collins, Colorado, April 10-11, 
1990 /, 93-25015 


United States. Forest Service. Pacific 

Southwest Region. 

Evaluation of instream fish habitat resto- 
ration structures in Klamath River trib- 
utaries, 1988/1989 [microform] /, 93- 
2551 


United States. Forest Service. Range 


Management. 
Grazing statistical summary [[microform]] 
/, 93-22818 
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United States. Forest Service. Rocky 


Mountain Region. 
Air resource management program as- 
sessment., 93-3641 


Buffalo Gap National Grassland, South 
Dakota /, 93-22803 


Colorado wilderness — is being loved to 
death., 93-15353 


Draft environmental impact statement for 
nursery pest management USDA 
Forest Service, Nebraska National 
Forest, Bessey Nursery., 93-1289 


Draft environmental impact statement for 
the Trout Mountain analysis area [mi- 
croform] /, 93-15391 


Economic diversity & dependency assess- 
ment /, 93-10493 


Specialty pack string., 93-22796 
Summary for the Trout Mountain final 


environmental impact statement [mi- 
croform] , 93-27447 


Summary of the draft oil and gas leasing 
environmental impact statement [mi- 
croform] : Shoshone National Forest., 
93-3796 


United States. Forest Service. Southern 


Region. 

An Enduring resource of wilderness : 16 
management principles., 93-22799 

Flatwoods auto tour : Watauga Ranger 
District., 93-27399 


George Washington National Forest : a 
history /, 93-20166 

Houston recreation area : Bankhead Na- 
tional Forest., 93-20170 


How to identify and control littleleaf dis- 
ease [microform] /, 93-3798 

Leon Sinks geological area : Apalachico- 
la National Forest., 93-22794 


Managing the family forest in the South / 
, 93-10509 


Munson Hills off-road bicycle trail., 93- 
20179 


Payne Lake recreation area : Oakmulgee 
Ranger District, Talladega National 
Forest., 93-20171 

Stream habitat improvement handbook 
[microform], 93-17729 

Tax tips for forest landowners for the 
1992 tax year [microform] / , 93- 
27449 


United States. Forest Service. Southwestern 


Region. 
Annual report for fiscal year ... [[micro- 
form].], 93-1292 


Cibola National Forest, Mt. Taylor 
Ranger District : New Mexico, 1992 / 
compiled and drafted at Regional 
Office, Albuquerque, New Mexico, 
1967., 93-20172 
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Continental Divide National Scenic Trail 
decision notice and finding of no signif- 
icant impact [microform] : central New 
Mexico section, Cibola planning seg- 
ment., 93-27369 


Coronado Trail Scenic Byway : Apache- 
Sitgreaves National Forests /, 93- 
20165 


Cultural resources overview [microform] 
: Central New Mexico /, 93-8423 


Desired future condition : Apache-Sit- 
greaves National Forests /, 93-22791 


The Early days : a sourcebook of South- 
western Region history /, 93-3797 


Ecology and management of oak and as- 
sociated woodlands : perspectives in 
the southwestern United States and 
northern Mexico : April 27-30, 1992, 
Sierra Vista, Arizona /, 93-6551 


An Enduring heritage : caring for the 
past on the Santa Fe National Forest /, 
93-20167 


Environmental impact statement and 
record of decision for Mt. Lemmon Ski 
Valley [microform] : Coronado Nation- 
al Forest., 93-17725 


Environmental impact statement for the 
Felipito timber sale [microform] 
Carson National Forest., 93-22835 


Environmental impact statement for the 
Hay timber sale [microform] : Lincoln 
National Forest., 93-22836 


Gila National Forest, New Mexico., 93- 
17689 

Highline trails guide : 
Forest /, 93-22806 

International Symposium, Integrated 
Management of Watersheds for Multi- 
ple Use : March 26-30, 1990, Morelia, 
Mexico = Simposio Internacional: 
Manejo Integrado de Cuencas para Uso 
Multiple /, 93-1282 


Lincoln National Forest, New Mexico., 
93-20175 


Mountain bicycling in the Sandia Moun- 
tains /, 93-12824 


Pothunting in central Arizona : the Perry 
Mesa Archeological Site Vandalism 
Study /, 93-10508 


Prescott National Forest, Arizona., 93- 
20178 


Santa Fe National Forest annual report, 
fiscal year ... [[microform]] / , 93- 
8427 


The Southwestern commitment to excel- 
lence., 93-24981 


Zuni Mountain Historic Auto Tour : Mt. 
Taylor Ranger District, Cibola Nation- 
al Forest /, 93-10490 


Tonto National 
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United States. Forest Service. Tawas Ranger 
District. 
Monument Campground., 93-27393 
South Branch Trail Camp., 93-27397 


Tuttle Marsh Wildlife Area., 93-27398 


United States. Forest Service. Timber 

Management. 

Proceedings of the National Silviculture 
Workshop [microform] : silvicultural 
challenges and opportunities in the 
1990’s : Petersburg, Alaska, July 10-13, 
1989., 93-17685 


Proceedings of the National Silviculture 
Workshop [microform] : silviculture 
challenges and opportunities in the 
1990’s, Petersburg, Alaska, July 10-13, 
1989., 93-20169 


United States. Forest Service. White Cloud 
Ranger District. 
Cedar Creek motorcycle trail., 93-27383 


Horseshoe/Holton Trail., 


93-27385 
Minnie Pond., 93-27392 


Motorcycle 


United States. Forest Service. Wildlife and 
Fisheries Staff. 
Eyes on wildlife [microform] : the Forest 
Service’s watchable wildlife program., 
93-24982 


United States. Forest Service Research. 
Proceedings, U.S. Department of Agri- 
culture Interagency Gypsy Moth Re- 
search Forum, 1992 [microform] : Jan- 
uary 13-16, 1992, Lowes Annapolis 
Hotel, Annapolis, Maryland /, 93- 
17716 


United States. Forest Services. Southern 
Region. 
Helping pines earn more with weed con- 
trol [microform] /, 93-3799 


United States. General Accounting Office. 

A-76 program issues [microform] : state- 
ment of L. Nye Stevens, Director, 
Government Business Operations 
Issues, General Government Division, 
before the Subcommittee on Human 
Resources, Committee on Post Office 
and Civil Service, House of Represent- 
atives /, 93-16341 


Ability of underground petroleum storage 
tank owners to comply with federal fi- 
nancial responsibility requirements [mi- 
croform] : statement of Peter F. Guer- 
rero, Associate Director, Environmen- 
tal Protection Issues, Resources, Com- 
munity, and Economic Development 
Division, before the Subcommittee on 
Antitrust, Impact of Deregulation, and 
Privatization, Committee on Small 
Business, House of Representatives /, 
93-16379 





Access to health care [microform] : states 
respond to growing crisis : report to 
congressional requesters /, 93-28386 

Access to health insurance [microform] : 
state efforts to assist small businesses : 
statement of Mark V. Nadel, Associate 
Director, National and Public Health 
Issues, Human Resources Division, 
[before the] Committee on Small Busi- 
ness, House of Representatives /, 93- 
21164, 93-21208 


Access to health insurance [microform] : 
states attempt to correct problems in 
small business health insurance market : 
statement of Mark V. Nadel, Associate 
Director, National and Public Health 
Issues, Human Resources Division, 
[before the] Subcommittee on Health 
and the Environment, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-21160 


Accidental shootings [microform] : data 
on children : statement of George Sil- 
berman, Assistant Director, Program 
Evaluation and Methodology Division, 
before the Montgomery County Coun- 
cil, Montgomery County, Maryland /, 
93-13843 

Acquisition management [microform] : 
implementation of the Defense Acquisi- 
tion Workforce Improvement Act : 
report to congressional committees /, 
93-28455 


Acquisition reform [microform] : defense 
management report savings initiatives : 
report to the Honorable William V. 
Roth, Jr., U.S. Senate /, 93-9379 


Actions to mitigate aircraft noise at Min- 
neapolis-St. Paul International Airport 
[microform] : statement by Allen Li, 
Assistant Director, Resources, Commu- 
nity, and Economic Development Di- 
vision, before the Local and Urban 
Government Committee, Minnesota 
Senate /, 93-16377 


Administration of the federal ban on ex- 
ports of unprocessed federal timber 
[microform] : statement of William E. 
Gahr, Associate Director, Food and 
Agriculture Issues, Resources, Commu- 
nity, and Economic Development Di- 
vision, before the Subcommittee on 
National Parks and Public Lands, 
Committee on Interior and Insular Af- 
fairs, House of Representatives., 93- 
2054 


Administration on Aging [microform] : 
harmonizing growing demands and 
shrinking resources : report to congres- 
sional requesters /, 93-16448 

Administration on Aging [microform] : 
operations have been strengthened but 
weaknesses remain : report to congres- 
sional requesters /, 93-21262 

ADMS Block Grant [microform] : drug 
treatment services could be improved 
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by new accountability program : report 
to the Chairman, Select Committee on 
Narcotics Abuse and Control, House of 
Representatives /, 93-13928 


ADP acquisition [microform] : Navy has 


not justified an additional PERSPAY 
computer : report to the Secretary of 
the Navy /, 93-4820 


ADP budget [microform] : analysis of 


HCFA’s fiscal year 1991 ADP budget 
request : report to the Chairman, Sub- 
committee on Labor, Health, and 
Human Services, Education, and Relat- 
ed Agencies, Committee on Appropria- 
tions, U.S. Senate /, 93-11475 


ADP budget [microform] : analysis of 


SSA’s fiscal year 1988 Information 
Technology Systems request : report to 
congressional requesters /, 93-4822 


ADP budget [microform] : information 


on two IRS computer projects : fact 
sheet for the Chairman, Subcommittee 
on Oversight, House Committee on 
Ways and Means /, 93-4819 


ADP budget : potential reductions to the 


Department of the Air Force’s budget 
request : briefing report to the Chair- 
man, Subcommittee on Defense, Com- 
mittee on Appropriations, House of 
Representatives /, 93-11472 


ADP, IRM & telecommunications [[mi- 


croform].], 93-26046 


ADP procurement [microform] : DOD’s 


approach to providing logistics data on 
compact disk is justified : report to 
congressional requesters /, 93-9365 


ADP procurement [microform] : prompt 


Navy action can reduce risks to SNAP 
III implementation : report to the 
Acting Secretary of the Navy /, 93- 
18599 


ADP procurements [microform] : GSA 


needs to improve its review process to 
enhance its ADP oversight : report to 
the Chairman, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-7273 


Aerospace plane technology [microform] 


: research and development efforts in 
Japan and Australia : report to the 
Chairman, Committee on Science, 
Space, and Technology, House of Rep- 
resentatives /, 93-7299 


Affirmative employment [microform] : 


assessing progress of EEO groups in 
key federal jobs can be improved : 
report to the Chairman, Committtee on 
Governmental Affairs, U.S. Senate /, 
93-28361 


Agency for International Development 


[microform] : the Minority Shipping 
Program is constrained by program re- 
quirements : report to the Chairman, 
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Committee on Government Operations, 
House of Representatives /, 93-21253 


Aging issues [microform] : related GAO 
reports and activities in fiscal year 1991 
: report to the Chairman, Special Com- 
mittee on Aging, U.S. Senate /, 93- 
9360 


Agricultural marketing [microform] 
status of the forest products industry : 
briefing report to the Honorable 
Norman D. Dicks, House of Represent- 
atives /, 93-21273 


Agricultural trade [microform] : high- 
value products and U.S. export promo- 
tion efforts : statement of Allan I. Men- 
delowitz, Director, International Trade 
and Finance Issues, General Govern- 
ment Division, before the Subcommit- 
tee on Department Operations, Re- 
search, and Foreign Agriculture, Com- 
mittee on Agriculture, House of Repre- 
sentatives /, 93-23729 


Agriculture, generic promotion program 
for fruits and vegetables [microform : 
report to congressional requesters] / , 
93-13987 


Agriculture payments [microform] : ef- 
fectiveness of efforts to reduce farm 
payments has been limited : report to 
the Honorable Charles E. Schumer, 
House of Representatives /, 93-16454 


Agriculture, USDA needs to better focus 
its water quality responsibilities [micro- 
form] : report to the Chairman, Envi- 
ronment, Energy, and Natural Re- 
sources Subcommittee, Committee on 
Government Operations, House of 
Representatives /, 93-11509 

Agriculture’s export credit programs [mi- 
croform] : delays in accessing records 
relating to Iraq : statement of Allan I. 
Mendelowitz, Director, International 
Trade and Finance issues, General 
Government Division, before the Com- 
mittee on Banking, Finance and Urban 
Affairs, House of Representatives /, 
93-18518 


AID management [microform] : strategic 
management can help AID face cur- 
rent and future challenges : report to 
the Administrator, Agency for Interna- 
tional Development /, 93-13964 

Aid to Kenya [microform] : accountabil- 
ity for economic and military assistance 
can be improved : report to the Honor- 
able Edward M. Kennedy, U.S. Senate 
/, 93-28439 


Aid to Nicaragua [microform] : U.S. as- 
sistance supports economic and social 
development : report to congressional 
requesters /, 93-16441 

Aid to Panama [microform] : improving 
the criminal justice system : report to 
the Chairman, Subcommittee on For- 
eign Operations, Committee on Appro- 
priations, U.S. Senate /, 93-21230 
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AIDS [microform] : CDC’s investigation 
of HIV transmissions by a dentist : 
report to the Chairman, Human Re- 
sources and Intergovernmental Rela- 
tions Subcommittee, Committee on 
Government Operations, House of 
Representatives /, 93-18631 


AIDS prevention [microform] : views on 
the administration’s budget proposals : 
briefing report to the Chairman, Sub- 
committee on Labor, Health and 
Human Services, Education and Relat- 
ed Agencies, Committee on Appropria- 
tions, United States Senate /, 93-2085 


AIDS-prevention programs [microform] : 
high-risk groups still prove hard to 
reach : report to the Chairman, Sub- 
committee on Human Resources and 
Intergovernmental Relations, Commit- 
tee on Government Operations, House 
of Representatives /, 93-7263 


Air defense training [microform] : con- 
tract cost for replacing T-33 aircraft 
training mission : briefing report to the 
Chairman, Subcommittee on Defense, 
Committee on Appropriations, House 
of Representatives /, 93-4835 


Air Force ADP [microform] : lax con- 
tract oversight led to waste and re- 
duced competition report to the 
Chairman, Committee on Government 
Operations, House of Representatives / 

93-28421 


Air Force ADP [microform] : millions 
can be saved if Automated Technical 
Order System is discontinued : report 
to the Chairman, Subcommittee on 
Readiness, Committee on Armed Serv- 
ices, House of Representatives /, 93- 
11479 


Air Force depot maintenance [micro- 
form] : improved pricing and financial 
management practices needed : report 
to the Chairman, Subcommittee on 
Readiness, Committee on Armed Serv- 
ices, House of Representatives /, 93- 
18538 


Air Force logistics [microform] : need to 
improve management transfers of on- 
order items that can be terminated : 
report to the Secretary of Defense /, 
93-21249 


Air Force procurement : accuracy of 
commercial activity study for Niagara 
Falls Air Force Reserve Base : report 
to the Secretary of the Air Force /, 
93-2099 


Air Force procurement [microform] : 


current plans may provide more 
ground-attack capability than needed : 
report to the Chairman, Subcommittee 
on Readiness, Committee on Armed 
Services, House of Representatives /, 
93-21229 


Air pollution [microform] : actions to 
promote radon testing : report to the 
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Committee on Science, Space, and 
Technology, House of Representatives 
/, 93-28487 


Air pollution [microform] changes 
needed in EPA’s program that assesses 
radon measurement firms : report to 
the Chairman, Committee on Science, 
Space, and Technology, House of Rep- 
resentatives /, 93-11514 


Air pollution [microform] : EPA’s strate- 
gy and resources may be inadequate to 
control air toxics : report to the Chair- 
man, Subcommittee on Oversight and 
Investigations, Committee on Energy 
and Commerce, House of Representa- 
tives /, 93-7330 


Air pollution [microform] : new approach 
needed to resolve safety issue for vapor 
recovery systems : report to the Chair- 
man, Subcommittee on Oversight and 
Investigations, Committee on Energy 
and Commerce, House of Representa- 
tives /, 93-4878 


Air pollution [microform] : oxygenated 
fuels help reduce carbon monoxide : 
report to the Chairman, Subcommittee 
on Health and the Environment, Com- 
mittee on Energy and Commerce, 
House of Representatives /, 93-7335 


Air traffic control [microform] : chal- 
lenges facing FAA’s modernization 
program : statement of Kenneth M. 
Mead, director, Transportation Issues, 
Resources, Community, and Economic 
Development Division, before the Sub- 
committee on Aviation, Committee on 
Public Works and _ Transportation, 
House of Representatives /, 93-11418 


Air traffic control [microform] : FAA 
can better forecast and prevent equip- 
ment failures : report to the chairman, 
Subcommittee on Transportation and 
Related Agencies, Committee on Ap- 
propriations, House of Representatives 
/, 93-7337 


Air traffic control [microform] : FAA’s 
transition of communications system to 
digital technology : fact sheet for the 
chairman, Subcommittee on Transpor- 
tation and Related Agencies, Commit- 
tee on Appropriations, U.S. Senate /, 
93-7272 


Air traffic control [microform] : status of 
FAA’s modernization program : brief- 
ing report to congressional committees 
/, 93-18640 

Air traffic control [microform] : voice 
communications system challenges con- 
tinue : report to the chairman, Subcom- 
mittee on Transportation and Related 
Agencies, Committee on Appropria- 
tions, U.S. Senate /, 93-7268 

Air travel [microform] : passengers could 
be better informed of their rights : 
report to the Chairman, Subcommittee 
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on Antitrust, Impact of Deregulation, 
and Ecology, Committee on Small 
Business, House of Representatives /, 
93-13983 


Aircraft procurement [microform] : status 
and cost of Air Force fighter procure- 
ment : report to the Chairman, Com- 
mittee on Armed Services, House of 
Representatives /, 93-2091 

Airline competition [microform] : impact 
of changing foreign investment and 
control limits on U.S. airlines : report 
to congressional requesters /, 93- 
28484 


Airline competition [microform] : impact 
of FAA reauthorization legislation on 
passenger facilities charges and trust 
fund spending : statement by Kenneth 
M. Mead, Director, Transportation 
Issues, Resources, Community, and 
Economic Development Division, 
before the California State Commission 
on Aviation /, 93-13852 


Airline competition [microform] : indus- 
try competitive and financial problems 
: Statement of Kenneth M. Mead, direc- 
tor, Transportation Issues, Resources, 
Community, and Economic Develop- 
ment Division, before the Subcommit- 
tee on Aviation, Committee on Com- 
merce, Science, and Transportation, 
United States Senate /, 93-11404, 
93-11417 


Airline competition [microform] : passen- 
ger facility charges can provide an in- 
dependent source of funding for airport 
expansion and improvement projects : 
statement for the record by Kenneth 
M. Mead, Director, Transportation 
Issues, Resources, Community, and 
Economic Development Division, 
before the Subcommittee on Aviation, 
Committee on Public Works and 
Transportation, House of Representa- 
tives /, 93-13851 


Alaskan crude oil exports [microform] : 
testimony by Judy A. England-Joseph, 
Associate Director, Resources, Com- 
munity, and Economic Development 
Division, before the Subcommittee on 
International Economic Policy and 
Trade, Committee on Foreign Affairs, 
House of Representatives., 93-2057 


Alcohol, tobacco, and firearms [micro- 
form] : few firearms licensees had com- 
plaints about inspections briefing 
report to the ranking minority member, 
Subcommittee on Oversight, Commit- 
tee on Ways and Means, House of Rep- 
resentatives /, 93-21202 

Alleged lobbying activities [microform] : 
Office for Substance Abuse Prevention 
: report to congressional requesters /, 
93-28417 

Allied contributions in support of Oper- 
ations Desert Shield and Desert Storm 





[microform] : statement of Frank C. 
Conahan, Assistant Comptroller Gener- 
al, National Security and International 
Affairs Division, before the Committee 
on Ways and Means, House of Repre- 
sentatives /, 93-13824 


Alternative agriculture [microform] : fed- 
eral incentives and farmers’ opinions : 
statement of Carl Wisler, Directory for 
Planning and Reporting, Program 
Evaluation and Methodology Division, 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture, Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment, Committee on Agriculture, 
House of Representatives /, 93-13840 


Alternative fuels [microform] : experi- 


ences of countries using alternative 
motor fuels : statement of Victor S. 
Rezendes, Director, Energy Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committe on Environment, Energy, 
and Natural Resources, Committee on 
Government Operations, House of 
Representatives /, 93-13854 


American Samoa [microform] : financial 


management practices : statement of 
Harold J. Johnson, Director, Foreign 
Economic Assistance Issues, National 
Security and International Affairs Divi- 
sion, before the Subcommittee on Insu- 
lar and International Affairs, House 
Committee on Interior and Insular Af- 
fairs, House of Representatives /, 93- 
23737 


Amtrak, information on Amtrak’s operat- 


ing expenses [microform : fact sheet for 
congressional requesters] / , 93-18645 


Antiarmor weapons acquistions [micro- 


form] : assessments needed to support 
continued need and long-term afford- 
ability : report to the Secretary of De- 
fense /, 93-28435 


Apache helicopter [microform] : reliabil- 
ity of key components yet to be fully 
demonstrated : report to the Chairman, 
Subcommittee on Oversight and Inves- 
tigations, Committee on Energy and 
Commerce, House of Representatives / 
, 93-7301 


Apache helicopter [microform] : tests re- 
sults for the 30-millimeter weapon 
system inconclusive : report to the 
Chairman, Subcommittee on Oversight 
and Investigations, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-28456 


Apprenticeship training [microform] : ad- 
ministration, use, and equal opportunity 
: report to congressional requesters /, 
93-9358 


Arlington National Cemetery [micro- 
form] : improvements to the superin- 
tendent’s lodge : report to the Chair- 
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man, Committee on Government Oper- 
ations, House of Representatives /, 
93-18648 


Arms control [microform] : Intermediate- 
Range Nuclear Forces Treaty imple- 
mentation : report to the Chairman, 
Committee on Governmental Affairs, 
U.S. Senate /, 93-9385 


Arms control [microform] : U.S. and 
international efforts to ban chemical 
weapons : report to the Chairman, 
Legislation and National Security Sub- 
committee, Committee on Government 
Operations, House of Representatives / 
, 93-9394 


Army acquisition [microform] : Palletized 


Load System acquisition quantity over- 
stated : report to the ranking minority 
member, Committee on Governmental 
Affairs, U.S. Senate /, 93-7313 


Army automation [microform] : decisions 


needed on SIDPERS-3 before further 
development : report to the Chairman, 
Committee on Government Operations, 
House of Representatives /, 93-11474 


Army battlefield automation [microform] 
: Oversight needed to assure integrated 
system : report to congressional re- 
questers /, 93-11481 


Army depots : plans abandoned for new 
distribution center at Red River Depot 
: report to the Chairman, Subcommit- 
tee on Readiness, Committee on 
Armed Services, House of Representa- 
tives /, 93-2103 


Army force structure [microform] : need 
to determine changed threat’s impact 
on reserve training divisions : report to 
the Secretary of the Army /, 93- 
18611 


Army force structure [microform] : per- 
sonnel, equipment, and cost issues relat- 
ed to the European drawdown : brief- 
ing report to the Chairman, Subcom- 
mittee on Military Personnel and Com- 
pensation, Committee on Armed Serv- 
ices, House of Representatives /, 93- 
7316 


Army force structure [microform] : plans 
to restructure and reduce Medical 
Corps : statement of Richard Davis, 
Director, Army Issues, National Secu- 
rity and International Affairs Division, 
before the Subcommittee on Military 
Personnel and Compensation, Commit- 
tee on Armed Services, House of Rep- 
resentatives /, 93-13837 


Army housing [microform] : overcharges 
and inefficient use of on-base lodging 
divert training funds : report to the 
Chairman, Subcommittee on Defense, 
Committee on Appropriations, House 
of Representatives /, 93-11498 
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Army inventory [microform] : current 
operating and war reserve requirements 
can be reduced : report to the Secre- 
tary of Defense /, 93-28452 


Army inventory [microform] : need to 
improve process for establishing eco- 
nomic retention requirements : report 
to the Chairman, Subcommittee on 
Readiness, Committee on Armed Serv- 
ices, House of Representatives /, 93- 
13961 


Army inventory [microform] : problems 
managing excess supplies as the Army 
draws down in Europe : report to the 
Chairman, Subcommittee on Conven- 
tional Forces and Alliance Defense, 
Committee on Armed Services, U.S. 
Senate /, 93-28432 


Army logistics [microform] : low returns 
of reparable assets are costing the 
Army millions : report to the Chair- 
man, Subcommittee on Readiness, 
Committee on Armed Services, House 
of Representatives /, 93-7293 

Army maintenance [microform] : savings 
possible by stopping unnecessary depot 
repairs : report to the Commanding 
General, Army Materiel Command /, 
93-7315 


Army maintenance [microform] : strategy 
needed to integrate military and civil- 
ian personnel into wartime plans : 
report to the Acting Secretary of the 
Army /, 93-28445 


Army reserve components [microform] : 
accurate and complete data is needed 
to monitor full-time support program : 
report to the Chairman, Subcommittee 
on Military Personnel and Compensa- 
tion, Committee on Armed Services, 
House of Representatives /, 93-16431 


Army Reserve forces [microform] : proc- 
ess for identifying units for inactivation 
could be improved : report to congres- 
sional requesters /, 93-28457 

Army training [microform] : Army analy- 
sis Overstates signal training costs at 
Fort Sill : report to the Honorable 
Dave McCurdy, House of Representa- 
tives /, 93-7314 

Army training [microform] : long-stand- 
ing control problems hinder the CAP- 
STONE program : report to the Secre- 
tary of the Army /, 93-21248 

Army weapons [microform] : acquisition 
of interim improved Hellfire missiles 
not justified : report to the Secretary of 
Defense /, 93-7295 

Army’s M109 howitzer [microform] : re- 
quired testing should be completed 
before full-rate production : report to 
the Secretary of Defense /, 93-16424 


Arts funding [microform] : public funding 
profiles of the NEA, states and cities : 
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fact sheet for congressional committees 
/, 93-18545 


Asset forfeiture [microform] : customs re- 
ports improved controls over sales of 
forfeited property : report to congres- 
sional committees /, 93-13900 


Asset management [microform] : govern- 
mentwide asset disposition activities : 
fact sheet for the ranking minority 
member, Subcommittee on Oversight, 
Committee on Ways and Means, House 
of Representatives /, 93-13904 


Asset management [microfiche] : Resolu- 
tion Trust Corporation needs to build a 
strong foundation to support its asset 
disposition efforts : statement of J. Wil- 
liam Gadsby, Director, Federal Man- 
agement Issues, General Government 
Division, before the RTC Oversight 
Task Force, Subcommittee on Finan- 
cial Institutions Supervision, Regula- 
tion and Insurance, Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives /, 93-16349 


Asset management system [microform] : 
liquidation of failed bank assets not 
adequately supported by FDIC system 
: report to the Chairman, Committee 
on Banking, Housing and Urban Af- 
fairs, U.S. Senate /, 93-28422 


Asylum [microform] : approval rates for 
selected applicants : fact sheet for the 
honorable Arlen Specter, United States 
Senate /, 93-11437 


Attack warning [microform] : lack of 
system architecture contributes to 
major development problems : report 
to the Chairman, Subcommittee on De- 
fense, Committee on Appropriations, 
House of Representatives /, 93-21217 


Attack warning [microform] : status of 
the Survivable Communications Inte- 
gration System : briefing report to the 
Chairman, Subcommittee on Defense, 
Committee on Appropriations, House 
of Representatives /, 93-21219 


Audit committees [microform] : legisla- 
tion needed to strengthen bank over- 
sight : report to congressional commit- 
tees /, 93-13888 


Audits of employee benefit plans need to 
be strengthened : statement of David 
L. Clark, Associate Director, Financial 
Management Systems and Audit Over- 
sight, Accounting and Financial Man- 
agement Division, before the Subcom- 
mittee on Labor, Committee on Labor 
and Human Resources, United States 
Senate., 93-2045, 93-21150 

Automated medical records [microform] : 
leadership needed to expedite standards 
development : report to the Chairman, 
Committee on Governmental Affairs, 
U.S. Senate /, 93-28424 


Automated patent system [microform] : 
information on PTO’s program to auto- 
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Aviation safety [microform] 
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mate patent information and processes : 
statement of JayEtta Z. Hecker, Direc- 
tor, Resources, Community, and Eco- 
nomic Development, Information Sys- 
tems, Information Management and 
Technology Division, before the Sub- 
committee on Patents, Copyrights, and 
Trademarks, Committee on the Judici- 
ary, United States Senate /, 93-23732, 
93-23733 


: aircraft 
sales to foreign government to fund 
radar procurement : report to congres- 
sional requesters /, 93-21255 


Aviation research [microform] : informa- 


tion on funding, staffing, and timing of 
FAA’s research projects : fact sheet for 
congressional requesters /, 93-7354 


Aviation research [microform] : progress 


has been made but several factors will 
affect program success : statement of 
Kenneth M. Mead, Director, Transpor- 
tation Issues, Resources, Community, 
and Economic Development Division, 
before the Subcommittee on Technolo- 
gy and Competitiveness, Committee on 
Science, Space, and Technology, 
House of Representatives /, 93-11423 


Aviation safety [microform] : additional 


actions needed for three safety pro- 
grams statement of Kenneth M. 
Mead, Director, Transportation Issues, 
Resources, Community, and Economic 
Development Division, before the Sub- 
committee on Aviation, Committee on 
Public Works and _ Transportation, 
House of Representatives /, 93-23773 


Aviation safety [microform] : commuter 


airline safety would be enhanced with 
better FAA oversight : statement for 
the record by Kenneth M. Mead, Di- 
rector, Transportation Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Aviation, Committee on 
Public Works and _ Transportation, 
House of Representatives /, 93-11424 


Aviation safety [microform] : emergency 


revocation orders of air carrier certifi- 
cates : report to the chairman, Subcom- 
mittee on Investigations and Oversight, 
Committee on Public Works and 
Transportation, House of Representa- 
tives /, 93-7343 


Aviation safety [microform] : problems 


persist in FAA’s inspection program : 
report to the Chairman, Subcommittee 
on Aviation, Committee on Public 
Works and Transportation, House of 
Representatives /, 93-18634 


slow 
progress in making aircraft cabin interi- 
ors fireproof : report to congressional 
requesters /, 93-28491 
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Aviation safety [microform] : slow 
progress, uncertain future threaten 
FAA program to measure safety : 
statement of JayEtta Z. Hecker, Direc- 
tor, Resources, Community, and Eco- 
nomic Development Information Sys- 
tems, Information Management and 
Technology Division, before the Sub- 
committee on Government Activities 
and Transportation, Committee on 
Government Operations, House of 
Representatives /, 93-13816 


B-2 Bomber : contract structure and se- 
lected provisions : fact sheet for the 
Chairman, Committee on Armed Serv- 
ices, House of Representatives /, 93- 
2108 

The B-2 program [microform] : procure- 
ment decisions should be based on 
demonstrated performance : statement 
of Nancy R. Kingsbury, Director, Air 
Force Issues, National Security and 
International Affairs Division, before 
the Subcommittee on Procurement and 
Military Nuclear Systems, Subcommit- 
tee on Research and Development, De- 
fense Policy Panel, Committee on 
Armed Services, House of Representa- 
tives /, 93-13821 


Ballistic missile defense [microform] : in- 
formation on directed energy programs 
for fiscal years 1985 through 1993 : 
report to the Chairman, Legislation 
and National Security Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-28466 


Bank and thrift criminal fraud [micro- 
form] : the federal commitment could 
be broadened : report to the Chairman, 
Committee on the Judiciary, U.S. 
Senate /, 93-28355 


Bank and thrift failures [microform] : 
FDIC and RTC could do more to 
pursue professional liability claims : 
statement of Harold A. Valentine, As- 
sociate Director, Administration of Jus- 
tice Issues, before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate /, 93-23721 


Bank powers [microform] : bank holding 
company securities subsidiaries’ market 
activities update : report to the Chair- 
man, Subcommittee on General Over- 
sight and Investigations, Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives /, 93-13903 


Bank powers [microform] : insulating 
banks from the potential risks of ex- 
panded activities : report to the Chair- 
man, Committee on Banking, Housing 
and Urban Affairs, U.S. Senate and the 
Chairman, Committee on Banking, Fi- 
nance and Urban Affairs, House of 
Representatives /, 93-2067 

Bank supervision [microform] : OCC’s su- 
pervision of the Bank of New England 





was not timely or forceful : report to 
the Chairman, Committee on Banking, 
Housing and Urban Affairs, U.S. 
Senate /, 93-13901 

Banking services [microform] : changes in 
fees and deposit account interest rates 
since deregulation report to the 
Chairman, Committee on Banking, 
Housing and Urban Affairs, U.S. 
Senate and the Chairman, Committee 
on Banking, Finance and Urban Af- 
fairs, House of Representatives /, 93- 
2071 


Barriers to installing energy-efficient 
lighting in federal buildings [micro- 
form] : statement of L. Nye Stevens, 
Director, Government Business Oper- 
ations Issues, before the Subcommittee 
on Environment, Energy and Natural 
Resources, Committee on Government 
Operations, and the Subcommittee on 
Energy and Power, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-16357 


Base closures [microform] : long and 
costly process of reducing the local na- 
tional work force in Germany : report 
to congressional requesters /, 93-7309 


Battlefield automation [microform] 
Army Tactical Command and Control 
System development problems : report 
to the Chairman, Subcommittee on De- 
fense, Committee on Appropriations, 
House of Representatives /, 93-9381, 
93-21254 


Battleships [microform] : issues arising 
from the explosion aboard the U.S.S. 
Iowa : report to congressional request- 
ers /, 93-9378 


Battleships, issues arising from the explo- 
sion aboard the USS Iowa [microform] 
: Statement of Frank C. Conahan, As- 
sistant Comptroller General, National 
Security and International Affairs Divi- 
sion, before the Subcommittee on Eco- 
nomic Stabilization, Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives /, 93-16373 


BIA appropriations : fiscal year 1983 and 
1984 appropriated funds provided to 
Southern Pueblos : report to the Hon- 
orable Bill Richardson, House of Rep- 
resentatives /, 93-11432 

Bilingual education [microform] : re- 
search and evaluation contracts : report 
to the Chairman, Committee on Educa- 
tion and Labor, House of Representa- 
tives /, 93-4801 


Blue-collar workers [microform] : ap- 
praisal systems are in place, but basic 
refinements are needed : report to 
agency Officials /, 93-7237 

Board and care homes [microform] : 
medication mishandling places elderly 
at risk : statement of Joseph F. Delfico, 
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director, Income Security Issues, 
Human Resources Division, before the 
Subcommittee on Health and Long- 
Term Care, Select Committee on 
Aging, House of Representatives., 93- 
11379 


Bone marrow transplants [microform] : 
national program has greatly increased 
pool of potential donors : report to 
congressional committees /, 93-28394 


Border Patrol [microform] : southwest 
border enforcement affected by mission 
expansion and budget : statement of 
Harold A. Valentine, Associate Direc- 
tor, Administration of Justice Issues, 
before the Subcommittee on Interna- 
tional Law, Immigration and Refugees, 
Committee of the Judiciary, House of 
Representatives /, 93-21159, 93- 
21190 


Breast cancer, 1971-91 [microform] : pre- 
vention, treatment, and research 
report to the Chairman, Subcommittee 
on Human Resources and Intergovern- 
mental Relations, Committee on Gov- 
ernment Operations, U.S. House of 
Representatives /, 93-18628 


Bridge infrastructure [microform] 
matching the resources to the need : 
report to congressional requesters /, 
93-9407 

Broadcasts to Cuba : TV Marti surveys 
are flawed: report to the Chairman, 
Subcommittee on Oversight and Inves- 
tigations, Committee on Energy and 
Commerce, House of Representatives / 

93-2115 


Budget deficit [microform] : appendixes 
on outlook, implications, and choices : 
report to congressional requesters /, 
93-18626 


The budget deficit [microform] : outlook, 
implications, and choices : report to 
congressional requesters /, 93-18625 


Budget issues /, 93-11525 


Budget issues : capital budget information 
for the fiscal year 1990 budget resolu- 
tion : fact sheet for the Honorable Wil- 
liam F. Clinger, Jr., House of Repre- 
sentatives /, 93-11433 


Budget issues [microform] : compliance 
report required by the Budget Enforce- 
ment Act of 1990 : report to the Presi- 
dent and the Congress /, 93-13893 


Budget issues [microform] : current status 
and recent trends of state biennial and 
annual budgeting : fact sheet for con- 
gressional requesters /, 93-2065, 93- 
2066 

Budget issues [microform] : effects of the 
fiscal year 1990 sequester at HUD : 
fact sheet for the Chairman, Committee 
on Budget, House of Representatives /, 
93-11515 
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Budget issues [microform] : inventory of 
accounts with spending authority and 
permanent appropriations, 1987 : report 
to Congress /, 93-2064 


Budget issues [microform] : the use of 
spending authority and permanent ap- 
propriations is widespread : report to 
the Congress /, 93-2063 

Budget issues : 1991 budget estimates : 
what went wrong : report to the Con- 
gress /, 93-18627 

Budget policy [microform] : prompt 
action necessary to avert long-term 
damage to the economy : report to 
congressional requesters /, 93-21257 


Budget process [microform] : use and 
impact of rescission procedures : state- 
ment of Harry S. Havens, Assistant 
Comptroller General, before the Sub- 
committee on Legislative Process, 
Committee on Rules, House of Repre- 
sentatives /, 93-23744 


Budget reduction [microform] : effect of 
1986 sequestration on National Institute 
on Aging : briefing report to the Hon- 
orable Phil Gramm, United States 
Senate /, 93-7256 


Budget reforms embodied in S. 101, the 
Honest Budget/Balanced Budget Act 
[microform] : statement of Charles A. 
Bowsher, Comptroller General of the 
United States, before the Committee on 
the Budget, United States Senate /, 
93-13763 


Budget reimbursements [microform] : the 
National Aeronautics and Space Ad- 
ministration’s reimbursable work : fact 
sheet for the Chairman, Subcommittee 
on Space Science and Applications, 
Committee on Science, Space, and 
Technology, House of Representatives 
/, 93-9372 


Bureau of Indian Affairs’ use of selected 
aspects of its fiscal yeare 1984 appro- 
priated funds : report to the Chairman, 
Committee on Interior and Insular, 
House of Representatives : /, 93- 
11430 


Cambodia, AID’s management of human- 
itarian assistance programs [microform] 
: report to congressional requesters /, 
93-7290 


Cancer treatment [microform] : actions 
taken to more fully utilize the bark of 
Pacific yews on federal land : report to 
the Chairman, Subcommittee on Regu- 
lation, Business Opportunities, and 
Energy, Committee on Small Business, 
House of Representatives /, 93-21277 


Cancer treatment [microform] : efforts to 
more fully utilize the Pacific yew’s 
bark : statement of James Duffus III, 
director, Natural Resources Manage- 
ment Issues, Resources, Community, 
and Economic Development Division, 
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before the Sub. on Fisheries and Wild- 
life Conservation and the Environment, 
Com. on Merchant Marine and Fisher- 
ies; the Sub. on National Parks and 
Public Lands, Com. on Interior and In- 
sular Affairs; and the Sub. on Forests, 
Family Farms, and Energy, Com. on 
Agriculture, House of Representatives 
/, 93-11420 


Census reform [microform] : early out- 
reach and decisions needed on race and 
ethnic questions : report to the Chair- 
man, Subcommittee on Census, Statis- 
tics, and Postal Personnel, Committee 
on Post Office and Civil Service, 
House of Representatives /, 93-28350 


Census reform [microform] : major ex- 
pansion in use of administrative records 
for 2000 is doubtful : statement of L. 
Nye Stevens, Director, Government 
Business Operations Issues, General 
Government Division, before the Sub- 
committee on Government Information 
and Regulation, Committee on Gov- 
ernmental Affairs, United States Senate 
/, 93-23725 


Census reform [microform] : question- 
naire test shows simplification holds 
promise : statement of L. Nye Stevens, 
Director, Government Business Oper- 
ations Issues, General Government Di- 
vision, before the Subcommittee on 
Census and Population, Committee on 
Post Office and Civil Service, House of 
Representatives /, 93-23728 


Central America : assistance to promote 
democracy and national reconciliation 
in Nicaragua : report to congressional 
requesters /, 93-2112 


The changing workforce [microform] : 
demographic issues facing the federal 
government : report to Congressional 
committees /, 93-11450 


Chemical and biological warfare [micro- 
form] : use of collective protection on 
vehicles, aircraft, and ships : fact sheet 
for the Chairman, Legislation and Na- 
tional Security Subcommittee, Commit- 
tee on Government Operations, House 
of Representatives /, 93-16414 


Chemical weapons destruction [micro- 
form] : issues affecting program cost, 
schedule, and performance : report to 
the Chairman, Subcommittee on Envi- 
ronment, Energy and Natural Re- 
sources, Committee on Government 
Operations, House of Representatives / 
, 93-28436 


Chemical weapons destruction [micro- 
form] : issues related to environmental 
permitting and testing experience 
statement of Richard Davis, Director, 
Army Issues, National Security and 
International Affairs Division, before 
the Subcommittee on Environment, 
Energy, and Natural Resources, Com- 
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mittee on Government Operations, 
House of Representatives /, 93-23738 


Child labor [microform] : information on 
federal enforcement efforts : fact sheet 
for congressional requesters /, 93- 
18582 


Child labor [microform] : work permit 
and death and injury reporting systems 
in selected states : fact sheet for con- 
gressional requesters /, 93-13935 


Child support [microform] : need to im- 
prove efforts to identify fathers and 
obtain support orders : report to the 
Secretary of Health and Human Serv- 
ices /, 93-4798 


Child support enforcement [microform] : 
opportunity to defray burgeoning fed- 
eral and state non-AFDC costs : report 
to congressional committees /, 93- 
18570 


Child support enforcement [microform] : 
states proceed with immediate wage 
withholding, more HHS action needed 
: report to the Honorable Bill Bradley, 
U.S. Senate /, 93-28416 


Child welfare [microform] : monitoring 
out-of-state placements : briefing report 
to congressional requesters /, 93- 
18558 


Chilean trade [microform] : factors affect- 
ing U.S. trade and investment : report 
to the Chairman, Subcommittee on 
International Economic Policy and 
Trade, Committee on Foreign Affairs, 
House of Representatives /, 93-21197 


Chilean trade [microform] : factors affect- 
ing U.S. trade with and investment in 
Chile : statement of Allan I. Men- 
delowitz, Director, International Trade 
and Finance Issues, General Govern- 
ment Division, before the Subcommit- 
tees on International Economic Policy 
and Trade and on Western Hemisphere 
Affairs, Committee on Foreign Affairs, 
House of Representatives /, 93-23727 


Circumstances surrounding the ASPJ 
limited production decision [micro- 
form] : statement of Louis J. Rodri- 
gues, Director, Command, Control, 
Communications, and Intelligence 
Issues, National Security and Interna- 
tional Affairs Division, before the Sub- 
committee on Federal Services, Com- 
mittee on Governmental Affairs, 
United States Senate /, 93-16369 


The Civic Achievement Award Program 
[microform] : statement of Dennis J. 
Duquette, Director, Agency Financial 
Audits Accounting and Financial Man- 
agement Division, before the Subcom- 
mittee on Libraries and Memorials, 
Committee on House Administration, 
House of Representatives /, 93-13757 
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Coast Guard [microform] : abandoned 
vessels are polluting the waterways : 
statement of John H. Anderson, Jr., 
Associate Director, Transportation 
Issues, Resources, Community, and 
Economic Development Division, 
before the Committee on Merchant 
Marine and Fisheries, Subcommittee on 
Coast Guard and Navigation, House of 
Representatives /, 93-23749 


Coast Guard [microform] : abandoned 
vessels pollute waterways and cost mil- 
lions to clean up and remove : report 
to congressional committees /, 93- 
21279 


Coast Guard [microform] : adequacy of 
the justification for Heritage patrol 
boats : report to the Chairman, Sub- 
committee on Transportation and Re- 
lated Agencies, Committee on Appro- 
priations, House of Representatives /, 
93-7324 


Coast guard [microform] : coordination 
and planning for national oil spill re- 
sponse : report to the Chairman, Sub- 
committee on Transportation and Re- 
lated Agencies, Committee on Appro- 
priations, House of Representatives /, 
93-7340 


Coast guard [microform] : inspection pro- 
gram improvements are under way to 
help detect unsafe tankers : report to 
congressional requesters /, 93-7347 


Coast Guard [microform] : oil spills con- 
tinue despite waterfront facility inspec- 
tion program : statement of Kenneth 
M. Mead, director, Transportation 
Issues, Resources, Community, and 
Economic Development Division, 
before the Subcommittee on Oversight 
and Investigations and the Subcommit- 
tee on Coast Guard and Navigation, 
Committee on Merchant Marine and 
Fisheries, House of Representatives /, 
93-11407 


The Coast Guard’s cleanup of hazardous 
waste sites [microform] : statement for 
the record by Victor S. Rezendes, As- 
sociate Director, Transportation Issues, 
Resources, Community, and Economic 
Development Division, before the Sub- 
committee on Coast Guard and Navi- 
gation, Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives /, 93-16378 


Comanche helicopter [microform] : pro- 
gram needs reassessment due to in- 
creased unit cost and other factors : 
report to the Chairman and Ranking 
Republican Member, Subcommittee on 
Investigations, Committee on Armed 
Services, House of Representatives /, 
93-21241 


Combat systems [microform] : status of 
the Navy’s airborne low frequency 
sonar program : report to the Secretary 
of Defense /, 93-2128 








Comments on “Airline Competition En- 
hancement Act of 1992” [microform] : 
statement of John H. Anderson, Jr., 
Associate Director, Transportation 
Issues, Resources, Community, and 
Economic Development Division, 
before the Subcommittee on Aviation, 
Committee on Public Works and 
Transportation, House of Representa- 
tives /, 93-23756 


Comments on H.R.2480 [microform] : the 


Uranium Enrichment Reorganization 
Act : statement for the Record of 
Victor S. Rezendes, Director, Energy 
Issues, Resources, Community, and 
Economic Development Division, 
before the Committee on Science, 
Space, and Technology, House of Rep- 
resentatives /, 93-16385 


Comments on proposed legislation to re- 


structure DOE’s uranium enrichment 
program [microform] : statement of 
Judy A. England-Joseph, associate di- 
rector, Energy Issues, Resources, Com- 
munity, and Economic Development 
Division, before the Subcommittee on 
Energy and the Environment, Commit- 
tee on Interior and Insular Affairs, 
House of Representatives /, 93-11409 


Comments on S.2748 [microform : Pro- 


posed Library of Congress Fund Act 
of 1992 : statement of Brian P. Crow- 
ley, Director of Planning and Report- 
ing, Accounting and Financial Manage- 
ment Division, before the Committee 
on Rules and Administration, United 
States Senate] /, 93-18515 


Comments on Smith Barney’s uranium 


enrichment analysis [microform] : state- 
ment of Victor S. Rezendes, Director, 
Energy Issues Resources, Community, 
and Economic Development Division, 
before the Subcommittee on Energy 
and the Environment, Committee on 
Interior and Insular Affairs, House of 
Representatives and the Subcommitte 
on Energy and Power, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-16383 


Comments relating to reauthorization of 


the Defense Production Act [micro- 
form] : statement of Paul F. Math, Di- 
rector, Research, Development, Acqui- 
sition, and Procurement Issues, Nation- 
al Security and International Affairs 
Division, before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate /, 93-16367 


Commerce ADP procurement [micro- 
form] : contracting and market share 
information : fact sheet for congres- 
sional requesters /, 93-2087 


Commerce issues /, 93-11526 


Commercial practices [microform] 
DOD could save millions by reducing 
maintenance and repair inventories : 
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report to the Chairman, Subcommittee 
on Oversight of Government Manage- 
ment, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-28460 


Community development [microform] : 
HUD oversight of the Dallas block 
grant program needs improvement : 
report to congressional requesters /, 
93-9408 


Compensatory education [microform] : 
Chapter | services provided to private 
sectarian school students briefing 
report to the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education, Committee on Education 
and Labor, House of Representatives /, 
93-4811 


Compensatory education [microform] : 
chapter 1’s comparability of services 
provision : report to the Secretary of 
Education /, 93-4806 


Compensatory education [microform] : 
most Chapter 1 funds in eight districts 
used for classroom services : fact sheet 
for congressional requesters /, 93- 
18585 


Comptroller General’s annual report [[mi- 
croform]] /, 93-18514, 93-26008 


Computer operations [microform] : FAA 
needs to implement an effective capac- 
ity management program : report to 
the Chairman, Subcommittee on Trans- 
portation and Reiated Agencies, Com- 
mittee on Appropriations /, 93-13947 


Computer reservation systems [micro- 
form] : action needed to better monitor 
the CRS industry and eliminate CRS 
biases : report to the Ranking Minority 
Member, Subcommittee on Aviation, 
Committee on Public Works and 
Transportation, House of Representa- 
tives /, 93-18639 


Computer security [microform] : DEA is 
not adequately protecting national se- 
curity information report to the 
Chairman, Government Information, 
Justice, and Agriculture Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-13951 


Computer security [microform] : DEA is 
not adequately protecting sensitive 
drug enforcement data : report to the 
Chairman, Government Information, 
Justice, and Agriculture Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-18600 


Computer security [microform] : DEA’s 
handling of sensitive drug enforcement 
and national security information is in- 
adequate : statement of Howard G. 
Rhile, Director, General Government 
Information Systems, Information Man- 
agement and Technology Division, 
before the Government Information, 
Justice, and Agriculture Subcommittee, 
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Committee on Government Operations, 
House of Representatives /, 93-23736 


Computer systems [microform] : Navy 
stock point ADP replacement program 
needs better management controls : 
report to the Chairman, Subcommittee 
on Defense, Committee on Appropria- 
tions, House of Representatives /, 93- 
4821 


Computers and privacy [microform] : 
how the government obtains, verifies, 
uses, and protects personal data : brief- 
ing report to the Chairman, Subcom- 
mittee on Telecc ications and Fi- 
nance, Committee on Energy and 
Commerce, House of Representatives / 

93-11478 


Condition of the Bank Insurance Fund 
[microform] : outlook affected by eco- 
nomic, accounting, and _ regulatory 
issues, statement of Charles A. 
Bowsher, Comptroller General of the 
United States, before the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives /, 93-23716 


Conflict of interest policy [microform] : 
Defense Logistics Agency employees 
whose spouses work for contractors : 
report to the Honorable Nancy L. 
Kassebaum, U.S. Senate /, 93-16416 


Congressional Award Foundation [micro- 
form] : internal controls must be 
strengthened to ensure financial success 
: report to congressional committees /, 
93-18536 


Conservation Reserve Program [micro- 
form] : cost-effectiveness is uncertain : 
report to the Chairman, Subcommittee 
on Agriculture, Rural Development, 
Food and Drug Administration, and 
Related Agencies, Committee on Ap- 
propriations, House of Representatives 
/, 93-28521 


Construction contracts [microform] : indi- 
vidual sureties had no defaults on fiscal 
year 1991 contracts : report to congres- 
sional committees /, 93-9337 


Consulting services [microform] : role 
and use in acquiring three weapon sys- 
tems : report to congressional request- 
ers /, 93-11492 

Consumer Product Safety Commission 
[microform] : concerns about CPSC’s 
All-Terrain Vehicle Task Force report 
: report to the Chairman, Subcommit- 
tee on Commerce, Consumer and Mon- 
etary Affairs, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-4803 

Contract pricing [microform] : DCAA’s 
audit coverage lowered by lack of sub- 
contract information : report to the 
Chairman, Committee on Governmen- 
tal Affairs, U.S. Senate /, 93-18610 

Contract pricing [microform] : DCAA’s 
methodology change in identifying 
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“high risk” contractors : report to the 
Chairman, Committee on Governmen- 
tal Affairs, U.S. Senate /, 93-18612 


Contract pricing [microform] : defense 


contractor cost estimating systems : 
report to the Secretary of Defense /, 
93-7277 

: DOD's 
audit follow-up system is inaccurate 
and incomplete : report to the Chair- 
man, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-18607 


Contract pricing : DOD’s competition re- 


ports to the Congress could be more 
clear : report to the Honorable William 
V. Roth, Jr., U.S. Senate /, 93-7285 


Contract pricing [microform] : economy 


and efficiency audits can help reduce 
overhead costs : report to the Secre- 
tary of Defense /, 93-4858 


Contract pricing [microform] : estimating 


deficiencies resolved slowly, but recent 
DOD actions should help : report to 
the Chairman, Committee on Govern- 
mental Affairs, U.S. Senate /, 93- 
18614 


Contract pricing : implementation of cost 


estimating regulations : report to the 
Chairman, Legislation and National Se- 
curity Subcommittee, Committee on 
Government Operations, House of 
Representative / United States General 
Accounting Office., 93-2126 


Contract pricing [microform] : issues re- 


lated to DCAA staff levels : report to 
the Chairman, Committee on Govern- 
mental Affairs, U.S. Senate /, 93- 
28473 


Contract pricing [microform] : issues re- 


lated to the Defense Contract Audit 
Agency : report to the Chairman, Leg- 
islation and National Security Subcom- 
mittee, Committee on Government Op- 
erations, House of Representatives /, 
93-18615 


Contract pricing [microform] : recurring 


issues and the role of the Defense Con- 
tract Audit Agency : statement of Paul 
F. Math, Director, Research, Develop- 
ment, Acquisition, and Procurement 
Issues, National Security and Interna- 
tional Affairs Division, before the Leg- 
islation and National Security Subcom- 
mittee, Committee on Government Op- 
erations, House of Representatives /, 
93-13834 


Contract pricing [microform] : status of 


defective pricing : fact sheet for the 
Chairman, Committee on Governmen- 
tal Affairs, U.S. Senate /, 93-18613 


Contract pricing [microform] : subcon- 


tracts are significant in prime contract 
defective pricing : report to the Chair- 
man, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-18606 
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Contract pricing [microform] : threshold 


for analysis of subcontract proposals 
not clear : report to the Secretary of 
Defense /, 93-13959 


Contract pricing [microform] : unallow- 


able costs charged to defense contracts 
: report to congressional requesters /, 
93-28441 


: procurement 
of lithium batteries for Air Force mis- 
sile systems : briefing report to the 
honorable Harry Reid, United States 
Senate /, 93-4834 


Copyright law constraints on the transfer 


of certain federal computer software 
with commercial applications [micro- 
form] : statement of John M. Ols, Jr., 
Director in the Resources, Community, 
and Economic Development Division, 
before the Committee on Commerce, 
Science and Transportation, United 
States Senate /, 93-13856 


weak contracting 
practices : report to the Honorable 
Alfred A. McCandless, House of Rep- 
resentatives /, 93-2120 


Cosmetics regulation [microform] : infor- 


mation on voluntary actions agreed to 
by FDA and the industry : report to 
the Chairman, Subcommittee on Regu- 
lation, Business Opportunities, and 
Energy, Committee on Small Business, 
House of Representatives /, 93-11453 


role of 
Interpol and the U.S. National Central 
Bureau : briefing report to the Chair- 
man, Subcommittee on Civil and Con- 
stitutional Rights, Committee on the 
Judiciary, U.S. House of Representa- 
tives /, 93-11438 


Creation of a Department of Environ- 


mental Protection (S. 2006) [micro- 
form] : statement of J. Dexter Peach, 
Assistant Comptroller General, Re- 
sources, Community, and Economic 
Development Divison, before the Com- 
mittee on Governmental Affairs, 
United States Senate /, 93-13849 


Criminal aliens [microform] : INS en- 


forcement statement of Lowell 
Dodge, Director, Administration of 
Justice Issues, General Government 
Division, before the Subcommittee on 
Immigration, Refugees, and Interna- 
tional Law, Committee on the Judici- 
ary, House of Representatives /, 93- 
16338 


Crop insurance [microform] : FCIC’s in- 


ternal controls on safflower coverage 
must be improved : report to the Hon- 
orable J. Robert Kerrey, U.S. Senate /, 
93-7317 


: program 
has not fostered significant risk sharing 
by insurance companies : report to the 





1993 


Chairman, Committee on Agriculture, 
Nutrition, and Forestry, U.S. Senate /, 
93-21264 


Cross design synthesis [microform] : a 
new strategy for medical effectiveness 
research : report to congressional re- 
questers /, 93-13982 


Customs Service [microform] : comments 
on the Customs Modernization and In- 
formed Compliance Act : statement of 
J. William Gadsby, director, Federal 
Management Issues, General Govern- 
ment Programs, before the Subcommit- 
tee on Trade Operations, Committee 
on Ways and Means, House of Repre- 
sentatives., 93-11377 


Customs Service and INS [microform] : 
dual management structure for border 
inspections should be ended : report to 
the Chairman, Committee on Finance, 
U.S. Senate /, 93-28382 


D.C. government [microform] : District 
Medicaid payments to hospitals : fact 
sheet for the Committee on the District 
of Columbia, House of Representatives 
/, 93-21200 


D.C. government [microform] : informa- 
tion on the homeless family program : 
report to the Chairman, Subcommittee 
on Human Resources and Intergovern- 
mental Relations, Committee on Gov- 
ernment Operations, House of Repre- 
sentatives /, 93-13897 


Dairy programs [microform] : effects of 
the Dairy Termination Program and 
support price reductions : report to the 
Secretary of Agriculture /, 93-28474 


Debt collection [microform] : Interior’s 
efforts to collect delinquent royalties, 
fines, and assessments : briefing report 
to the Honorable John R. Kasich, 
House of Representatives /, 93-4763 


Debt management [microform] : more ag- 
gressive actions needed to reduce bil- 
lions in overpayments : report to con- 
gressional requesters /, 93-13920 


Decennial census [microform] : a compar- 
ison of the 1980 and 1990 census ques- 
tionnaire contents : fact sheet for con- 
gressional requesters /, 93-2073 


Decennial census [microform] : automa- 
tion of the geographic support system : 
briefing report to congressional re- 
questers /, 93-2072 


Decennial census [microform] : coverage 
evaluation and adjustment activities : 
fact sheet for congressional requesters 
/, 93-2076 


Decennial census [microform] : local gov- 
ernment uses of housing data : briefing 
report to the Chairman, Subcommittee 
on Census and Population, Committee 
on Post Office and Civil Service, 
House of Representatives /, 93-2069, 
93-2070 
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Decennial census [microform] : prelimi- 
nary 1990 lessons learned indicate need 
to rethink census approach : statement 
of L. Nye Stevens, Director, Govern- 
ment Business Operations Issues, Gen- 
eral Government Division, before the 
Subcommittee on Census and Popula- 
tion, Committee on Post Office and 
Civil Service, House of Representatives 
/, 93-16343 


Decennial census [microform] : status of 
housing coverage check and postcensus 
local review programs : statement of L. 
Nye Stevens, Director, Government 
Business Operations Issues, General 
Government Division, before the Sub- 
committee on Census and Population, 
Committee on Post Office and Civil 
Service, House of Representatives /, 
93-16359 


Decennial census [microform] : 1980 post 
Census Day improvement programs : 
fact sheet for congressional requesters 
/, 93-2075 


Decennial census [microform] : 1990 re- 
sults show need for fundamental 
reform : report to congressional re- 
questers /, 93-16397 


Decisions of the Comptroller General of 
the United States., 93-629, 93-13754, 
93-13755 


Defaulted student loans [microform] : pri- 
vate lender collection efforts often in- 
adequate : report to the Secretary of 
Education /, 93-4799 


Defense acquisition : fleet ballistic missile 
program offers lessons for sucessful 
programs : report to the Chairman, 
Committee on Armed Services, House 
of Representatives /, 93-2100 


Defense acquisition [microform] : the 
Special Operations Forces aircrew 
training system at one year : report to 
the Chairman, Subcommittee on De- 
fense, Committee on Appropriations, 
U.S. Senate /, 93-16428 


Defense ADP [microform] : a coordinat- 
ed strategy is needed to implement the 
CALS initiative : report to the Chair- 
man, Subcommittee on Readiness, 
Committee on Armed Services, House 
of Representatives /, 93-9363 


Defense ADP [microform] lessons 
learned from development of defense 
distribution system report to the 
Chairman, Subcommittee on Readiness, 
Committee on Armed Services, House 
of Representatives /, 93-18594 


Defense against nuclear weapons [micro- 
form] : coordinated strategy needed be- 
tween SDI and Air Defense Initiative : 
report to the Chairman, Subcommittee 
on Defense, Committee on Appropria- 
tions, U.S. Senate /, 93-9386 


Defense budget : potential reductions to 
Air Force and Navy missile and other 
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budgets : briefing report to the Chair- 
men, Subcommittees on Defense, 
Senate and House Committees on Ap- 
propriations /, 93-2122 


Defense budget : potential reductions to 
DOD’s ammunition budgets : report to 
the Chairmen, Subcommittees on De- 
fense, Senate and House Committees 
on Appropriations /, 93-2118 


Defense budget and program issues in the 
fiscal year 1991 budget [microform] : 
statement of Charles A. Bowsher, 
Comptroller General of the United 
States, before the Committee on 
Armed Services, United States Senate 
/, 93-16368 


Defense budget issues : uniform definition 


of management support agencies 
needed : report to the Chairman, Sub- 
committee on Defense, Committee on 
Appropriations, House of Representa- 
tives /, 93-2117 


Defense civilian downsizing [microform] 
: challenges remain even with availabil- 
ity of financial separation incentives : 
report to the Chairman, Subcommittee 
on Readiness, Committee on Armed 
Services, House of Representatives /, 
93-28469 


Defense contracting [microform] : key 


data not routinely used in progress 
payment reviews : report to the Chair- 
man, Subcommittee on Oversight of 
Government Management, Senate 
Committee on Governmental Affairs /, 
93-7297 


Defense force management [microform] : 


composition of groups affected by 
fiscal year 1991 force reductions : 
report to the Chairman, Subcommittee 
on Military Personnel and Compensa- 
tion, House Committee on Armed 
Services /, 93-16420 


Defense force management [microform] : 
DOD’s policy on homosexuality 
report to congressional requesters /, 
93-21226 


Defense force management [microform] : 
expanded focus in monitoring civilian 
force reductions is needed : statement 
of Paul L. Jones, director, Defense 
Force Management Issues, National Se- 
curity and International Affairs Divi- 
sion, before the Subcommittee on 
Readiness, Committee on Armed Serv- 
ices, House of Representatives., 93- 
11395 


Defense force management [microform] : 
housing allowances for military person- 
nel in North Carolina and Virginia : 
report to the Subcommittee on De- 
fense, Committee on Appropriations, 
U.S. Senate /, 93-21234 


Defense force management [microform] : 
limited baseline for monitoring civilian 
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force reductions : report to congres- 
sional requestors /, 93-16422 


Defense force management [microform] : 
statistics related to DOD’s policy on 
homosexuality : supplement to a report 
to congressional requesters /, 93- 
18604 


Defense force management [microform] : 
status of military force downsizing : 
statement of Paul L. Jones, director, 
Defense Force Management Issues, Na- 
tional Security and International Af- 
fairs Division, before the Subcommittee 
on Manpower and Personnel, Commit- 
tee on Armed Services, U.S. Senate., 
93-11396 


Defense force management [microform] : 
the 1990 reduction-in-force at the Mare 
Island Naval Shipyard : report to con- 
gressional requesters /, 93-18602 


Defense health care [microform] : addi- 
tional improvements needed in CHAM- 
PUS’s mental health program : report 
to the Chairman, Subcommittee on 
Military Forces and Personnel, Com- 
mittee on Armed Services, House of 
Representatives /, 93-28398 


Defense health care [microform] 
CHAMPUS mental health benefits 
greater than those under other health 
plans : report to the Chairman, Sub- 
committee on Military Personnel and 
Compensation, Committee on Armed 
Services, House of Representatives /, 
93-9351 


Defense health care [microform] : efforts 
to manage mental health care benefits 
to CHAMPUS beneficiaries : statement 
of David P. Baine, Director of Federal 
Health Care Delivery Issues, Human 
Resources Division, before the Select 
Committee on Children, Youth, and 
Families, House of Representatives /, 
93-13809 


Defense health care [microform] : imple- 
menting coordinated care — a status 
report : report to the Chairman, Sub- 
committee on Defense, Committee on 
Appropriations, House of Representa- 
tives /, 93-13925 


Defense health care [microform] : physi- 
cal exams and dental care following the 
Persian Gulf War : report to the Chair- 
man, Committee on Veterans’ Affairs, 
U.S. Senate /, 93-18590 


Defense health care [microform] : poten- 
tial for savings by treating CHAMPUS 
patients in military hospitals : report to 
the Chairman, Subcommittee on Mili- 
tary Personnel and Compensation, 
Committee on Armed Services, House 
of Representatives /, 93-18556 


Defense health care [microform] : trans- 
fers of military personnel with disabled 
children : report to the Chairman, Sub- 


Page 1-848 


Defense industry [microform] 





committee on Defense, Committee on 
Appropriations, U.S. Senate /, 93- 
16403 


Defense housing [microform] : difficulties 
associated with managing an aging 
family housing inventory : fact sheet 
for the Chairman, Legislation and Na- 
tional Security Subcommittee, House 
Committee on Government Operations 
/, 93-7300 


Defense industrial base [microform] 
DOD needs better method of identify- 
ing critical technology funding : report 
to the Chairman, Subcommittee on De- 
fense Industry and Technology, Com- 
mittee on Armed Services, U.S. Senate 
/, 93-16417 


Defense industrial base [microform] 


DOD’s Manufacturing Technology 
Program needs systematic evaluation : 
report to the Chairman, Subcommittee 
on Research and Development, Com- 
mittee on Armed Services, House of 
Representatives /, 93-13960 


Defense industrial base [microform] : in- 


dustry’s investment in the critical tech- 
nologies : report to the Chairman, Sub- 
committee on Defense Industry and 
Technology, Committee on Armed 
Services, U.S. Senate /, 93-4856 


Defense industrial security [microform] : 


issues in the proposed acquisition of 
LTV Corporation Missiles Division by 
Thomson-CSF : statement of Joseph E. 
Kelley, Director, Security and Interna- 
tional Relations Issues, National Securi- 
ty and International Affairs Division, 
before the Subcommittee on Investiga- 
tions, Committee on Armed Services, 
House of Representatives /, 93-23740 


Defense industry [microform] : issues 


concerning five weapon systems pro- 
vided or developed by McDonneli 
Douglas Corporation : statement of 
Neal P. Curtin, Director, Planning and 
Reporting, National Security and Inter- 
national Affairs Division, before the 
Subcommittee on Oversight and Inves- 
tigations, Committee on Energy and 
Commerce, House of Representatives / 
» 93-13827 


: Status of 
the C-17 program and related issues af- 
fecting the McDonnell Douglas Corpo- 
ration : statement of Nancy R. Kings- 
bury, director, Air Force Issues, Na- 
tional Security and International Af- 
fairs Division, before the Legislation 
and National Security Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-11387 


Defense inventory [microform] : control 
and security weaknesses create oppor- 
tunities for theft : report to the Chair- 
man, Subcommittee on Readiness, 
Committee on Armed Services, House 
of Representatives /, 93-13957 
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Defense inventory [microform] : Defense 
Logistics Agency’s materiel returns 
program : report to the Chairman, Sub- 
committee on Oversight of Govern- 
ment Management, Committee on 
Governmental Affairs, U.S. Senate /, 
93-28454 


Defense inventory [microform] : DOD 
needs to continue efforts to improve 
management and reduce stocks : state- 
ment of Frank C. Conahan, Assistant 
Comptroller General, National Securi- 
ty and International Affairs Division, 
before the Committee on Appropria- 
tions, U.S. Senate /, 93-11389, 93- 
11393 


Defense inventory [microform] : further 
improvements needed in management 
of spare parts and other secondary 
items : statement of Frank C. Conahan, 
Assistant Comptroller General, Nation- 
al Security and International Affairs 
Division, before the Committee on 
Governmental Affairs, United States 
Senate /, 93-13822 


Defense inventory : information on dis- 
posal of unrequired inventory : briefing 
report to the Chairman, Subcommittee 
on Oversight of Government Manage- 
ment, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-2107 


Defense inventory [microform] : informa- 
tion on fiscal year 1992 secondary item 
funding : fact sheet for the Chairman, 
Subcommittee on Oversight of Gov- 
ernment Management, Committee on 
Governmental Affairs, U.S. Senate /, 
93-16421 


Defense logistics [microform] : DOD ini- 
tiatives related to cutting costs : state- 
ment of Donna M. Heivilin, Director, 
Logistics Issues, National Security and 
International Affairs Division, before 
the Subcommittee on Readiness, Com- 
mittee on Armed Services, House of 
Representatives /, 93-13830 

Defense Logistics Agency [microform] : 
why retention of unneeded supplies 
persists : report to the Chairman, Sub- 
committee on Oversight of Govern- 
ment Management, Committee on 
Governmental Affairs, U.S. Senate /, 
93-18624 


Defense management [microform] : con- 
solidation of printing : statement of 
Paul F. Math, Director, Research, De- 
velopment, Acquisition, and Procure- 
ment, National Security and Interna- 
tional Affairs Division, before the Joint 
Committee on Printing, Congress of 
the United States /, 93-23742 


Defense management [microform] 
DOD’s estimated savings for printing 
consolidation : report to the Chairman, 
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Joint Committee on Printing, House of 
Representatives /, 93-13958 


Defense management [microform] 
DOD’s plans to consolidate printing : 
report to the Chairman, Joint Commit- 
tee on Printing, House of Representa- 
tives /, 93-4851 


Defense management [microform] : im- 
plementation of the Defense Acquisi- 
tion Workforce Improvement Act : 
report to congressional requesters /, 
93-16437 


Defense personnel : standards for joint 
duty tour length averages being met : 
briefing report to the Chairman, Sub- 
committee on Investigations, Commit- 
tee on Armed Services, House of Rep- 
resentatives /, 93-2116 


Defense procurement [microform] : ac- 
quiring technical data for spare parts 
reprocurement : report to the Chair- 
man, Subcommittee on Investigations, 
Committee on Armed Services, House 
of Representatives /, 93-9392 


Defense procurement [microform] 
trends for 1985-93 in DOD’s spending, 
employment, and contractors : report 
to the Honorable Curt Weldon, House 
of Representatives /, 93-16443 


Defense relocation assistance [microform] 
: service information systems operating, 
but not yet interactive : report to the 
Secretary of Defense /, 93-21238 


Defense reorganization [microform] 
compliance with legislative mandate 
for contingency planning : report to 
the Chairman, Subcommittee on Inves- 
tigations, Committee on Armed Serv- 
ices, House of Representatives /, 93- 
9391 


Defense reorganization [microform] 
DOD establishment and management 
of defense agencies : briefing report to 
the Chairman, Subcommittee on Inves- 
tigations, Committee on Armed Serv- 
ices, House of Representatives /, 93- 
18617 


Defense reorganization [microform] 
DOD’s efforts to streamline the Special 
Operations Command : briefing report 
to the Chairman, Subcommittee on 
Armed Services, House of Representa- 
tives /, 93-9380 


Defense research [microform] : funding 
of the U.S./U.S.S.R. Joint Seismic Pro- 
gram : report to the Chairmen, House 
and Senate Committees on Armed 
Services /, 93-7289 


Defense support program [microform] : 
ground station upgrades not based on 
validated requirements : report to the 
Acting Secretary of the Air Force /, 
93-28458 


Defense transportation [microform] : inef- 
fective oversight contributes to freight 





losses : report to the Chairman, Sub- 
committee on Oversight of Govern- 
ment Management, Committee on 
Governmental Affairs, U.S. Senate /, 
93-21225 


Deficit reductions for fiscal year ... : 
compliance with the Balanced Budget 
and Emergency Deficit Control Act of 
1985., 93-13878 


Defined benefit pensions [microform] : 
hidden liabilities from underfunded 
plans and potential new obligations 
confront PBGC : statement of Joseph 
F. Delfico, Director, Income Security 
Issues, Human Resources Division, 
before the Subcommittee on Employ- 
ment and Housing, Committee on Gov- 
ernment Operations, House of Repre- 
sentatives /, 93-13798 


Department of Agriculture [microform] : 
restructuring will impact farm service 
agencies’ automation plans and pro- 
grams : statement for the record by 
JayEtta Z. Hecker, Director, Re- 
sources, Community, and Economic 
Development Information Systems, In- 
formation Management and Technolo- 
gy Division, before the Subcommittee 
on Wheat, Soybeans, and Feed Grains, 
Committee on Agriculture, House of 
Representatives /, 93-18526, 93- 
23734 


Department of Defense [microform] : im- 
proving management to meet the chal- 
lenges of the 1990s : statement of 
Charles A. Bowsher, Comptroller Gen- 
eral of the United States, before the 
Committee on Armed Services, United 
States House of Representatives /, 93- 
16370 


Department of Education [microform] : 
long-standing management problems 
hamper reforms : report to the Secre- 
tary of Education /, 93-28404 


Department of Education [microform] : 
management commitment needed to 
improve information resources manage- 
ment : report to the Secretary of Edu- 
cation /, 93-4829 


Department of Education [microform] : 
the Eisenhower Math and Science 
State Grant Program : report to the 
Chairman, Subcommittee on Elementa- 
ry, Secondary, and Vocational Educa- 
tion, Committee on Education and 
Labor, House of Representatives /, 
93-18593 


Department of Energy [microform] : 
better information resources manage- 
ment needed to accomplish missions : 
report to the Secretary of Energy /, 
93-16410 


Deposit insurance [microform] : a strate- 
gy for reform : report to the Chairman, 
Committee on Banking, Housing and 
Urban Affairs, U.S. Senate, and the 
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Chairman, Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives /, 93-28342 


Deposit insurance and related reforms 
[microform] : statement of Richard L. 
Fogel, Assistant Comptroller General, 
General Government Programs, before 
the House Committee on Banking, Fi- 
nance and Urban Affairs, House of 
Representatives /, 93-16354 

Depository institutions [microform] : con- 
tracting practices with data processing 
servicers : report to congressional com- 
mittees / United States General Ac- 
counting Office., 93-16392 


Depository institutions [microform] 
flexible accounting rules lead to inflat- 
ed financial reports : report to congres- 
sional committees /, 93-21187 

Depot maintenance [microform] : issues 
in management and restructuring to 
support a downsized military : state- 
ment of Nancy R. Kingsbury, Director, 
Air Force Issues, National Security 
and International Affairs Division, 
before the Subcommittee on Readiness, 
Committee on Armed Services, House 
of Representatives /, 93-13829 


Desert Shield/Storm logistics [micro- 
form] : observations by U.S. military 
personnel : report to the Chairman, 
Subcommittee on Oversight of Gov- 
ernment Management, Committee on 
Governmental Affairs, U.S. Senate /, 
93-4859 


Developing country debt [microform] : 
debt swaps for development and nature 
provide little debt relief : report to 
congressional requesters /, 93-4857 


Digests of decisions of the Comptroller 
General of the United States /, 93-630 


Direct student loans could save money 
and simplify program administration 
[microform] : statement of Franklin 
Frazier, Director, Education and Em- 
ployment Issues, Human Resources Di- 
vision, before the Committee on Labor 
and Human Resources, United States 
Senate /, 93-13800 


The disinvestment in federal office space 
[microform] : statement of L. Nye Ste- 
vens, Director, Government Business 
Operations Issues, General Govern- 
ment Division, before the Subcommit- 
tee on Water Resources, Transporta- 
tion, and Infrastructure, Committee on 
Environment and Public Works, 
United States Senate /, 93-16345 


Dislocated workers [microform] : com- 
parison of programs : statement of 
Linda G. Morra, Director of Educa- 
tion and Employment Issues, Human 
Resources Division, before the Com- 
mittee on Finance, U.S. Senate /, 93- 
21174 
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Dislocated workers [microform] : exem- 
plary local projects under the Job 
Training Partnership Act : briefing 
report to the chairman, Committee on 
Finance, U.S. Senate /, 93-7257 


Dislocated workers [microform] : im- 
provements needed in trade adjustment 
assistance certification process : report 
to the Honorable Albert Gore, Jr., U.S. 
Senate /, 93-21213 


Dislocated workers [microform] : Worker 
Adjustment and Retraining Notification 
Act not meeting its goals : report to 
congressional committees /, 93-28395 


District of Columbia [microform] 
inmate participation in correctional 
programs and previous Lorton confine- 
ments : report to the Chairman, Com- 
mittee on the District of Columbia, 
House of Representatives /, 93-4779 


DOD budget [microform] budget 
impact of proposed reduced retirement 
fund payments : report to the Honora- 
ble Andy Ireland, House of Represent- 
atives /, 93-21224 


DOD commercial transportation [micro- 
form] : savings possible through better 
audit and negotiation of rates : report 
to the Chairman, Subcommittee on 
Readiness, Committee on Armed Serv- 
ices, House of Representatives /, 93- 
16429 


DOD environmental cleanup [microform] 
: information on contractor cleanup 
costs and DOD reimbursements : fact 
sheet for congressional requesters /, 
93-18620 

DOD inflation [microform] : DOD’s in- 
flation dividends—May 1987 update : 
report to the ranking minority member, 
Committee on Budget, U.S. Senate /, 
93-2095 


DOD inflation [microform] : DOD’s in- 
flation dividends and unobligated bal- 
ances—May 1987 update : report to the 
Chairman, Committee on Budget, U.S. 
Senate /, 93-2096 


DOD procurement [microform] : cost- 
per-copy service can reduce copying 
costs : report to the Chairman, Sub- 
committee on Readiness, Committee on 
Armed Services, House of Representa- 
tives /, 93-9375 

DOD special access programs : adminis- 
trative due process not provided when 
access is denied or revoked : report to 
congressional requesters /, 93-28463 


DOD warranties [microform] : improve- 
ments needed in implementation of 
warranty legislation : report to the 
chairman, Committee on Armed Serv- 
ices, U.S. Senate /, 93-7276 

DOD’s mobility requirements [micro- 
form] : alternative assumptions could 
affect recommended acquisition plan : 





report to the Chairman, Committee on 
Armed Services, U.S. Senate /, 93- 
28447 


DOD’s plans to consolidate printing [mi- 


croform] : statement of Paul F. Math, 
Director, Research, Development, Ac- 
quisition, and Procurement Issues, Na- 
tional Security and International Af- 
fairs Division, before the Joint Com- 
mittee on Printing /, 93-13826 


DOE management [microform] : DOE 


needs to improve oversight of subcon- 
tracting practices of management and 
operating contractors : statement of 
Victor S. Rezendes, Director,Energy 
Issues, Resources, Community, and 
Economic Development Division, 
before the Committee on Governmen- 
tal Affairs, United States Senate /, 93- 
13853 


DOE management [microform] : manage- 


ment problems at the three DOE lab- 
oratories operated by the University of 
California : statement of Victor S. Re- 
zendes, Director, Energy Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Investigations and Over- 
sight, Committee on Science, Space, 
and Technology, House of Representa- 
tives /, 93-13855 


Drinking water [microform] : key quality 


assurance program is flawed and un- 
derfunded : report to the Chairman, 
Subcommittee on Health and the Envi- 
ronment, Committee on Energy and 
Commerce, House of Representatives / 
, 93-28511 


Drinking water [microform] : stronger ef- 


forts needed to protect areas around 
public wells from contamination 
report to the Chairman, Environment, 
Energy, and Natural Resources Sub- 
committee, Committee on Government 
Operations, House of Representatives / 
, 93-28510 


Drug abuse prevention [microform] : fed- 


eral efforts to identify exemplary pro- 
grams need stronger design : report to 
the Chairman, Subcommittee on Select 
Education, Committee on Education 
and Labor, House of Representatives /, 
93-13979 


Drug abuse research [microform] : feder- 


al funding and future needs : statement 
of Eleanor Chelimsky, Assistant Comp- 
troller General, Program Evaluation 
and Methodology Division, before the 
Subcommittee on Legislation and Na- 
tional Security, Committee on Govern- 
ment Operations, U.S. House of Repre- 
sentatives /, 93-13842 


Drug control [microform] : coordination 


of intelligence activities briefing 
report to the Chairman, Committee on 
Government Operations, House of 
Representatives /, 93-28367 
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Drug control [microform] : impact of 
DOD’s detection and monitoring on 
cocaine flow : report to congressional 
requesters /, 93-9388 


Drug control [microform] : status of obli- 
gations for fiscal year 1990 DOD coun- 
ternarcotics funds : fact sheet for con- 
gressional requesters /, 93-9376 


Drug control [microform] : status report 
on counterdrug technology develop- 
ment : report to congressional request- 
ers /, 93-28448 


Drug control [microform] : treatment al- 
ternatives program for drug offenders 
needs stronger emphasis : report to the 
Chairman, Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives /, 93-28360 


Drug control [microform] : use of Na- 
tional Guard aircraft in counter-drug 
activities : report to the Chairman, 
Subcommittee on Government Infor- 
mation, Justice and Agriculture, Com- 
mittee on Government Operations, 
House of Representatives /, 93-11494 


Drug crime and the criminal justice 
system [microform] : the situation in 
the state of Michigan and cities of De- 
troit and Adrian : statement of Lowell 
Dodge, Director, Administration of 
Justice Issues, before the Permanent 
Subcommittee on Investigations, Com- 
mittee on Governmental Affairs, 
United States Senate /, 93-16346 


Drug education [microform] : rural pro- 
grams have many components and 
‘most rely heavily on federal funds : 
report to the Chairman, Subcommittee 
on Labor, Health and Human Services, 
Education, and Related Agencies, 
Committee on Appropriations, House 
of Representives /, 93-13930 


Drug education [microform] : school- 
based programs seen as useful but 
impact unknown /, 93-11463 


Drug enforcement [microform] : assist- 
ance to state and local law enforcement 
agencies in high intensity drug traffick- 
ing areas : statement of Lowell Dodge, 
Director, Administration of Justice 
Issues, General Government Division, 
before the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives /, 93-13789 

Drug investigations [microform] : Orga- 
nized Crime Drug Enforcement Task 
Force Program’s accomplishments 
briefing report to the Chairman, Com- 
mittee on the Judiciary, United States 
Senate /, 93-4773 


Drug policy and agriculture [microform] 

U.S. trade impacts of alternative 

crops to Andean coca : report to con- 
gressional requesters /, 93-9398 
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Drug smuggling [microform] : large 
amounts of illegal drugs not seized by 
federal authorities : report to the Chair- 
man, Subcommittee on Information, 
Justice, and Agriculture, Committee on 
Government Operations /, 93-4780 


Drug use measurement [microform] : 
strengths, limitations, and recommenda- 
tions for improvement : report to the 
Chairman, Committee on Government 
Operations, House of Representatives / 

93-28481 


Drug war [microform] : observations on 
counternarcotics aid to Colombia 
report to congressional requesters /, 
93-4853 


The drug war [microform] : observations 
on counternarcotics programs in Co- 
lombia and Peru : statement of Frank 
C. Conahan, Assistant Comptroller 
General, National Security and Inter- 
national Affairs Division, before the 
Legislation and National Security Sub- 
committee, Committee on Government 
Operations, House of Representatives / 

93-13828 


The drug war [microform] : U.S. pro- 
grams in Peru face serious obstacles : 
report to congressional requesters /, 
93-7303 


Early warning satellites [microform] : 
funding for follow-on system is prema- 
ture : report to the Chairman, Subcom- 
mittee on Defense, Committee on Ap- 
propriations, House of Representatives 
/, 93-7305 


Earned income tax credit [microform] : 
advance payment option is not widely 
known or understood by the public : 
report to congressional committees /, 
93-13910 


Earth observing system [microform] : in- 
formation on NASA’s selection of data 
centers : report to the Chairman, Com- 
mittee on Science, Space, and Technol- 
ogy, House of Representatives /, 93- 
11489 


Earth observing system [microform] : 
NASA needs to reassess its EOSDIS 
development strategy : statement for 
the record by Samuel W. Bowlin, Di- 
rector, Defense and Security Informa- 
tion Systems, Information Management 
and Technology Division, before the 
Subcommittee on Space, Committee on 
Science, Space, and Technology, 
House of Representatives /, 93-13814 


Earthquake recovery [microform] : staff- 
ing and other improvements made fol- 
lowing Loma Prieta Earthquake 
report to congressional requesters /, 
93-18641 

Economic espionage [microform] : the 
threat to U.S. industry : statement of 
Milton J. Socolar, Special Assistant to 





the Comptroller General, before the 
Subcommittee on Economic and Com- 
mercial Law, Committee on the Judici- 
ary, House of Representatives /, 93- 
13838 


Education information [microform] : pro- 
duction and quality deserve increased 
attention : statement of Lois-ellin 
Datta, Director, Program Evaluation in 
Human Services Areas, Program Eval- 
uation and Methodology Division, 
before the Subcommittee on Govern- 
ment Information and Regulation, 
Committee on Government Affairs, 
US. Senate /, 93-13839 


Education issues /, 93-11529 


Educational testing [microform] : the Ca- 
nadian experience with standards, ex- 
aminations, and assessments : report to 
congressional requesters /, 93-28480 


Effects of airline entry barriers on fares 
[microform] : statement of Kenneth M. 
Mead, Director, Transportation Issues, 
Resources, Community, and Economic 
Development Division, before the Sub- 
committee on Aviation, Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate., 93-2059 


The effects of Budget Enforcement Act 


discretionary spending limits in fiscal 
years 1994 and 1995 : statement of 
Charles A. Bowsher, Comptroller Gen- 
eral of the United States, before the 
Committee on the Budget, United 
States Senate /, 93-16335 


El petroleo Mexicano [microform] : cues- 


tiones afectando al potencial del co- 
mercio e inversiones estadounidenses : 
resumen ejecutivo presentado a la Sub- 
comision de Politica Internacional 
Sobre Asuntos Economicos y Comer- 
ciales, Comision de Asuntos Exteriores, 
Camara de Represetantes /, 93-18608 


El Salvador : extent of U.S. military per- 


sonnel in country : fact sheet for the 
Honorable Edward M. Kennedy, U.S. 
Senate /, 93-2106 


El Salvador : pipeline of U.S. aid as of 


August 1990 : fact sheet for the Honor- 
able Edward M. Kennedy, U.S. Senate 
/, 93-2124 


Elderly Americans [microform] : health, 


housing, and nutrition gaps between 
the poor and nonpoor : report to the 
Chairman, Select Committee on Aging, 
House of Representatives /, 93-18630, 
93-23745 


Elderly Americans [microform] : nutri- 
tion information is limited and guide- 
lines are lacking : statement of Robert 
L. York, Director of Program Evalua- 
tion in Human Services Areas, Pro- 
gram Evaluation and Methodology Di- 
vision, before the Select Committee on 
Aging, House of Representatives /, 
93-23746 
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Electricity supply [microform] : efforts 
under way to develop solar and wind 
energy : report to the Chairman, Sub- 
committee on Investigations and Over- 
sight, Committee on Science, Space, 
and Technology, House of Representa- 
tives /, 93-28517 


Electricity supply [microform] : utility 
demand-side management programs 
can reduce electricity use : report to 
the Chairman, Environment, Energy, 
and Natural Resources Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-16457 


Electronic warfare [microform] : DOD 
did not meet test criteria before pro- 
duction of the Airborne Self-Protection 
Jammer : statement of Louis J. Rodri- 
gues, director, Command, Control, 
Communications, and Intelligence 
Issues, National Security and Interna- 
tional Affairs Division, before the Sub- 
committee on Federal Services, Com- 
mittee on Governmental Affairs, 
United States Senate /, 93-11398 


Electronic warfare [microform] : faulty 
test equipment impairs Navy readiness : 
report to the Chairman, Legislation 
and National Security Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-7282 


Electronic warfare [microform] : Navy/ 
Air Force still developing separate, 
costly radar warning receivers : report 
to the Secretary of Defense /, 93- 
4838 


Electronic warfare [microform] : No Air 
Force follow-up on test equipment in- 
adequacies : report to the Chairman, 
Committee on Armed Services, House 
of Representatives /, 93-7283 


Electronic warfare [microform] : radar 
jammer proliferation continues : report 
to the Chairman, Committee on Armed 
Services, House of Representatives /, 
93-7310 


Embedded computer systems [microform] 
: C-17 software development problems 
: Statement for the record by Samuel 
W. Bowlin, director, Defense and Se- 
curity Information Systems, Informa- 
tion Management and Technology Di- 
vision, before the Subcommittee on 
Legislation and National Security, 
Committee on Government Operations, 
House of Representatives /, 93-11383, 
93-23730 


Embedded computer systems [microform] 
new F/A-18 capabilities impact 
Navy’s software development process : 
report to the Chairman, Subcommittee 
on Research and Development, Com- 
mittee on Armed Services, House of 
Representatives /, 93-28419 
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Embedded computers [microform] 
Navy’s approach to developing patrol 
aircraft avionics system too risky : 
report to congressional requesters /, 
93-11482 


Emergency departments [microform] 
unevenly affected by growth and 
change in patient use : report to the 
Chairman, Subcommittee on Health for 
Families and the Uninsured, Committee 
on Finance, U.S. Senate /, 93-28391 


Employee benefits [microform] : effect of 
bankruptcy on retiree health benefits : 
report to the Honorable William J. 
Coyne, House of Representatives /, 
93-13922 


Employee benefits [microform] : financ- 
ing health benefits of coal industry re- 
tirees : fact sheet for congressional re- 
questers /, 93-18586 


Employee benefits [microform] : financ- 
ing health benefits of retired coal 
miners : fact sheet for congressional re- 
questers /, 93-18583 


Employee benefits [microform] : im- 
proved plan reporting and CPA audits 
can increase protection under ERISA : 
report to congressional requesters /, 
93-13887 


Employee benefits [microform] : im- 
provements needed in enforcing health 
insurance continuation requirements : 
report to the Honorable John Glenn, 
U.S. Senate /, 93-11465 


Employee benefits [microform] : states 
need Labor’s help regulating multiple 
employer welfare arrangements : report 
to congressional requesters /, 93- 
13932 


Employee stock ownership plans [micro- 
form] : participants’ benefits generally 
increased, but many plans terminated : 
report to the Chairman, Subcommittee 
on Labor-Management Relations, Com- 
mittee on Education and Labor, House 
of Representatives /, 93-11464 

Employment Service [microform] : im- 
proved leadership needed for better 
performance : report to the Chairman, 
Subcommittee on Employment Oppor- 
tunites, Committee on Education and 
Labor, House of Representatives /, 
93-4813 

Endangered species [microform] : past 
actions taken to assist Columbia River 
salmon : briefing report to congression- 
al requesters /, 93-18643 


Energy conservation [microform] : efforts 
promoting more efficient electricity use 
: Statement of Jim Wells, Associate Di- 
rector, Energy Issues, Resources, Com- 
munity, and Economic Development 
Division, before the Environment, 
Energy, and Natural Resources Sub- 
committee, Committee on Government 
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Operations, House of Representatives / 
93-23759 


Energy information [microform] : De- 
partment of Energy security program 
needs effective information systems : 
report to the Chairman, Committee on 
Governmental Affairs, U.S. Senate /, 
93-16408 


Energy issues /, 93-14005 


Energy management [microform] : con- 
tract audit problems create the poten- 
tial for fraud, waste, and abuse : report 
to the Chairman, Subcommittee on 
Oversight and Investigations, Commit- 
tee on Energy and Commerce, House 
of Representatives /, 93-7349 


Energy management [microform] : DOE 
actions to improve oversight of con- 
tractors’ subcontracting practices 
report to the Chairman, Committee on 
Governmental Affairs, U.S. Senate /, 
93-4887 


Energy management [microform] : DOE 
has an opportunity to improve its Uni- 
versity of California contracts : report 
to the Chairman, Committee on Gov- 
ernmental Affairs, U.S. Senate /, 93- 
16462 


Energy management [microform] : DOE 
has improved oversight of its Work for 
Others program : report to the Chair- 
man, Subcommittee on Investigations 
and Oversight, Committee on Science, 
Space, and Technology, House of Rep- 
resentatives /, 93-28516 


Energy management [microform] : tight- 
ening fee process and contractor ac- 
countability will challenge DOE : 
report to the Chairman, Committee on 
Governmental Affairs, U.S. Senate /, 
93-16455 


Energy management [microform] : types 


of allowable and unallowable costs in- 
curred under two DOE contracts : fact 
sheet for Congressional requesters /, 
93-28502 


Energy management [microform] : using 
DOE employees can reduce costs for 
some support services : report to the 
Chairman, Subcommittee on Federal 
Services, Post Office, and Civil Serv- 
ice, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-16451 


Energy policy [microform] : changes 
needed to make national energy plan- 
ning more useful : report to the Chair- 
man, Subcommittee on Energy and 
Power, Committee on Energy and 
Commerce, House of Representatives / 

93-28490 


Energy policy [microform] : options to 
reduce environmental and other costs 
of gasoline consumption : report to the 
Chairman, Subcommittee on Environ- 
ment, Committee on Science, Space, 
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and Technology, House of Representa- 
tives /, 93-18656 

Energy R&D [microform] : DOE’s prior- 
itization and budgeting process for re- 
newable energy research : report to the 
Chairman, Subcommittee on Investiga- 
tions and Oversight, Committee on Sci- 
ence, Space, and Technology, House of 
Representatives /, 93-21270, 93- 
23750 


Environmental cleanup [microform] : ob- 
servations on consistency of reimburse- 
ments to DOD contractors : report to 
congressional requesters /, 93-21256 


Environmental protection [microform] : 
rocket tests in Mississippi to be heavily 
restricted : report to the Chair, Sub- 
committee on Government Activities 
and Transportation, Committee on 
Government Operations, House of 
Representatives /, 93-16434 


Environmental protection issues /, 93- 
11528 


Environmental technology [microform] : 
comments on S. 2632, the “National 
Environmental Technologies Agency 
Act” : statement of Victor S. Re- 
zendes, Director, Energy Issues, Re- 
sources, Community, and Economic 
Development Divison, before the Com- 
mittee on Governmental Affairs, 
United States Senate /, 93-23766 


EOS data policy [microform] : questions 
remain about U.S. commercial access : 
report to the Chairman, Committee on 
Science, Space, and Technology, 
House of Representatives /, 93-21216 


EPA lacks assurance that disinfectants 
kill germs /, 93-2062 


Equal employment opportunity [micro- 
form] : EEOC Birmingham Office 
closed discrimination charges without 
full investigation : report to congres- 
sional requesters /, 93-7258 


Ethics enforcement [microform] : filing 
and review of the Attorney General’s 
financial disclosure report : report to 
the Chairman of the Subcommittee on 
Human Resources, Committee on Post 
Office and Civil Service, House of 
Representatives /, 93-2077 


Ethics enforcement [microform] : process 
by which conflict of interest allegations 
are investigated and resolved : report 
to congressional requesters /, 93-2074 


Ethics, The Department of Justice’s 
Ethics Program [microform] : briefing 
report to the Chairman, Committee on 
Post Office and Civil Service, House of 
Representatives /, 93-7240 


Examination of the Commodity Credit 
Corporation’s financial statements for 
the year ended September 30, 1984 : 
report to the Congress by the Comp- 
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troller General of the United States., 
93-11428 


Examination of the Export-Import Bank’s 
financial statements for fiscal years 
ended ... /, 93-13875 


Examination of the Federal Crop Insur- 
ance Corporation’s financial statements 
for the year ended September 30, 1984 
: report to the Congress by the Comp- 
troller General of the United States., 
93-11429 


Examination of the Federal Home Loan 
Bank Board’s and Federal Savings and 
Loan Insurance Corporation’s financial 
statements for the years ended ... and ... 
: report to the Congress /, 93-13867 


Examination of the Federal Savings and 
Loan Insurance Corporation’s financial 
statements for the years ended ... and ... 
: report to the Congress /, 93-13874 


Examination of the Panama Canal Com- 
mission’s financial statements for the 
years ended ... /, 93-9419 


Excess and surplus personal property 
transfer program [microform] : state- 
ment of Johnny C. Finch, Director, 
Planning and Reporting, General Gov- 
ernment Division, before the Subcom- 
mittee on Government Activities and 
Transportation, Committee on Govern- 
ment Operations, United States House 
of Representatives /, 93-16355 


Exchange programs [microform] : inven- 
tory of international educational, cul- 
tural, and training programs : briefing 
report to congressional requesters /, 
93-28461 


Executive furniture [microform] : finan- 
cial regulatory agencies’ procurement 
policies /, 93-18551 


Export controls [microform] : assessment 
of Commerce Department’s foreign 
policy report to Congress : report to 
the Congress /, 93-4840 

Export credit insurance [microform] : as- 
sessment of Export-Import Bank’s role 
: report to the Congress /, 93-4845 


Export finance [microform : the role of 
the U.S. Export-Import Bank : report 
to Chairwoman, Subcommittee on 
International Development, Finance, 
Trade, and Monetary Policy, Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives] / , 
93-28352 


Export promotion [microform] : federal 
programs lack organizational and fund- 
ing cohesiveness : report to congres- 
sional requesters /, 93-16426 


Export promotion [microform] : overall 
U.S. strategy needed : statement of 
Allan I. Mendelowitz, Director, Inter- 
national Trade and Finance Issues, 
General Government Division, before 





the Subcommittee on International Fi- 
nance and Monetary Policy, Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate /, 93- 
18517 


Export promotion [microform] : U.S. 
programs lack coherence : statement of 
Allan I. Mendelowitz, director, Inter- 
national Trade and Finance Issues, 
General Government Division, before 
the Subcommittee on Commerce, Con- 
sumer, and Monetary Affairs, Commit- 
tee on Government Operations, House 
of Representatives., 93-11375 

FAA budget [microform] : key issues 
need to be addressed : statement for 
the record of Kenneth M. Mead, Di- 
rector, Transportation Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Transportation and Re- 
lated Agencies, Committee on Appro- 
priations, United States Senate /, 93- 
23753 


FAA budget [microform] : 1991 funding 
request for computers and communica- 
tions can be reduced : report to con- 
gressional requesters /, 93-11487 


FAA encountering problems in acquiring 
major automated systems [microform] : 
statement of JayEtta Hecker, Director, 
Resources, Community, and Economic 
Development Information Systems, In- 
formation Management and Technolo- 
gy Division, before the Subcommittee 
on Transportation and Related Agen- 
cies, Committee on Appropriations, 
United States Senate /, 93-16365 

Failed bank [microform] : FDIC docu- 
mentation of CrossLand Savings, FSB, 
decision was inadequate : report to 
congressional requesters /, 93-21194 

Failed thrift [microform] : lengthy gov- 
ernment control of Sunbelt Savings 
Bank : report to the Chairman, Com- 
mittee on Banking, Finance and Urban 
Affairs, House of Representatives /, 
93-9339 

Failed thrifts [microform] : Resolution 
Trust Corporation and 1988 Bank 
Board resolution actions : statement of 
Richard L. Fogel, Assistant Comptrol- 
ler General, General Government Pro- 
grams, before the Committee on Bank- 
ing, Finance and Urban Affairs, House 
of Representatives /, 93-16348 


Farm credit [microform] : actions needed 
on major management issues : briefing 
report to the Chairman, Subcommittee 
on Conservation, Credit, and Rural 
Development, Committe on Agricul- 
ture, House of Representatives /, 93- 
4771 


Farm finance [microform] : number of 
new farmers is declining : report to the 
Chairman, Subcommittee on Agricul- 
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tural Credit, Committee on Agricul- 
ture, Nutrition, and Forestry, U.S. 
Senate /, 93-28509 


Farm programs [microform] : conserva- 
tion compliance provisions could be 
made more effective : 


report to the 
Chairman, Committee on Agriculture, 
House of Representatives /, 93-11512 


Farmers Home Administration [micro- 
form] : farm loan programs and pro- 
posed changes : statement of John W. 
Harman, Director, Food and Agricul- 
ture Issues, Resources, Community, 
and Economic Development Division, 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development, 
House Committee on Agriculture /, 
93-13861 


Farmers Home Administration [micro- 
form] : farmer program assistance to 
beginning farmers : statement of John 
W. Harman, Director of Food and Ag- 
riculture Issues, Resources, Communi- 
ty, and Economic Development Divi- 
sion, before the Subcommittee on Con- 
servation, Credit, and Rural Develop- 
ment, Committee on Agriculture, 
House of Representatives /, 93-13858 


Farmers Home Administration [micro- 
form] : final resolution of farm loan or 
servicing appeals : report to Chairman, 
Subcommittee on Agricultural Credit, 
Committee on Agriculture, Nutrition, 
and Forestry, U.S. Senate /, 93-28489 

Farmers Home Administration [micro- 
form] : half-billion dollar ADP mod- 
ernization lacks adequate planning and 
oversight : statement of JayEtta Z. 
Hecker, Director, Resources, Commu- 
nity, and Economic Development In- 
formation Systems, Information Man- 
agement and Technology Division, 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development, 
Committee on Agriculture, House of 
Representatives /, 93-13813 


Farmers Home Administration [micro- 
form] : loan-servicing efforts focus on 
continually delinquent borrowers 
briefing report to the Chairman, Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate /, 93- 
11506 


Farmers Home Administration [micro- 
form] : resolution of loan appeals : 
statement of John W. Harman, Direc- 
tor, Food and Agriculture Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Agricultural Credit, 
Committee on Agriculture, Nutrition, 
and Forestry, U.S. Senate /, 93-23774 


Farmworkers face gaps in protection and 
barriers to benefits [microform : state- 
ment of Joseph F. Delfico, Director, 
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Income Security Issues, Human Re- 
sources Division, before the Select 
Committee on Aging, House of Repre- 
sentatives] /, 93-16362 


FBI [microform] : advanced communica- 
tions technologies pose wiretapping 
challenges : briefing report to the 
Chairman, Subcommittee on Telecom- 
minications and Finance, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-18598 


FDA premarket approval [microform] : 
process of approving Lodine as a drug 
: report to congressional requesters /, 
93-28412 


FDA regulations [microform] : sustained 
management attention needed to im- 
prove timely issuance : statement of 
Mark V. Nadel, Associate Director, 
National and Public Health Issues, 
Human Resources Division, before the 
Subcommittee on Health and the Envi- 
ronment, Committee on Energy and 
Commerce, House of Representatives / 
, 93-13804 


Federal affirmative employment [micro- 
form] : status of women and minority 
representation in the federal workforce 
: Statement of Bernard L. Ungar, Di- 
rector, Federal Human Resource Man- 
agement Issues, General Government 
Division, before the Committee on 
Governmental Affairs, United States 
Senate /, 93-13775 


Federal Agricultural Mortgage Corpora- 
tion [microform] : secondary market 
development slow and future uncertain 
: report to the Chairman, Subcommit- 
tee on Conservation, Credit, and Rural 
Development, House of Representa- 
tives /, 93-4879 


Federal benefit payments [microform] : 
agencies need death information from 
Social Security to avoid erroneous pay- 
ments : report to congressional request- 
ers /, 93-11457 


Federal buildings [microform] : compari- 
son of Oakland and San Francisco al- 
ternatives : briefing report to the chair- 
man and ranking minority member, 
Subcommittee on Treasury, Postal 
Service and General Government, 
Committee on Appropriations, United 
States Senate /, 93-7238 


Federal buildings [microform] : many are 
threatened by earthquakes, but limited 
action has been taken : report to con- 
gressional committees /, 93-9335 


Federal credit and insurance [microform] 
: information on the dollar amount of 
direct loan, loan guarantee, and insur- 
ance programs : fact sheet for the hon- 
orable Rick Santorum, House of Rep- 
resentatives /, 93-13880 


Federal credit and insurance programs 
[microform] : actions that could mini- 
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mize a growing risk : statement of 
Donald H. Chapin, Assistant Comp- 
troller General, General Accounting 
Office, before the Urgent Fiscal Issues 
Task Force, Committee on the Budget, 
House of Representatives /, 93-13759 


Federal dairy programs [microform] : in- 


formation on farm and retail milk 
prices : fact sheet for the Chairman, 
Committee on Agriculture, Nutrition, 
and Forestry, U.S. Senate /, 93-16452 


Federal electric power [microform] : ef- 


fects of delaying Colorado River Stor- 
age Project irrigation units : report to 
the Chairman, Subcommittee on Water, 
Power and Offshore Energy Re- 
sources, Committee on Interior and In- 
sular Affairs, House of Representatives 
/, 93-4871 


Federal employees : appointees converted 


to career positions, January and Febru- 
ary, 1989 : fact sheet for the Chairman, 
Committee on Post Office and Civil 
Service, House of Representatives /, 
93-11441 


Federal Employees’ Compensation Act 


[microform] : need to increase rehabili- 
tation and reemployment of injured 
workers : report to the Chairman, Em- 
ployment, and Housing Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-11449 


Federal employment [microform] : dis- 


placed federal workers can be helped 
by expanding existing programs 
report to congressional requesters /, 
93-16396 


Federal employment [microform] : feder- 


al displaced workers can be helped by 
expanding existing programs : state- 
ment of Bernard L. Ungar, Director, 
Federal Human Resource Management 
Issues, General Government Division, 
before the Subcommittee on Human 
Resources and the Subcommittee on 
Compensation and Employee Benefits, 
Committee on Post Office and Civil 
Service, House of Representatives /, 
93-13790 


Federal employment [microform] : how 


federal employees view the govern- 
ment as a place to work : report to 
congressional committees /, 93-21193 


Federal employment [microform] : poor 


service found at federal job information 
centers : report to congressional sub- 
committees /, 93-18554 

: issues in- 
volved in cleaning up hazardous waste 
: Statement of Richard L. Hembra, Di- 
rector, Environmental Protection 
Issues, Resources, Community, and 
Economic Development Division, 
before the Subcommittee on Investiga- 
tions and Oversight, Committee on 
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Public Works and Transportation, 
House of Representatives /, 93-23767 

Federal facilities [microform] : SEC Op- 
erations Center lease appears reasona- 
ble : briefing report to Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-13914 


Federal fraud hotline operations [micro- 
form] : statement of Brian P. Crowley, 
Director of Planning and Reporting, 
Accounting and Financial Management 
Division, before the Subcommittee on 
General Services, Federalism, and the 
District of Columbia, Committee on 
Governmental Affairs, U.S. Senate /, 
93-16334 


Federal Health Benefits Program [micro- 
form] : open season processing timeli- 
ness : briefing report to the Honorable 
Constance A. Morella, House of Rep- 
resentatives /, 93-18555 


Federal health benefits program [micro- 
form] : stronger controls needed to 
reduce administrative costs : statement 
of Bernard L. Ungar, director, Federal 
Human Resource Management Issues, 
General Government Division, before 
the Subcommittee on Compensation 
and Employee Benefits, Committee on 
Post Office and Civil Service, House of 
Representatives., 93-11376, 93-13913 


Federal health care [microform] : in- 
creased information system sharing 
could improve service, reduce costs : 
briefing report to the Chairman, Com- 
mittee on Veterans Affairs, House of 
Representatives /, 93-28430 


Federal Home Loan Mortgage Corpora- 
tion [microform] : abuses in multifamily 
program increase exposure to financial 
losses : report to congressional request- 
ers /, 93-7342 


Federal jail bedspace [microform] : cost 
savings and greater accuracy possible 
in the capacity expansion plan : report 
to the Chairman, Committee on Gov- 
ernmental Affairs, U.S. Senate /, 93- 
28346 


Federal jails [microform] : design and 
construction flaws in Los Angeles fa- 
cility are being corrected : report to 
the Chairman, Permanent Subcommit- 
tee on Investigations, Committee on 
Governmental Affairs, U.S. Senate /, 
93-9323 


Federal judiciary [microform] : how the 
Judicial Conference assesses the need 
for more judges : report to congres- 
sional Committees /, 93-28349 


Federal lands [microform] : status of land 
transactions under four federal acts : 
briefing report to the Chairman, Sub- 
committee on National Parks and 
Public Lands, Committee on Interior 
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and Insular Affairs, House of Repre- 
sentatives /, 93-9418 


Federal office space [microform] : obsta- 
cles to purchasing commercial proper- 
ties from RTC, FDIC, and others : 
report to the Honorable Kent Conrad, 
U.S. Senate /, 93-9334 


Federal pay [microform] : executive sala- 
ries in government-related banking or- 
ganizations : fact sheet for the ranking 
minority member, Subcommittee on 
Federal Services, Post Office, and Civil 
Service, Committee on Governmental 
Affairs, United States Senate /, 93- 
13894 


Federal performance management [micro- 
form] : agencies need greater flexibility 
in designing their systems : report to 
the Subcommittee on Federal Services, 
Post Office, and Civil Service, Com- 
mittee on Governmental Affairs, U.S. 
Senate /, 93-28358 


Federal personnel [microform] : special 
authorities under the demonstration 
project at Commerce : briefing report 
to the Chairman, Committee on Post 
Office and Civil Service, House of 
Representatives /, 93-21198 


Federal personnel management [micro- 
form] : OPM reliance on agency over- 
sight of personnel system not fully jus- 
tified : report to the Chairman, Sub- 
committee on the Civil Service, Com- 
mittee on Post Office and Civil Serv- 
ice, House of Representatives /, 93- 
28348 


Federal records [microform] : document 
removal by agency heads needs inde- 
pendent oversight : report to congres- 
sional requesters /, 93-11444 


Federal recruiting [microform] : college 
placement officials’ views of the gov- 
ernment’s campus outreach efforts : 
briefing report to the Chairman, Sub- 
committee on Federal Services, Post 
Office and Civil Service, Committee on 
Governmental Affairs, U.S. Senate /, 
93-13918 


Federal recruiting [microform] : compari- 
son of applicants who accepted or de- 
clined federal job offers : briefing 
report to congressional subcommittees 
/, 93-4797 


Federal research [microform] : implemen- 
tation of the Super Collider’s cost and 
schedule control system : report to the 
Honorable Dale L. Bumpers, US. 
Senate/, 93-21280 


Federal research [microform] : SEMA- 
TECH’s efforts to strengthen the U.S. 
semiconductor industry : report to the 
Committee on Science, Space, and 
Technology, House of Representatives 
/, 93-11517 


Federal research [microform] : Small 
Business Innovation Research Program 





shows success but can be strengthened 
: Statement of Keith O. Fultz, director, 
Planning and Reporting, Resources, 
Community, and Economic Develop- 
ment Division, before the Subcommit- 
tee on Technology and Competitive- 
ness, Committee on Science, Space, 
and Technology, House of Representa- 
tives /, 93-11421 


Federal research [microform] : small busi- 
ness innovation research shows success 
but can be strengthened : report to 
congressional committees /, 93-18636 


Federal research : system for reimbursing 
universities’ indirect costs should be re- 
evaluated : report to the Chairman, 
Subcommittee on Oversight and Inves- 
tigations, Committee on Energy and 
Commerce, House of Representatives / 
, 93-18647 


Federal Reserve [microform] : views on 
proposed expanded access authority for 
GAO : statement of Milton J. Socolar, 
Special Assistant to the Comptroller 
General, before the Subcommittee on 
Domestic Monetary Policy, Committee 
on Banking, Finance and Urban Af- 
fairs, House of Representatives /, 93- 
16339 


Federal retirement [microform] : nondis- 
crimination rules for thrift savings plan 
: briefing report to the Chairman, Com- 
mittee on Post Office and Civil Serv- 
ice, House of Representatives /, 93- 
4775 


Federal sector management reports and 
testimony [[microform]] / , 93-26044 


Federal white-collar employee salary 
reform [microform] statement of 
Richard L. Fogel, Assistant Comptrol- 
ler General for General Government 
Programs, before the Committee on 
Governmental Affairs, United States 
Senate /, 93-16347 


Federal workforce [microform] : agen- 
cies’ estimated costs for counseling and 
processing discrimination complaints : 
fact sheet for congressional requesters 
/, 93-9336 


Federal workforce [microform] : benefits 
provided to employees in nonpay status 
report to the ranking minority 
member, Subcommittee on Federal 
Services, Post Office, and Civil Serv- 
ice, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-4781 


Federal workforce [microform] : continu- 
ing need for federal affirmative em- 
ployment : briefing report to the Chair- 
man, Subcommittee on the Civil Serv- 
ice, Committee on Post Office and 
Civil Service, House of Representatives 
/, 93-13911 


Federal workforce [microform] : inappro- 
priate use of experts and consultants at 
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selected civilian agencies : report to the 
Chairman, Subcommittee on Federal 
Services, Post Office and Civil Service, 
Committee on Governmental Affairs, 
U.S. Senate /, 93-7242 


Federal year-end spending patterns for 
fiscal years 1982, 1983, and 1984 : 
report to the Honorable Ted Stevens, 
United States Senate /, 93-11431 


Financial audit [[microform]. House Re- 
cording Studio revolving fund for ...] , 
93-18534, 93-18657, 93-18658 

Financial audit [microform] : aggressive 
actions needed for Air Force to meet 
objectives of the CFO Act : report to 
the Congress /, 93-13886 


Financial audit [microform] : Bank Insur- 
ance Fund’s 1990 and 1989 financial 
statements : report to the Congress /, 
93-13890 


Financial audit [microform] : immediate 
actions needed to improve Army finan- 
cial operations and controls : statement 
of Charles A. Bowsher, Comptroller 
General of the United States : before 
the Committee on Governmental Af- 
fairs, United States Senate /, 93-23717 

Financial audit [microform] : military re- 
tirement system’s financial statements 
for fiscal year 1985 : report to the 
Chairman, Subcommittee on National 
Security Economics, Joint Economic 
Committee, U.S. Congress /, 93- 
26014 


Financial audit [microform] : Office of 
Thrift Supervision’s 1989 financial 
statements : report to the Congress /, 
93-26033 


Financial audit [microform] : Resolution 
Trust Corporation’s 1990 financial 
statements : report to the Congress /, 
93-13889 


Financial audit [microform] : Rural Tele- 
phone Bank’s financial statements for 
1986 : report to the Congress /, 93- 
7234 


Financial audit [microform] : statement of 
accountability for the Office of the At- 
tending Physician for 1986 : report to 
the President of the Senate and the 
Speaker of the House of Representa- 
tives /, 93-26025 


Financial audit [microform] : system and 
control problems further weaken the 
Pension Benefit Guaranty Fund 
report to the Congress /, 93-13881 


Financial audit [microform] Trans- 
Alaska Pipeline Liability Fund : report 
to the Congress /, 93-13892 

Financial audit [microform] : VA housing 
credit assistance program financial 
statements for fiscal years 1989 and 
1988 : report to the Chairman, Com- 
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mittee on Veterans Affairs, U.S. Senate 
/, 93-13882 


Financial audit. Bank Insurance Fund’s ... 
financial statements [[microform]] 
report to the Congress /, 93-26039 


Financial audit. Civic Achievement 
Award Program financial statements 
for ... [[microform]] : report to the 
Speaker of the House of Representa- 
tives and to the Librarian of Congress 
/, 93-26036 


Financial audit. Examination of the 
Army’s financial statements for fiscal 
year ... [[microform]] : report to the 
Congress /, 93-26042 


Financial audit. Export-Import Bank’s fi- 
nancial statements for ... [[microform]] , 
93-26026, 93-26032 


Financial audit. Federal Crop Insurance 
Corporation’s financial statements for 
... [[microform]] : report to the Con- 
gress /, 93-26015 


Financial audit. Federal Deposit Insur- 
ance Corporation’s ... financial state- 
ments [[microform]] : report to the 
Congress /, 93-26024 


Financial audit. Federal Financial Bank’s 
financial statements for fiscal years ... 
[[microform]] : report to the Congress 
/, 93-26013 


Financial audit. Federal Home Loan 
Bank Board’s financial statements for ... 
[[microform].] , 93-26020 


Financial audit. Federal Savings and 
Loan Insurance Corporation’s ... finan- 
cial statements [[microform] .] , 93- 
26019 


Financial audit. FSLIC Resolution 
Fund’s ... financial statements [[micro- 
form]] : report to the Congress /, 93- 
26041 


Financial audit. Government National 
Mortgage Association financial state- 
ments for ... [[microform]] : report to 
the Congress /, 93-26022 


Financial audit. House Beauty Shop re- 
volving fund financial statements for ... 
{[microform].], 93-26018, 93-26031 

Financial audit. House Office Equipment 
Service schedules for ..., 93-9312 


Financial audit. House Office Equipment 
Service schedules for fiscal year ... 
[[microform].], 93-26012, 93-26029 


Financial audit. House Office of the Ser- 
geant at Arms, periods ended ... [[mi- 
croform].], 93-26027 


Financial audit. House stationery revolv- 
ing fund statements [[microform].] , 
93-26043 


Financial audit. Northeast-Midwest Con- 
gressional Coalition financial statements 
for ... [[microform]] : report to the Co- 
Chairmen, Northeast-Midwest Con- 
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gressional Coalition, U.S. Congress /, 
93-26035 


Financial audit. Office of the Attending 
Physician revolving fund for ... [[mi- 
croform].], 93-26023 


Financial audit. Pension Benefit Guaranty 
Corporation’s ... financial statements 
[[microform]] : report to the Congress 
/, 93-26034 


Financial audit. Resolution Trust Corpo- 
ration’s ... financial statements [[micro- 
form]] : report to the Congress /, 93- 
26040 


Financial audit. Savings Association In- 
surance Fund’s ... financial statements 
[[microform]] : report to the Congress 
/, 93-26038 


Financial audit. Senate barber shops re- 
volving fund, years ended ..., 93- 
18533 


Financial audit. Senate Building Beauty 
Shop’s financial statements for ..., 93- 
13876 


Financial audit. Statement of accountabil- 
ity of the House Finance Office for 
fiscal year ... [[microform]] : report to 
the Clerk of the House of Representa- 
tives /, 93-26017, 93-26028 


Financial audit. Tennessee Valley Auth- 
ority’s financial statements for ..., 93- 
13877 


Financial audit. Veterans Administra- 
tion’s financial statements for fiscal 
year ... [[microform]] : report to the 
Congress /, 93-26016 


Financial condition of the Pension Bene- 
fit Guaranty Corporation [microform] : 
statement of Joseph F. Delfico, Direc- 
tor, Income Security Issues, Human 
Resources Division, before the Sub- 
committee on Oversight, Committee on 
Ways and Means, House of Represent- 
atives /, 93-18522 


Financial disclosure [microform] : imple- 
mentation of statute governing judicial 
branch personnel : report to the Con- 
gress /, 93-28368 


Financial management [microform] : Air 
Force Systems Command is unaware 
of status of negative unliquidated obli- 
gations : report to the Chairman, Sub- 
committee on Defense, Committee on 
Appropriations, House of Representa- 
tives /, 93-13879 


Financial management [microform] : anal- 
ysis of selected VA and FHA housing 
program accounting methods : report 
to the Chairman, Committee on Veter- 
ans’ Affairs, U.S. Senate /, 93-13884 


Financial management [microform] 
Army conventional ammunition pro- 
duction not effectively accounted for 
or controlled : report to the Secretary 
of the Army /, 93-16390 
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Financial management [microform] : De- 
fense Business Operations Fund imple- 
mentation status : statement of Donald 
H. Chapin, Assistant Comptroller Gen- 
eral, Accounting and Financial Man- 
agement Division, before the Subcom- 
mittee on Readiness, Committee on 
Armed Services, House of Representa- 
tives /, 93-13761 


Financial management [microform] 
DOD faces implementation problems in 
stock funding repairable inventory 
items : report to the Chairman, Sub- 
committee on Defense, Committee on 
Appropriations, House of Representa- 
tives /, 93-16388 


Financial management [microform] 
DOT?’s accounting and financial infor- 
mation system can be improved 
report to congressional requesters /, 
93-18632 


Financial management [microform] : in- 
ternal control weaknesses impede Air 
Force’s budgeting for repairable items : 
report to the Secretary of the Air 
Force /, 93-16389 


Financial management [microform] 
NASA’s decisions are based on unreli- 
able systems data and reports : state- 
ment of Donald R. Wurtz, Director, 
Financial Integrity Issues, Accounting 
and Financial Management Division, 
before the Subcommittee on Investiga- 
tions and Oversight, Committee on Sci- 
ence, Space, and Technology, House of 
Representatives /, 93-13762 


Financial management [microform] 
NASA’s financial reports are based on 
unreliable data : report to the Congress 
/, 93-18537 


Financial management [microform] 
Navy needs to improve its accounting 
for ship fuel purchases : report to the 
Chairman, Subcommittee on Defense, 
Committee on Appropriations, House 
of Representatives /, 93-4768 


Financial management [microform] 
problems affecting BIA Trust Fund fi- 
nancial management : statement of Jef- 
frey C. Steinhoff, Director, Civil 
Audits, Accounting, and Financial 
Management Division, before the 
Select Committee on Indian Affairs, 
United States Senate /, 93-21157 


Financial management [microform] : seri- 
ous deficiencies in state’s financial sys- 
tems require sustained attention : report 
to the Congress /, 93-18539 


Financial management [microform] 
status of BIA’s efforts to resolve long- 
standing trust fund management prob- 
lems : statement of Jeffrey C. Steinhoff, 
Director, Civil Audits, Accounting and 
Financial Management Division, before 
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the Select Committee on Indian Af- 
fairs, United States Senate /, 93-23718 


Financial management [microform] 
status of the Defense Business Oper- 
ations Fund : report to congressional 
committees /, 93-21188 


Financial management [microform] 
treasury tax and loan account activity 
at two troubled banks : report to the 
Secretary of the Treasury /, 93-7236 


Financial management issues /, 93-13997 


Financial management reform [micro- 
form] / statement of Charles A. 
Bowsher, Comptroller General of the 
United States, before the Committee on 
Governmental Operations, United 
States House of Representatives /, 93- 
21154 


Financial markets [microform] : computer 
security controls at five stock ex- 
changes need strengthening : report to 
the Chairman, Securities and Exchange 
Commission /, 93-2088 


Financial markets [microform] : Federal 
Reserve Board opposition to credit 
card interest rate limits : briefing report 
to the Honorable Charles E. Schumer, 
House of Representatives /, 93-9313 


Financial reporting [microform] : ac- 
counting for the Postal Service’s post- 
retirement health care costs : report to 
the Ranking Minority Member, Com- 
mittee on the Budget, House of Repre- 
sentatives /, 93-21185 


Financial services [microform] : develop- 
ments in the financial guarantee indus- 
try : staff study /, 93-13896 


Financial services industry issues /, 93- 
14003 


Firearms and explosives [microform] : in- 
formation and observations on ATF 
law enforcement operations : briefing 
report to the ranking minority member, 
Subcommittee on Oversight, Commit- 
tee on Ways and Means, House of Rep- 
resentatives /, 93-28364 


First audit of the financial operations of 
the Library of Congress [microform] : 
statement of Brian P. Crowley, Direc- 
tor of Planning and Reporting, Ac- 
counting and Financial Management 
Division, before the Subcommittee on 
Libraries and Memorials, Committee 
on House Administration, House of 
Representatives /, 93-13760 


Fiscal year 1993 budget estimates for the 
General Accounting Office [micro- 
form] : statement of Charles A. 
Bowsher, Comptroller General of the 
United States, before the Subcommittee 
on Legislative, Committee on Appro- 
priations, U.S. House of Representa- 
tives /, 93-11399 


Five Latin American Countries’ controls 
over the registration and use of pesti- 





cides [microform] : statement for the 
record by John W. Harman, Director, 
Food and Agriculture Issues, Re- 
sources, Community, and Economic 
Development Division., 93-2056 


Flood insurance [microform] : informa- 
tion on the mandatory purchase re- 
quirement : statement of Judy A. Eng- 
land-Jospeh, Director, Housing and 
Community Development Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Housing and Urban Af- 
fairs, Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate /, 93-23770 


Food and agriculture issues /, 93-11527 


Food assistance [microform] : information 
on the private sponsors in the 1990 
Summer Food Service Program 
report to congressional requesters /, 
93-7341 


Food assistance [microform] : nutritional 
conditions and program alternatives in 
Puerto Rico : report to congressional 
committees /, 93-21268 


Food assistance [microform] : processing 
of USDA commodities donated to the 
National School Lunch Program 
report to the Congressionnal commit- 
tees /, 93-16461 


Food distribution program [microform] : 
USDA’s canned beef and pork can be 
improved : report to Congressional re- 
questers /, 93-4872 


Food safety [microform] : USDA data 
program not supporting critical pesti- 
cide decisions : report to the Chairman, 
Government Information, Justice, and 
Agriculture Subcommittee, Committee 
on Government Operations, House of 
Representatives /, 93-13948 


Food safety [microform] : USDA’s data 
program not supporting critical pesti- 
cide decisions : statement of JayEtta Z. 
Hecker, director, Resources, Communi- 
ty, and Economic Development Infor- 
mation Systems, Information Manage- 
ment and Technology Division, before 
the Subcommittee on Department Op- 
erations, Research, and Foreign Agri- 
culture, Committee on Agriculture, 
House of Representatives., 93-11385 


Food safety and quality [microform] : 
FDA can improve monitoring of im- 
ported cheese : report to the banking 
minority member, Subcommittee on 
International Economic Policy and 
Trade, Committtee on Foreign Affairs, 
House of Representatives /, 93-18650, 
93-23764 

Food safety and quality [microform] : 
FDA strategy needed to address 
animal drug residues in milk : report to 
the Chairman, Human Resources and 
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Intergovernmental Relations Subcom- 
mittee, Committee on Government Op- 
erations, House of Representatives /, 
93-18649 


Food safety and quality [microform] : in- 


spection of Canadian meat imports 
under USDA’s streamlined procedures 
: Statement of John W. Harman, direc- 
tor, Food and Agriculture Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Commerce, Consumer 
Protection, and Competitiveness, Com- 
mittee on Energy and Commerce, 
House of Representatives /, 93-11413 


Food stamp program [microform] : alter- 


native definitions of a household for 
food stamp eligibility : report to con- 
gressional requesters /, 93-11508 


Food stamp program [microform] 


progress and problems in using 75-per- 
cent funding for automation : report to 
congressional requesters /, 93-9405 


Food tampering [microform] : FDA’s ac- 


tions on Chilean fruit based on sound 
evidence : report to the ranking minori- 
ty member, Committee on Foreign Re- 
lations, U.S. Senate /, 93-18557 


Foreign affairs : forced labor in the Peo- 


ple’s Republic of China briefing 
report to the Ranking Minority 
Member, Committee on Foreign Rela- 
tions, U.S. Senate /, 93-2111 


Foreign affairs issues /, 93-11523, 93- 


11536 


Foreign agent registration : Justice needs 


to improve program administration : 
report to the Chairman, Subcommittee 
on Oversight of Government Manage- 
ment, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-2114 


Foreign aid [microform] : police training 


and assistance : report to congressional 
requesters /, 93-13968 


Foreign assistance [microform] : a profile 


of the Agency for International Devel- 
opment : report to the Administrator, 
Agency for International Development 
/, 93-13970 


Foreign assistance [microform] : African 


Development Foundation’s grant funds 
are not routinely audited : report to the 
Chairman, Subcommittee on Foreign 
Operations, Export, Financing and Re- 
lated Programs, Committee on Appro- 
priations, House of Representatives /, 
93-9399 


Foreign assistance [microform] : AID 


strategic direction and continued man- 
agement improvements needed : report 
to the Congress /, 93-28449 


Foreign assistance [microform] : AID’s 


implementation of expired appropria- 
tion account legislation : briefing report 
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to the Honorable Andy Ireland, House 
of Representatives /, 93-21239 


Foreign assistance [microform] : AID’s 
population program evaluations have 
improved, but problems remain : report 
to the Chairman, Committee on For- 
eign Affairs, House of Representatives 
/, 93-16425 


Foreign assistance [microform] : AID’s 
use of personal services contracts over- 
seas : report to the Chairman, Subcom- 
mittee on Federal Services, Post Office 
and Civil Service, Committee on Gov- 
ernmental Affairs, U.S. Senate /, 93- 
11501 


Foreign assistance [microform] : combat- 
ing HIV/AIDS in developing countries 
: report to congressional requesters /, 
93-18619 


Foreign assistance [microform] : manage- 
ment problems persist at the Agency 
for International Development : state- 
ment of Frank C. Conahan, Assistant 
Comptroller General, National Securi- 
ty & International Affairs Division, 
before the Committee on Appropria- 
tions, Subcommittee on Foreign Oper- 
ations, United States Senate /, 93- 
18528 


Foreign assistance [microform] : U.S. ef- 
forts to spur Panama’s economy 
through cash transfers : report to Con- 
gressional committees /, 93-28438 


Foreign assistance [microform] : use of 
host country-owned local currencies : 
briefing report to the Chairman, Com- 
mittee on Foreign Affairs, House of 
Representatives /, 93-11495 

Foreign bank [microform] : initial assess- 
ment of certain BCCI activities in the 
U.S. : report to the Honorable Robert 
H. Michel, Republican leader, House 
of Representatives /, 93-28345 


Foreign direct investment [microform] / , 
93-18541 


Foreign direct investment [microform] : 
assessment of Commerce’s annual 
report and data improvement efforts : 
report to congressional requesters /, 
93-13966 


Foreign economic assistance issues /, 
93-11535 


Foreign investment : aspects of the U.S.- 
Japan relationship : fact sheet for the 
Chairman, Committee on Commerce, 
Science, and Transportation, U.S. 
Senate /, 93-2105 


Foreign investment: difficulties in ad- 
dressing public policy concerns : state- 
ment of Allen I. Mendelowitz, Direc- 
tor, International Trade, Energy, and 
Finance Issues, before the Committee 
on Commerce, Science, and Transpor- 
tation, U.S. Senate., 93-2051 
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Foreign technology [microform] : federal 
processes for collection and dissemina- 
tion : report to the Chairman, Subcom- 
mittee on Defense Industry and Tech- 
nology, Committee on Armed Services, 
U.S. Senate /, 93-13965 


Forest Service [microform] : little assur- 
ance that fair market value fees are col- 
lected from ski areas : report to the 
Chairman, Environment, Energy, and 
Natural Resources Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-28515 


Forest Service timber sales program [mi- 
croform] : questionable need for con- 
tract term extensions and status of ef- 
forts to reduce costs : statement for the 
record by James Duffus III, Director, 
Natural Resources Management Issues, 
Resources, Community, and Economic 
Development Division, before the Sub- 
committee on Interior and Related 
Agencies, Committee on Appropria- 
tions, House of Representatives /, 93- 
13860 


Formula programs [microform] : adjusted 
census data would redistribute small 
percentage of funds to states : report to 
the Chairman, Subcommittee on Gov- 
ernment Information and Regulation, 
Committee on Governmental Affairs, 
U.S. Senate /, 93-7252 


Fossil fuels [microform] : improvements 
needed in DOE’s Clean Coal Technol- 
ogy Program : report to the Chairman, 
Environment, Energy, and Natural Re- 
sources Subcommittee, Committee on 
Government Operations, House of 
Representatives /, 93-16458 


Fossil fuels [microform] : ways to 
strengthen controls over Clean Coal 
Technology project costs : report to 
the Chairman, Environment, Energy, 
and Natural Resources Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-28513 


Foster care [microform] : children’s expe- 
riences linked to various factors: better 
data needed : report to the Commitiee 
on Finance, U.S. Senate /, 93-7264 


Foster care [microform] : services to pre- 
vent out-of-home placements are limit- 
ed by funding barriers : report to the 
Chairman, Subcommittee on Oversight 
of Government Management, Commit- 
tee on Governmental Affairs, U.S. 
Senate /, 93-28410 


Foster care [microform] : state agencies 
other than child welfare can access 
Title IV-E funds : report to congres- 
sional requesters / United States Gen- 
eral Accounting Office., 93-28392 


Freedom of information [microform] : 
FDA’s program and regulations need 
improvement : report to the Chairman, 
Subcommittee on Government Infor- 


Do not order from index; see indicated entry 





Author Index 


mation, Justice, and Agriculture, Com- 
mittee on Government Operations, 
House of Representatives /, 93-9344 


FTS 2000 [microform] : GSA must re- 
solve critical pricing issues : report to 
the Chairman, Committee on Govern- 
mental Affairs, U.S. Senate /, 93-9366 

FTS 2000 [microform] : GSA’s price re- 
determination yields a reasonable deci- 
sion and lower prices : report to the 
Chairman, Committee on Governmen- 
tal Affairs, U.S. Senate /, 93-28426 


Futures markets [microform] : prelimi- 
nary information related to a futures 
transaction fee : report to congressional 
requestors /, 93-28379 


Futures markets [microform] : use of au- 
tomation to detect trade abuses : report 
to the Chairman and Ranking Minority 
Member, Committee on Agriculture, 
Nutrition, and Forestry, U.S. Senate /, 
93-11483 


The G.A.O journal : a quarterly spon- 
sored by the U.S. General Accounting 
Office., 93-632 


GAO’s review of USDA’s National WIC 
Evaluation report and follow-up issues 
[microform] : statement of Keith O. 
Fultz, Director of Planning and Re- 
porting, Resources, Community, and 
Economic Development Division, 
before the House Select Committee on 
Hunger; the Senate Committee on Ag- 
riculture, Nutrition, and Forestry; and 
the Subcommittee on Nutrition, and In- 
vestigations, Senate Committee on Ag- 
riculture, Nutrition, and Forestry /, 
93-16381 


GAO’s views on DOE’s environmental 
restoration and waste management five- 
year plan [microform] : statement of J. 
Dexter Peach, Assistant Comptroller 
General, Resources, Community, and 
Economic Development Division, 
before the Committee on Governmen- 
tal Affairs, United States Senate /, 93- 
16380 


Gasohol [microform] : federal agencies’ 
use of gasohol : statement of Victor S. 
Rezendes, Director, Energy Issues, Re- 
sources, Community, and Economic 
Development Division, before the 
Honorable Nicholas Mavroules, Chair- 
man, Subcommittee on Investigations, 
House Committee on Armed Services 
/, 93-23758 


General Services Administration [micro- 
form] : a status report on energy con- 
servation efforts : report to the Chair- 
man, Subcommittee on Public Build- 
ings and Grounds, Committee on 
Public Works and _ Transportation, 
House of Representatives /, 93-7254 


General Services Administration [micro- 
form] : efforts to communicate about 
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asbestos abatement not always effective 
: report to the Chairman, Subcommit- 
tee on Treasury, Postal Service and 
General Government, Committee on 
Appropriations, U.S. Senate /, 93- 
13912 


General Services issues /, 93-14009 


Geographic information system [micro- 
form] : Forest Service has resolved 
GAO concerns about its proposed na- 
tionwide system : statement of JayEtta 
Z. Hecker, Director, Resources, Com- 
munity, and Economic Development 
Information Systems, Information Man- 
agement and Technology Division, 
before the Subcommittee on Interior 
and Related Agencies, Committee on 
Appropriations, House of Representa- 
tives /, 93-13818 


Geographic information systems : infor- 
mation on federal use and coordination 
: fact sheet for the Chairman, Commit- 
tee on Government Operations, House 
of Representatives /, 93-13946 


Global financial markets [microform] : 
international coordination can help ad- 
dress automation risks : report to Con- 
gressional oversight committees /, 93- 
11488 


Government civil aircraft [microform] : 
longstanding management problems : 
statement of L. Nye Stevens, Director, 
Government Business Operations 
Issues, General Government Division, 
before the Subcommittee on General 
Services, Federalism, and the District 
of Columbia, Committee on Govern- 
mental Affairs, United States Senate /, 
93-23722 


Government consultants : agencies’ con- 
sulting services contract obligations for 
fiscal year 1987 : fact sheet for the 
Honorable David Pryor, Chairman, 
Subcommittee on Federal Services, 
Post Office, and Civil Service, Com- 
mittee on Governmental Affairs, U.S. 
Senate /, 93-11439 

Government contracting [microform] : a 
proposal for a program to study the 
profitability of government contractors 
: report to the Congress /, 93-4839 


Government contracting : financial meas- 
ures for evaluating contractor profit- 
ability : report to the co-chairman, 
Military Reform Caucus, House of 
Representatives /, 93-2104 


Government management issues /, 93- 
13996 


Government-sponsored enterprises [mi- 
croform] : system of internal controls 
at Freddie Mac, Fannie Mae, and Sallie 
Mae : report to congressional commit- 
tees /, 93-9331 


Government-sponsored enterprises [mi- 
croform] : using private risk ratings for 





exemptions from federal regulations : 
report to Congressional Committees /, 
93-7251 


Government vehicles [microform] : offi- 
cials now rarely receive unauthorized 
home-to-work transportation : report to 
the chairman, Subcommittee on Feder- 
al Services, Post Office and Civil Serv- 
ice, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-7241 


The government’s use of “M” and 
merged surplus accounts /, 93-4759, 
93-21151 


Grain inspection [microform] : industry 
views on the decline in official inspec- 
tions and inspection costs : statement of 
John W. Harman, Director, Food and 
Agriculture Issues, Resources, Commu- 
nity, and Economic Development Di- 
vision, before the Subcommittee on 
Agriculture, Research, Conservation, 
Forestry, and General Legislation, 
Committee on Agriculture, U.S. Senate 
/, 93-28339 


Grant administration [microform] : imple- 
mentation of National Endowment for 
the Arts Reauthorization Act : fact 
sheet for congressional committees /, 
93-9321 


Grant management [microform] : im- 
provements needed in federal oversight 
of NSF grants : statement of Judy A. 
England-Joseph, Associate Director, 
Energy Issues, Resources, Community, 
and Economic Development Division, 
before the Committee on Governmen- 
tal Affairs, U.S. Senate /, 93-13857 


Great Lakes Fishery Commission [micro- 
form] : actions needed to support an 
expanded program : report to congres- 
sional requesters /, 93-13967 

Groundwater protection [microform] : 
measurement of relative vulnerability 
to pesticide contamination : report to 
the chairman, Subcomittee on Super- 
fund, Ocean and Water Protection, 
Committee on Environment and Public 
Works, U.S. Senate /, 93-7319 


Groundwater protection [microform] : 
validity and feasibility of EPA’s differ- 
ential protection strategy : report to 
the Chairman, Subcommittee on Super- 
fund, Ocean, and Water Protection, 
Committee on Environment and Public 
Works, U.S. Senate /, 93-28478 


GSA [microform] : a central management 
agency needing comprehensive con- 
gressional oversight : statement of L. 
Nye Stevens, Director, Government 
Business Operations Issues, General 
Government Division, before the Com- 
mittee on Government Operations, 
House of Representatives /, 93-13776 


GSA procurement [microform] : public 
utilities’ plans for small and small dis- 
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advantaged subcontractors : report to 
the Chairman, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-28354 


GSA transportation audits [microform] : 


contract costs can be reduced : report 
to the Honorable Jon Kyl, House of 
Representatives /, 93-21233 


Guaranteed loan programs are an increas- 


ing risk /, 93-4761, 93-21153 


Guaranteed student loans [microform] : 


eliminating interest rate floors could 
generate substantial savings : report to 
the Honorable George D. Mitchell, 
U.S. Senate /, 93-18577 


Guaranteed student loans [microform] : 


legislative and regulatory changes 
needed to reduce default costs : report 
to congressional requesters /, 93-4804 


Guaranty agency solvency [microform] : 


can the government recover HEAF’s 
first-year liquidation cost of $212 mil- 
lion? : briefing report to the Chairman, 
Committee on Labor and Human Re- 
sources, U.S. Senate /, 93-18591 


H.R. 4716, “Federal Pay Reform Act of 


1990” [microform] : statement of Rich- 
ard L. Fogel, Assistant Comptroller 
General for General Government Pro- 
grams, for the Subcommittee on Com- 
pensation and Employee Benefits, 
Committee on Post Office and Civil 
Service, House of Representatives /, 
93-16353 


Hazardous materials [microform] : chemi- 


cal spill in the Sacramento River : 
statement of John H. Anderson, Jr., 
Associate Director, Transportation 
Issues, Resources, Community, and 
Economic Development Division, 
before the Subcommittee on Govern- 
ment Activities and Transportation, 
Committee on Government Operations, 
House of Representatives /, 93-16386 


Hazardous materials [microform] : 1990 


Transportation Uniform Safety Act : 
status of DOT implementing actions : 
briefing report to the Chair, Subcom- 
mittee on Government Activities and 
Transportation, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-9416 


Hazardous waste [microform] : a North 


Carolina incinerator’s noncompliance 
with EPA and OSHA requirements : 
report to congressional requesters /, 
93-21267 


Hazardous waste [microform] : DOD es- 


timates for cleaning up contaminated 
sites improved but still constrained : 
report to congressional requesters /, 
93-13955 

Hazardous waste [microform] : impedi- 
ments have delayed the closing and 
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cleanup of land disposal facilities : 
statement of Richard L. Hembra, Di- 
rector, Environmental Protection 
Issues, Resources, Community, and 
Economic Development Division, 
before the Environment, Energy, and 
Natural Resources Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-23751 


Hazardous waste [microform] : improve- 
ments needed in DOD’s contracting 
system for disposal of waite : report to 
the Chairman, Subcommittee on Envi- 
ronment, Energy and Natural Re- 
sources, Committee on Government 
Operations, House of Representatives / 
» 93-4848 


Hazardous waste [microform] : incinera- 
tor operating regulations and related 
air emission standards : report to the 
Honorable T. Cass Ballenger, House of 
Representatives /, 93-7346 


Hazardous waste [microform] : manage- 
ment problems continue at overseas 
military bases : report to the Chairman, 
Subcommittee on Environment, 
Energy and Natural Resources, Com- 
mittee on Government Operations, 
House of Representatives /, 93-9383 


HCFA needs better assurance that hospi- 
tals meet Medicare conditions of par- 
ticipation statement of David P. 
Baine, Director, Federal Health Care 
Delivery Issues, Human Resources Di- 
vision, before the Subcommittee on 
Health, Committee on Ways and 
Means, House of Representatives., 93- 
2050 


Health and Human Services [microform] 
: documentation of funding decisions 
for child abuse and neglect grants inad- 
equate : report to the Chairman, Sub- 
committee on Human Resources and 
Intergovernmental Relations, Commit- 
tee on Governmental Operations, 
House of Representatives /, 93-4802 


Health and Human Services [microform] 
: Hispanic representation and equal em- 
ployment practices in Region VIII : 
report to the Honorable Timothy E. 
Wirth, U.S. Senate /, 93-11458 


Health and Human Services issues /, 93- 
11531 


Health care [microform] : demonstration 
project concerning future structure of 
veterans’ health program : statement of 
David P. Baine, Director, Federal 
Health Care Delivery Issues, Human 
Resources Division, before the Sub- 
committee on Health, Committee on 
Ways and Means, House of Represent- 
atives /, 93-18523 


Health care [microform] : most communi- 
ty and migrant health center physicians 
have hospital privileges : report to con- 
gressional requesters /, 93-18573 





Health care [microform] : patient trans- 
fers from emergency rooms to D.C. 
General Hospital : report to the Chair- 
man, Committee on the District of Co- 
lumbia, House of Representatives /, 
93-7255 


Health care [microform] : problems and 
potential lessons for reform : statement 
of Charles A. Bowsher, Comptroller 
General of the United States, before 
the Committee on Government Oper- 
ations, House of Representatives /, 
93-13806 


Health care [microform] : readiness of 
U.S. contingency hospital systems to 
treat war casualties : statement of 
David P. Baine, director of Federal 
Health Care Delivery Issues, Human 
Resources Division, before the Sub- 
committee on Oversight and Investiga- 
tions, Committee on Veterans’ Affairs, 
House of Representatives., 93-11380 


Health care [microform] : Rochester’s 
community approach yields better 
access, lower costs : report to the 
Committee on Government Operations, 
House of Representatives /, 93-28402 


Health care [microform] : the quality of 
care provided by some VA psychiatric 
hospitals is inadequate : statement of 
David P. Baine, Director of Federal 
Health Care Delivery Issues, Human 
Resources Division, before the Com- 
mittee on Veterans’ Affairs, United 
States Senate /, 93-21163 


Health care reform /, 93-14001 
Health care spending [microform] : non- 


policy factors account for most state 
differences : report to the Honorable 
Richard H. Bryan, U.S. Senate /, 93- 
13931 


Health care spending control [microform] 
: the experience of France, Germany, 
and Japan : report to congressional re- 
questers /, 93-9347, 93-13803 


Health information systems [microform] : 
National Practitioner Data Bank con- 
tinues to experience problems : report 
to the Secretary of Health and Human 
Services /, 93-28420 


Health insurance [microform] : Medicare 
and private payers are vulnerable to 
fraud and abuse : statement of Law- 
rence H. Thompson, Assistant Comp- 
troller General, Human Resources Di- 
vision [before the] Subcommittee on 
Health, Committee on Ways and 
Means, House of Representatives /, 
93-18524 


Health insurance [microform] : more re- 
sources needed to combat fraud and 
abuse : statement of Janet L. Shikles, 
Director, Health Financing and Policy 
Issues, Human Resources Division, 
before the Committee on the Judiciary, 
United States Senate /, 93-21171 
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Health insurance [microform] : vulnerable 
payers lose billions to fraud and abuse : 
statement of Janet L. Shikles, Director, 
Health Financing and Policy Issues, 
Human Resources Division, before the 
Subcommittee on Human Resources 
and Intergovernmental Relations, Com- 
mittee on Government Operations, 
House of Representatives /, 93-13811, 
93-18567 


Health reports [microform] / , 93-9362, 
93-18581, 93-21214 


HHS ADP procurement [microform] : 
contracting and market share informa- 
tion : fact sheet for congressional re- 
questers /, 93-11486 


High performance computing [micro- 
form] : Advanced Research Projects 
Agency should do more to foster pro- 
gram goals : report to the Chairman, 
Committee on Armed Services, House 
of Representatives /, 93-28428 

High-performance computing  [miczo- 
form] : high-speed computer networks 
in the United States, Europe, and Japan 
: report to Congressional requesters /, 
93-7271 


High-performance computing  [micro- 
form] : industry uses of supercomputers 
and high-speed networks : report to 
congressional requesters /, 93-7270 


Highway safety [microform] : have auto- 
mobile weight reductions increased 
highway fatalities? : report to congres- 
sional requesters /, 93-4866 

Highway Trust Fund [microform] : reve- 
nue sources, uses, and spending con- 
trols : fact sheet for the Honorable Jim 
Nussle, House of Representatives /, 
93-11519 


Hired farmworkers [microform] : health 
and well-being at risk : report to con- 
gressional requesters /, 93-13936 


Hispanic access to health care [micro- 
form] : significant gaps exist : report to 
congressional requesters /, 93-16447 

Hispanic access to health care [micro- 
form] : significant gaps exist : statement 
of Eleanor Chelimsky, Assistant Comp- 
troller General, Program Evaluation 
and Methodology Division, before the 
House Select Committee on Aging and 
the Congressional Hispanic Caucus /, 
93-13841 


Home health care [microform] : HCFA 
evaluation of Community Health Ac- 
creditation Program inadequate : report 
to the Chairman, Subcommittee on 
Health, Committee on Ways and 
Means, House of Representatives /, 
93-18571 


Home health care [microform] : HCFA 
properly evaluated JCAHO’s ability to 
survey home health agencies : report to 
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the Chairman, Subcommittee on 
Health, Committee on Ways and 
Means, House of Representatives /, 
93-28397 


Homelessness [microform] : federal per- 
sonal property donations provide limit- 
ed benefit to the homeless : report to 
the Chairman, Committee on Govern- 
mental Affairs, U.S. Senate /, 93-4874 


Homelessness [microform] : transitional 
housing shows initial success but long- 
term effects unknown : report to the 
chairman, Committee on Governmental 
Affairs, U.S. Senate /, 93-4883 


Homosexuals in the military [microform] 
: policies and practices of foreign coun- 
tries : report to the Honorable John W. 
Warner, U.S. Senate /, 93-28472 


Hospital costs [microform] : adoption of 
technologies drives cost growth 
report to congressional requesters /, 
93-28389 

Hospital sterilants [microform] : insuffi- 
cient FDA regulation may pose a 
public health risk : report to the Rank- 
ing Minority Member, Committee on 
Government Operations, House of 
Representatives /, 93-28411 


Housing and community development 
issues /, 93-11522, 93-11533 


How to enhance congressional oversight 
[microform] : statement of Richard L. 
Fogel, Assistance Comptroller General, 
General Government Division, before 
the Senate Committee on Banking, 
Subcommittee on HUD/Mod Rehab 
Investigations /, 93-16350 


HUD reforms [microform] : progress 
made since the HUD scandals but 
much work remains : report to the 
Chairman, Employment and Housing 
Subcommittee, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-7350 


Human rights [microform] : State Depart- 
ment’s commitment to accurate report- 
ing has increased : report to the Chair- 
man, Legislation and National Security 
Subcommittee, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-11496 


Hydroelectric dams [microform] : costs 
and alternatives for restoring fisheries 
in the Elwha River : report to the 
Chairman, Subcommittee on Oversight 
and Investigations, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-4873 


Hydroelectric dams [microform] : pro- 
posed legislation to restore Elwha 
River ecosystem and fisheries : state- 
ment of Keith O. Fultz, Director of 
Planning and Reporting, Resources, 
Community, and Economic Develop- 
ment Division, before the Subcommit- 





tee on Energy and Power, Committee 
on Energy and Commerce ; the Sub- 
committee on Water, Power and Off- 
shore Energy Resources, Committee 
on Interior and Insular Affairs ; and 
the Subcommittee on Fisheries and 
Wildlife Conservation and the Environ- 
ment, Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives /, 93-23765 


Illegal aliens [microform] : extent of 
problems experienced by returned Sal- 
vadorans not determinable : briefing 
report to the Honorable Hamilton Fish, 
Jr., House of Representatives /, 93- 
2097 


Immediate measures that can be taken to 
strengthen the bank insurance fund : 
statement of Donald H. Chapin, Assist- 
ant Comptroller General, Accounting 
and Financial Management Division, 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate., 93-2046, 93-21156 


Immigration [microform] : how INS’ Los 
Angeles District Office responds to en- 
quiries : fact sheet for the Honorable 
Edward R. Roybal, House of Repre- 
sentatives /, 93-11436 


Immigration and the labor market [micro- 
form] : nonimmigrant alien workers in 
the United States : report to the Chair- 
man, Subcommittee on Immigration 
and Refugee Affairs, Committee on the 
Judiciary, U.S. Senate /, 93-7320 

Immigration control [microform] : immi- 
gration policies affect INS detention ef- 
forts : report to the Chairman, Sub- 
committee on International Law, Immi- 
gration, and Refugees, Committee on 
Judiciary, House of Representatives /, 
93-28344 


Immigration control [microform] : the 
central address file needs to be more 
accurate : report to congressional com- 
mittees /, 93-16393 


Impact of FHA loan policy changes on 
its cash position [microform] : state- 
ment of John M. Ols, Jr., Director, 
Housing and Community Development 
Issues, before the Subcommittee on 
Housing and Urban Affairs, Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate /, 93-16382 


Impact of the governmentwide computer 
security planning and review process 
[microform] : statement of Jack L. 
Brock, Jr., Director, Government In- 
formation and Financial Management 
Issues, Information Management and 
Technology Division, before the Sub- 
committee on Transportation, Aviation 
and Materials, Committee on Science, 
Space, and Technology, House of Rep- 
resentatives /, 93-16366 
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Implementation of the Federal Onshore 
Oil and Gas Leasing Reform Act of 
1987 [microform] : statement of James 
Duffus III, Director, Natural Re- 
sources Management Issues, Resources, 
Community, and Economic Develop- 
ment Division, before the Subcommit- 
tee on Mining and Natural Resources, 
Committee on Interior and Insular Af- 
fairs, House of Representatives /, 93- 
16374 


Importance and prevalence of embedded 
computer systems and oversight of this 
technology by the Office of the Secre- 
tary of Defense [microform] : statement 
of Ralph V. Carlone, Assistant Comp- 
troller General, Information Manage- 
ment and Technology Division, before 
the Subcommittee on Legislation and 
National Security, Committee on Gov- 
ernment Operations, House of Repre- 
sentatives /, 93-16364 


Improving the financial condition of the 
Pension Benefit Guaranty Corporation 
[microform] : statement of Joseph F. 
Delfico, Director, Income Security 
Issues, Human Resources Division, 
before the Subcommittee on Private 
Retirement Plans and Oversight of the 
Internal Revenue Service, Committee 
on Finance, United States Senate /, 
93-18525 


Index digest of the published decisions of 
the Comptroller General of the United 
States /, 93-13863 


Indian Health Service [microform] : basic 
services mostly available, substance 
abuse problems need attention : report 
to congressional requesters /, 93- 
28405 


Indian issues [microform] : GAO’s analy- 
sis of land ownership at 12 reservations 
: Statement of James Duffus III, Direc- 
tor, Natural Resources Management 
Issues, Resources, Community, and 
Economic Development Division, 
before the Select Committee on Indian 
Affairs, United States Senate /, 93- 
23760 


Indian programs [microform] : BIA and 
Indian tribes are taking action to ad- 
dress dam safety concerns : report to 
congressional requesters /, 93-7351 


Indian programs [microform] : profile of 
land ownership at 12 reservations : 
briefing report to the Chairman, Select 
Committee on Indian Affairs, U.S. 
Senate /, 93-7352 


Indoor air pollution [microform] : federal 
efforts are not effectively addressing a 
growing problem : report to the Chair- 
man, Subcommittee on Superfund, 
Ocean and Water Protection, Commit- 
tee on Environment and Public Works, 
US. Senate /, 93-9411 
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Industrial development bonds [micro- 
form] : achievement of public benefits 
is unclear : report to the Chairman, 
Human Resources and Intergovern- 
mental Relations Subcommittee, Com- 
mittee on Government Operations, 
House of Representatives /, 93-28514 


Infantry antitank weapons tests [micro- 
form] : assessment of the Army’s test 
and evaluation of the Dragon II and 
BILL : report to the Chairman, House 
and Senate Committees on Armed 
Services /, 93-18609 


Information disclosure [microform] 
Government in the Sunshine Act com- 
pliance at selected agencies : report to 
the chairman, Subcommittee on Feder- 
al Spending, Budget, and Accounting, 
Committee on Governmental Affairs, 
U.S. Senate /, 93-4785 


Information management [microform] : 
Immigration and Naturalization Service 
lacks ready access to essential data : 
report to the Attorney General /, 93- 
11480 


Information management and technology 
issues /, 93-13998 


Information resources [microform] 
Army corporate data base disregards 
congressional and DOD direction : 
report to the Chairman, Subcommittee 
on Defense, Committee on Appropria- 
tions, House of Representatives /, 93- 
11473 


Information resources [microform] : man- 
agement improvements essential for 
key Agriculture automated systems : 
report to the Chairman, Subcommittee 
on Government Information, Justice, 
and Agriculture, Committee on Gov- 
ernment Operations, House of Repre- 
sentatives /, 93-11485 


Information resources management [mi- 
croform] : initial steps taken but more 
improvements needed in AID’s IRM 
program : report to the Administrator, 
Agency for International Development 
/, 93-16411 


Information returns : correcting taxpayer 
identification is possible without dis- 
closing tax data : report to the Chair- 
man, Committee on Finance, U.S. 
Senate, and the chairman, Committee 
on Ways and Means, House of Repre- 
sentatives /, 93-2082 


Information security [microform] : dispo- 
sition and use of classified documents 
by presidential appointees : report to 
the Chairman, Subcommittee on Feder- 
al Services, Post Office and Civil Serv- 
ice, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-11493 


Information system [microform] : national 
health practitioner data bank has not 
been well managed : report to congres- 
sional requesters /, 93-11476 
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Information systems [microform] : agen- 
cies overlook security controls during 
development : report to the Chairman, 
Committee on Science, Space, and 
Technology, House of Representatives 
/, 93-13942, 93-13943 

INS pre-inspection [microform] : trial 
program at Shannon International Air- 
port : report to the Congress of the 
United States /, 93-9314 


Inspectors general [microform] : appoint- 
ments and related issues : fact sheet for 
the Chairman, Subcommittee on Envi- 
ronment, Energy, and Natural Re- 
sources /, 93-28340 


Inspectors general [microform] : compli- 
ance with professional standards by the 
Transportation Inspector General 
report to the Chairman, Legislation 
and National Security Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-4765 


Inspectors General [microform] : issues 


involving the Farm Credit Administra- 
tion’s Chairman and IG : report to con- 
gressional committees /, 93-13891 


Insurance regulation [microform] : state 
handling of financially troubled proper- 
ty/casualty insurers : report to the 
Chairwoman, Subcommittee on Com- 
merce, Consumer Protection and Com- 
petitiveness, Committee on Energy and 
Commerce, House of Representatives / 
, 93-9320 


Insurer failures [microform] : life/health 


insurer insolvencies and limitations of 
state guaranty funds : statement of 
Richard L. Fogel, Assistant Comptrol- 
ler General, General Government Pro- 
grams, before the Subcommittee on 
Antitrust, Monopolies, and Business 
Rights, Committee on the Judiciary, 
United States Senate /, 93-23719 


Insurer failures [microform] : property/ 
casualty insurer insolvencies and state 
guaranty funds : report to congression- 
al requesters /, 93-9315 


Integrating human services [microform] : 
linking at-risk families with services 
more successful than system reform ef- 
forts : report to the Chairman, Sub- 
committee on Children, Family, Drugs, 
and Alcoholism, Committee on Labor 
and Human Resources, U.S. Senate /, 
93-28388 


Intensive probation supervision [micro- 
form] : cost-savings relative to incar- 
ceration : report to the Chairman, Sub- 
committee on Crime and Criminal Jus- 
tice, Committee on the Judiciary, 
House of Representatives /, 93-28482 


Interagency agreements [microform] 
Customs-Coast Guard agreement for 
U.S.-Bahamas Drug Task Force was 
proper : report to congressional re- 
questers /, 93-7235 
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Intercollegiate athletics [microform] 
revenues and expenses, gender and mi- 
nority profiles, and compensation in 
athletic departments : statement of 
Clarence C. Crawford, Associate Di- 
rector, Education and Employment 
Issues, Human Resources Division, 
[before the] Subcommittee on Com- 
merce, Consumer Protection, and 
Competitiveness, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-13807 


Intercountry adoption [microform] : pro- 
cedures are reasonable, but sometimes 
inefficiently administered : report to 
the Honorable Arlen Specter, U.S. 
Senate /, 93-28442 


Internal controls [microform] : Agricul- 
ture Finance Center actions to improve 
controls in selected areas : fact sheet 
for Congressional requesters /, 93- 
4766 


Internal controls [microform] : Air Force 
contract payment controls should be 
strengthened : report to the Command- 
er, Air Force Systems Command /, 
93-4818 


Internal controls [microform] : improve- 
ments needed in a USDA receivable 
system : report to the Secretary of Ag- 
riculture /, 93-4762 


Internal controls [microform] : State’s 
controls over personal property man- 
agement are inadequate : report to the 
Secretary of State /, 93-7279 


Internal controls [microform] : theft at 
three defense facilities in Utah : report 
to the Honorable Charles E. Grassley, 
U.S. Senate /, 93-9382 


Internal Revenue Service [microform] : 
employee views on integrity and will- 
ingness to report misconduct : fact 
sheet for the Chairman, Subcommittee 
on Commerce, Consumer and Mone- 
tary Affairs, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-4792 


Internal Revenue Service [microform] : 
status of IRS’ efforts to deal with in- 
tegrity and ethics issues : report to the 
Chairman, Commerce, Consumer, and 
Monetary Affairs Subcommittee, Com- 
mittee on Government Operations, 
House of Representatives /, 93-13908 


Internal Revenue Service issues /, 93- 
11534 


International aviation [microform] : meas- 
ures by European Community could 
limit U.S. airlines’ ability to compete 
abroad : report to congressional re- 
questers /, 93-28499 

International Energy Agency [micro- 
form] : assessment of U.S. participation 
in the Fifth Allocation System Test : 
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briefing report to Congressional re- 
questers /, 93-4837 


International environment [microform] : 
international agreements are not well 
monitored : report to congressional re- 
questers /, 93-4888 


International environment [microform] : 
Kuwaiti oil fires - chronic health risks 
unknown but assessments are under 
way : briefing report to the Chairman, 
Legislation and National Security Sub- 
committee, Committee on Government 
Operations, House of Representatives / 
» 93-28483 


International environment [microform] : 
options for strengthening environmen- 
tal agreements : statement for the 
record by Richard L. Hembra, Direc- 
tor, Environmental Protection Issues, 
Resources, Community, and Economic 
Development Division, before the Sub- 
committee on Arms Control, Interna- 
tional Security, and Science, Subcom- 
mittee on Human Rights and Interna- 
tional Organizations, Committee on 
Foreign Affairs, Subcommittee on 
Oceanography, Great Lakes, and Outer 
Continental Shelf, Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives /, 93-23768 


International environment [microform] : 
strengthening the implementation of 
environmental agreements : report to 
congressional requesters /, 93-13992 


International food safety [microform] : 
comparison of U.S. and Codex pesti- 
cide standards : report to congressional 
requesters /, 93-13980 


International procurement [microform] : 
NATO allies’ implementation of recip- 
rocal defense agreements : statement of 
Joseph E. Kelley, Director, Security 
and International Relations Issues, Na- 
tional Security and International Af- 
fairs Division, before the Subcommittee 
on Investigations, Committee . on 
Armed Services, House of Representa- 
tives /, 93-13831, 93-13969 


International taxation [microform] : taxes 
of foreign- and U.S.-controlled corpo- 
rations : fact sheet for the Honorable 
Byron L. Dorgan, U.S. Senate /, 93- 
28383 


International trade [microform] : Com- 
modity Credit Corporation’s refunds of 
export guarantee fees : report to Con- 
gressional requesters /, 93-4843 


International trade : export of wood 
products under federally assisted 
export programs : report to the Chair- 
man, Subcommittee on Regulation, 
Business Opportunity, and Energy, 
Committee on Small Business, House 
of Representatives /, 93-2119 


International trade [microform] : factors 
affecting the price of Bristol Bay sock- 





eye salmon : report to congressional 
requesters /, 93-11505 


International trade [microform] : imple- 
mentation of 1985 Food Security Act 
barter provisions : briefing report to 
the Honorable Byron L. Dorgan, 
House of Representatives /, 93-4842 


International trade [microform] : priority 
trade damage estimates could have 
been developed : report to the Chair- 
woman, Subcommittee on Commerce, 
Consumer Protection, and Competitve- 
ness, Committee on Energy and Com- 
merce, House of Representatives /, 
93-11500 


International trade [microform] : Roma- 
nian trade data : report to the Chair- 
man, Committee on Finance, U.S. 
Senate /, 93-16398 


International trade [microform] : Soviet 
agricultural reform and the U.S. gov- 
ernment response : report to the Chair- 
man, Committee on Agriculture, Nutri- 
tion and Forestry, U.S. Senate /, 93- 
13952 


International trade [microform] : sympo- 
sium on the causes of the U.S. trade 
deficit : report to congressional re- 
questers /, 93-2093 


International trade [microform] : U.S. 
business access to certain foreign state- 
of-the-art technology : report to the 
Honorable Lloyd Bentsen, U.S. Senate 
/, 93-11504 


International trade issues /, 93-14004 


INTERPOL [microform] : information 


on the red notice system : report to the 
Chairman, Information, Justice, Trans- 
portation, and Agriculture Subcommit- 
tee, Committee on Government Oper- 
ations, House of Representatives /, 
93-28427 


Interstate child support : mothers report 


receiving less support from out-of-state 
fathers : fact sheet for congressional 
requesters /, 93-18564 


Interstate child support [microform] : 


wage withholding not fulfulling [i-e. 
fulfilling] expectations : briefing report 
to congressional requesters /, 93-9361 


Interstate child support enforcement [mi- 
croform] : computer network contract 
not ready to be awarded : report to the 
Chairman, Committee on Governmen- 
tal Affairs, U.S. Senate /, 93-7274 


Inventory management [microform] 
strengthened controls needed to detect 
and deter small arms parts thefts : 
report to the Honorable Charles E. 
Grassley, U.S. Senate /, 93-7280 


Investigators’ guide to sources of infor- 
mation [microform] : Office of Special 
Investigations /, 93-13977 


Investment /, 93-13995 
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IRCA Anti-Discrimination Amendments 
of 1990 [microform] : statement of 
Richard L. Fogel, Assistant Comptrol- 
ler General, General Government Pro- 
grams, before the Subcommittee on Im- 
migration, Refugees, and International 
Law, Committee on the Judiciary, 
House of Representatives /, 93-13767 


IRCA-related discrimination [microform] 
: actions have been taken to address 
IRCA-related discrimination, but more 
is needed : statement of Lowell Dodge, 
Director, Administration of Justice 
Issues, General Government Division, 
before the Subcommittee on Immigra- 
tion and Refugee Affairs, Committee 
on the Judiciary, U.S. Senate /, 93- 
13781 


IRS’ accounts receivable inventory [mi- 
croform] : statement of Paul L. Posner, 
Associate Director, Tax Policy and 
Administration Issues, General Gov- 
ernment Division, before the Subcom- 
mittee on Oversight, Committee on 
Ways and Means, House of Represent- 
atives /, 93-13768, 93-13769 


IRS/Treasury [microform] : tax with- 
holding systems used by U.S. tax treaty 
partners : fact sheet for the Chairman, 
Subcommittee on Commerce, Con- 
sumer and Monetary Affairs, Commit- 
tee on Government Operations, House 
of Representatives /, 93-4783 


Israel [microform] : U.S. loan guaranties 
for immigrant absorption : report to the 
Chairman, Committee on Appropria- 
tions, U.S. Senate /, 93-16438 

Issues related to FAA’s fiscal year 1991 
budget request : statement of Kenneth 
M. Mead, Director, Transportation 
Issues, Resources, Community, and 
Economic Development Division, 
before the Subcommittee on Transpor- 
tation, Committee on Appropriations, 
House of Representatives., 93-2060 


Issues surrounding the role and mission 
of the Farmers Home Administation’s 
farm loan programs [microform] : state- 
ment of John W. Harman, Director, 
Food and Agriculture Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Agricultural Credit, 
Senate Committee on Agriculture, Nu- 
trition, and Forestry., 93-2052 


Issues surrounding the role and mission 
of the Farmers Home Administration’s 
farm loan programs [microform] : state- 
ment of John W. Harman, Director, 
Food and Agriculture Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Conservation, Credit, 
and Rural Development, House Com- 
mittee on Agriculture /, 93-13847 
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Issues to be considered during delibera- 
tions to reauthorize the Federal-Aid 
Highway Program [microform] : state- 
ment of John W. Hill, Jr., Associate 
Director, Transportation Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Water Resources, Trans- 
portation, and Infrastructure, Commit- 
tee on Environment and Public Works, 
United States Senate., 93-2053 


Japanese-affiliated automakers [micro- 
form] : management practices related 
to purchasing parts : statement of Allan 
I. Mendelowitz, director, International 
Trade, Energy, and Finance Issues, Na- 
tional Security and International Af- 
fairs Division, before the Committee on 
Small Business, House of Representa- 
tives /, 93-11388 


Job Training Partnership Act [micro- 
form] : racial and gender disparities in 
services : report to the Chairman, Leg- 
islation and National Security Subcom- 
mittee, Committee on Government Op- 
erations, House of Representatives /, 
93-13924, 93-16363 


Job Training Partnership Act [micro- 
form] : summer youth programs in- 
crease emphasis on education : briefing 
report to the Chairman, Subcommittee 
on Employment and Productivity, 
Committee on Labor and Human Re- 
sources, United States Senate /, 93- 
2084 


John F. Kennedy Center for the Per- 
forming Arts [microform] : statement 
of J. William Gadsby, Director, Feder- 
al Management Issues, General Gov- 
ernment Division, before the Subcom- 
mittee on Public Buildings and 
Grounds, Committee on Public Works 
and Transportation, House of Repre- 
sentatives /, 93-23723 


Johnson Space Center procurement [mi- 
croform] : controls over payments to 
contractors should be strenghtened : 
report to the Administrator, National 
Aeronautics and Space Administration 
/, 93-21221 


Justice ADP procurement [microform] : 
contracting and market share informa- 
tion : fact sheet for congressional re- 
questers /, 93-11470 


Justice automation [microform] : tighter 
computer security needed : report to 
the Chairman, Subcommittee on Gov- 
ernment Information, Justice, and Agri- 
culture, Committee on Government 
Operations, House of Representatives / 
» 93-11477 

Justice Department [microform] : prob- 
lems in collecting forfeited corporate 
surety bail bonds : briefing report to 
the Honorable Alan J. Dixon, U.S. 
Senate /, 93-9316 
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Justice issues /, 93-14008 


Kennedy Space Center [microform] : de- 
cision on photographic requirements 
appears justified : report to the Honor- 
able Jim Bacchus, House of Represent- 
atives /, 93-9402 


L.A. County Sheriffs gang tracking 
system /, 93-18544 


Labor issues /, 93-11520, 93-11530 


Labor-management relations [microform] 
: Tennessee Valley Authority situation 
needs to improve : report to congres- 
sional requesters /, 93-13902 


Land exchange [microform] : Phoenix 
and Collier reach agreement on Indian 
school property : report to congres- 
sional committees /, 93-13916 

Land exchange [microform] : Phoenix 
Indian School development plan ad- 
versely affects property value : report 
to congresional committees /, 93-7245 


Land management systems [microforms : 
extensive cost increases and delays in 
BLM’s major data base project : report 
to the Chairman, Subcommittee on 
Government Operations, House of 
Representatives] /, 93-4827 


Law enforcement : information on the 
Los Angeles County Sheriff's Depart- 
ment gang reporting, evaluation, and 
tracking system : statement of Harold 
A. Valentine, Associate Director, Ad- 
ministration of Justice Issues, General 
Government Division, before the Sub- 
committee on Civil and Constitutional 
Rights, Committee on the Judiciary, 
House of Representatives /, 93-23724 

Lawn care pesticides [microform] : EPA 
needs to assess state notification pro- 
grams : report to the Chairman, Sub- 
committee on Toxic Substances, Envi- 
ronmental Oversight, Research and 
Development, Committee on Environ- 
ment and Public Works, U.S. Senate /, 
93-13984 

Lawn care pesticides [microform] : rereg- 
istration falls further behind and expo- 
sure effects are uncertain : report to 
the Chairman, Subcommittee on Toxic 
Substances, Research, and Develop- 
ment, Committtee on Environment and 
Public Works, U.S. Senate /, 93- 
28504 


Lead-based paint poisoning [microform] : 
children not fully protected when fed- 
eral agencies sell homes to public : 
report to the Chairman, Subcommittee 
on Toxic Substances, Environmental 
Oversight, Research and Development, 
Committee on Environment and Public 
Works, U.S. Senate /, 93-28492 

Legal Services Corporation [microform] : 
reprogramming of funds and service 
delivery research projects : briefing 
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report to congressional requesters /, 
93-9340 

Legislative study missions : information 
on Defense Department-sponsored 
visits to Turkey : fact sheet for Con- 
gressional requesters /, 93-2121 


Lessons learned about evaluation of fed- 
eral asset sale proposals [microform] : 
statement for the record of Neal P. 
Curtin, Director, Planning and Report- 
ing Resources, Community, and Eco- 
nomic Development Division, before 
the Subcommittee on Water, Power 
and Offshore Energy Resources, 
House, Committee on Interior and In- 
sular Affairs /, 93-16375 


Leveraged buyouts [microform] : case 
studies of selected leveraged buyouts : 
report to congressional requesters /, 
93-7244 


Limited public demand for new dollar 
coin or elimination of penny [micro- 
form] : statement of L. Nye Stevens, 
Director, Government Business Oper- 
ations Issues, General Government Di- 
vision, before the Subcommittee on 
Consumer Affairs and Coinage, Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives /, 
93-13765 

Line item veto [microform] : estimating 
potential savings : report to congres- 
sional committees /, 93-13883 

Livestock marketing [microform] 
USDA’s oversight of competitiveness 
needs to be enhanced : statement of 
William E. Gahr, associate director, 
Food and Agriculture Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Livestock, Dairy, and 
Poultry, Committee on Agriculture, 
House of Representatives /, 93-11414 


Loan asset sales : an evaluation of 
FmHA’s 1987 sales : report to the 
Chairman, Subcommittee on Rural De- 
velopment and Rural Electrification, 
Committee on Agriculture, Nutrition, 
and Forestry, U.S. Senate /, 93-11434 


Loan guarantees [microform] : export 
credit guarantee programs’long-run 
costs are high : report to the Chairman, 
Subcommittee on Criminal Justice, 
Committee on the Judiciary, House of 
Representatives /, 93-4849 


Long-term care insurance [microform] : 
actions needed to reduce risks to con- 
sumers : statement of Janet L. Shikles, 
Director, Health Financing and Policy 
Issues, Human Resources Division, 
before the Medicare and Long-Term 
Care Subcommittee, Committee on Fi- 
nance, United States Senate /, 93- 
21168 





1993 


Long-term care insurance [microform] : 
better controls needed to protect con- 
sumers : statement of Janet L. Shikles, 
Director, Health Financing and Policy 
Issues, Human Resources Division, 
before the Health and Environment 
Subcommittee, Committee on Energy 
and Commerce, House of Representa- 
tives /, 93-21161 


Long-term care insurance [microform] : 
consumers lack protection in a devel- 
oping market : statement of Janet L. 
Shikles, Director, Health Financing 
and Policy Issues, Human Resources 
Division, before the Subcommittee on 
Commerce, Consumer Protection, and 
Competitiveness, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-13797 


Long-term care insurance [microform] : 
risks to consumers should be reduced : 
report to the Chairman, Subcommittee 
on Health, Committee on Ways and 
Means, House of Representatives /, 
93-18561 


Long-term care insurance [microform] : 
tax preferences reduce costs more for 
those in higher tax brackets : report to 
the Chairman, Committee on Energy 
and Commerce, House of Representa- 
tives /, 93-28381 


Long-term neglect of federal building 
needs [microform] : statement of L. 
Nye Stevens, Director, Government 
Business Operations Issues, General 
Government Division, before the Sub- 
committee on Water Resources, Trans- 
portation, and Infrastructure, Commit- 
tee on Environment and Public Works, 
United States Senate /, 93-13771 


Longbow Apache helicopter [microform 
: key factors used to measure progress 
in development need to be changed : 
report to the Chairman, Legislation 
and National Security Subcommittee, 
House Committee on Government Op- 
erations] /, 93-16423 


Low-Income Home Energy Assistance 
[microform] : HHS has not assured 
state compliance with administrative 
cost restrictions : report to the Secre- 
tary of Health and Human Services /, 
93-11460 


Low-income home energy assistance [mi- 
croform] : observations on HHS’s ad- 
ministration of the program : fact sheet 
for the Chairman, Subcommittee on 
Human Resources, Committee on Edu- 
cation and Labor, House of Represent- 
atives /, 93-9343 


Managed care [microform] : Oregon pro- 
gram appears successful but expansions 
should be implemented cautiously : 
statement of Janet L. Shikles, Director, 
Health Financing and Policy Issues, 
Human Resouces Division, before the 





Subcommittee on Health and the Envi- 
ronment, Committee on Energy and 
Commerce, House of Representatives / 
» 93-13794 


Management issues at the National Aero- 
nautics and Space Administration [mi- 
croform] : statement of Frank C. Cona- 
han, Assistant Comptroller General, 
National Security and International Af- 
fairs Division, before the Subcommittee 
on Investigations and Oversight, Com- 
mittee on Science, Space, and Technol- 
ogy, House of Representatives /, 93- 
13823 


Management of public rangelands by the 
Bureau of Land Management [micro- 
form] : statement of James Duffus III, 
Associate Director Resources, Commu- 
nity, and Economic Development Di- 
vision, before the Subcommittee on 
National Parks and Public Lands, 
Committee on Interior and Insular Af- 
fairs, House of Representatives /, 93- 
13846 


Maritime Administration [microform] : 
stronger management controls needed 
over vessels in Title XI custody : 
report to the Chairman, Subcommittee 
on Regulation, Business Opportunities, 
and Energy, Committee on Small Busi- 
ness, House of Representatives /, 93- 
16465 


Maritime industry [microform] : federal 
assessments levied on commercial ves- 
sels : fact sheet for congressional re- 
questers /, 93-28500 

Mass transit [microform] : needs projec- 
tions could better reflect future costs : 
report to congressional requesters /, 
93-28498 


Mass transit grants [microform] : im- 


proved management could reduce 
misuse of funds in UMTA’s Region IX 
: report to selected members of Con- 
gress /, 93-9410 


Mass transit grants [microform] : non- 
compliance and misspent funds by two 
grantees in UMTA’s New York Region 
: report to selected members of Con- 
gress /, 93-9414 


Mass transit grants [microform] : risk of 
misspent and ineffectively used funds in 
FTA’s Chicago region : report to se- 
lected members of Congress /, 93- 
9415 


Material management [microform] 
repair of defective government-fur- 
nished material : briefing report to the 
honorable William Proxmire, U.S. 
Senate /, 93-4830 


Maternal and child health [microform] : 
block grant funds should be distributed 
more equitably : report to the Chair- 
man, Committee on Finance, U.S. 
Senate /, 93-9345 


Do not order from index; see indicated entry 


Medicaid [microform] 


Medicaid [microform] 





U.S. General Accounting Office. 


: Changes in drug 
prices paid by HMOs and hospitals 
since enactment of rebate provisions : 
report to congressional committees /, 
93-28401 


Medicaid [microform] : data improve- 


ments needed to help manage health 
care program : report to the Honorable 
Daniel K. Inouye, U.S. Senate /, 93- 
28425 


Medicaid [microform] : factors to consid- 


er in expanding managed care pro- 
grams : statement of Janet L. Shikles, 
Director, Health Financing and Policy 
Issues, Human Resources Division, 
before the Subcommittee on Health for 
Families and the Uninsured, Committee 
on Finance, United States Senate /, 
93-13808 


Medicaid [microform] : HealthPASS : an 


evaluation of a managed care program 
for certain Philadelphia recipients : 
report to the Chairman, Subcommittee 
on Health and the Environment, Com- 
mittee on Energy and Commerce, 
House of Representatives /, 93-28409 
: Oregon’s man- 
aged care program and implications for 
expansions : report to the Chairman, 
Subcommittee on Health and the Envi- 
ronment, Committee on Energy and 
Commerce, House of Representatives / 
» 93-21207 


Medicaid [microform] : states turn to 


managed care to improve access and 
control costs : report to the Chairman, 
Subcommittee on Oversight and Inves- 
tigations, Committee on Energy and 
Commerce, House of Representatives / 
, 93-28403 


Medicaid, factors to consider in managed 


care programs [microform] : statement 
of Janet L. Shikles, Director, Health 
Financing and Policy Issues, Human 
Resources Division, before the Sub- 
committee on Health and the Environ- 
ment, Committee on Energy and Com- 
merce, House of Representatives /, 
93-21167 


Medicaid, legislation needed to improve 


collections from private insurers [mi- 
croform] : report to the Chairman, 
Subcommittee on Health and the Envi- 
ronment, Committee on Energy and 
Commerce, House of Representatives / 
, 93-11461 


Medicaid prescription drug diversion [mi- 


croform] : a major problem, but state 
approaches offer some promise : state- 
ment of Janet L. Shikles, Director, 
Health Financing and Policy Issues, 
Human Resources Division, before the 
Select Committee on Narcotics Abuse 
and Control, House of Representatives 
/, 93-21170 
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Medical ADP systems [microform] : 
changes in Composite Health Care Sys- 
tem’s deployment strategy are unwise : 
report to the Chairmen, Senate and 
House Committees on Armed Services 
/, 93-7267 


Medical ADP systems [microform] 
composite health care system : Defense 
faces a difficult task : report to the 
Chairmen, Senate and House Commit- 
tees on Armed Services /, 93-11471 


Medical ADP systems [microform] 
Composite Health Care System is not 
ready to be deployed : report to the 
Chairmen, Senate and House Commit- 
tees on Armed Services /, 93-21218 

Medical malpractice [microform] : alter- 
natives to litigation : report to congres- 
sional committees /, 93-18563 

Medical malpractice [microform] : few 
claims resolved through Michigan’s 
voluntary arbitration program : report 
to congressional requesters /, 93- 
11466 

Medical readiness [microform] : progress 
in stating manpower needs : report to 
the Chairman, Armed Services Com- 
mittee, House of Representatives /, 
93-2092 


Medical readiness training [microform] : 
limited participation by Army medical 
personnel : report to the Chairman, 
Subcommittee on Military Forces and 
Personnel, Committee on Armed Serv- 
ices, House of Representatives /, 93- 
28470 

Medical residents [microform] : options 
exist to make student loan payments 
manageable : report to congressional 
requesters /, 93-9352 


Medical technology [microform] : for 
some cardiac pacemaker leads, the 
public health risks are still high : report 
to the Chairman, Subcommittee on 
Health and the Environment, Commit- 
tee on Energy and Commerce, House 
of Representatives /, 93-28475 

Medical technology [microform] : imple- 
menting the Good Manufacturing Prac- 
tices Regulation : statement of Eleanor 
Chelimsky, Assistant Comptroller Gen- 
eral, Program Evaluation and Method- 
ology Division, before the Subcommit- 
tee on Oversight and Investigations, 
Committee on Energy and Commerce, 
House of Representatives /, 93-13844 


Medicare [microform] : effect of durable 
medical equipment fee schedules on six 
suppliers’ profits : report to congres- 
sional committees /, 93-9353 

Medicare [microform] : HCFA needs to 
take stronger actions against HMOs 
violating federal standards : report to 
congressional requesters /, 93-9348, 
93-13802 
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Medicare [microform] : improper han- 
dling of beneficiary complaints of pro- 
vider fraud and abuse : statement of 
Janet L. Shikles, Director, Health Fi- 
nancing and Policy Issues, Human Re- 
sources Division, before the Special 
Committee on Aging, United States 
Senate /, 93-13795 


Medicare [microform] : millions in end- 
stage renal disease expenditures shifted 
to employer health plans : report to 
Congressional committees /, 93-28396 


Medicare [microform] : millions of dol- 
lars in mistaken payments not recov- 
ered : report to the Committee on Fi- 
nance, U.S. Senate /, 93-13927 


Medicare [microform] : one scheme illus- 
trates vulnerabilities to fraud : report to 
the Subcommittee on Health, Commit- 
tee on Ways and Means, House of Rep- 
resentatives /, 93-28387 


Medicare [microform] : over $1 billion 
should be recovered from primary 
health insurers : report to the Commit- 
tee on Finance, U.S. Senate /, 93- 
13938 


Medicare [microform] : shared systems 
policy inadequately planned and imple- 
mented : statement of Frank Reilly, Di- 
rector, Human Resources Information 
Systems, Information Management and 
Technology Division, before the Sub- 
committee on Oversight and Investiga- 
tions, Committee on Energy and Com- 
merce, House of Representatives /, 
93-13815, 93-18595 
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tor, Food and Agriculture Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Wheat, Soybeans, and 
Feed Grains, House Committee on Ag- 
riculture., 93-2058 


OCC’s supervision of the Bank of New 
England [microform] : statement by 
Charles A. Bowsher, Comptroller Gen- 
eral of the United States, before the 
Committee on Banking, Housing and 
Urban Affairs, United States Senate /, 
93-16360 


Occupational safety & health [microform] 
: employers’ experiences in complying 
with the Hazard Communication 
Standard : briefing report to congres- 
sional requesters /, 93-18565 


Occupational safety and health [micro- 
form] : improvements needed in 
OSHA’s monitoring of federal agen- 
cies’ programs : report to the Chair- 
man, Subcommittee on the Civil Serv- 
ice, Committee on Post Office and 
Civil Service, House of Representatives 
/, 93-21209 


Occupational safety & health [microform] 
: inspectors’ opinions on improving 
OSHA effectiveness : fact sheet for 
Subcommittee on Health and Safety, 
Committee on Education and Labor, 
House of Representatives /, 93-11459 


Occupational safety and health [micro- 
form] : options to improve hazard- 
abatement procedures in the workpiace 
: report to the Chairman, Committee 
on Education and Labor, House of 
Representatives /, 93-18575 
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Occupational Safety & Health [micro- 
form] : OSHA action needed to im- 
prove compliance with hazard commu- 
nication standard : report to congres- 
sional requesters /, 93-9346 


Occupational safety and health [micro- 
form] : penalties for violations are well 
below maximum allowable penalties : 
report to the Subcommittee on Health 
and Safety, Committee on Education 
and Labor, House of Representatives /, 
93-9359 


Occupational Safety and Health [micro- 
form] : worksite programs and commit- 
tees : statement of Franklin Frazier, Di- 
rector of Education and Employment 
Issues, Human Resources Division, 
before the Subcommittee on Labor, 
Committee on Labor and Human Re- 
sources, U.S. Senate /, 93-13801 


Occupational safety & health [microform] 
: worksite safety and health programs 
show promise : report to the Honora- 
ble Clairborne Pell, U.S. Senate /, 93- 
18566 


Office of Government Ethics [microform] 
: need for additional funding for regu- 
lation development and oversight 
statement of Bernard L. Ungar, direc- 
tor, Federal Human Resource Manage- 
ment Issues, General Government Di- 
vision, before the Subcommittee on 
Human Resources, Committee on Post 
Office and Civil Service, House of 
Representatives., 93-11373 


Office of Thrift Supervision [microform] : 
stronger system controls needed to pre- 
vent call report delays : report to the 
Chairman, Committee on Banking, 
Housing, and Urban Affairs, U.S. 
Senate /, 93-13950 

Oil pricing violations [microform] : De- 
partment of Energy’s justification for 
not using a computer program : report 
to the Chairman, Subcommittee on 
Oversight and Investigations, Commit- 
tee on Energy and Commerce, House 
of Represeniatives /, 93-4870 


Oil reserve [microform] : impact of NPR- 
1 operations on wildlife and water is 
uncertain : report to the Chairman, 
Subcommittee on Oversight and Inves- 
tigations, Committee on Energy and 
Commerce, House of Representatives / 
» 93-7327 


The Older Americans Act [microform] : 
access to and utilization of the ombuds- 
man program : report to the Chairman, 
Subcommittee on Aging, Committee 
on Labor and Human Resources, U.S. 
Senate /, 93-7321 


Older Americans Act [microform] : more 
federal action needed on public/private 
elder care partnerships : report to the 
Chairman, Subcommittee on Human 
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Services, Select Committee on Aging, 
House of Representatives /, 93-18572 


Older Americans Act [microform] 
promising practice in information and 
referral services : report to the Chair- 
man, Special Committee on Aging, 
U.S. Senate /, 93-7318 


OMB circular A-76 [microform] : flaws 
in Cherry Point comparison preclude 
validation of contracting decision 
report to congressional requesters /, 
93-7304 


Operation Desert Shield/Desert Storm 
[microform] : observations on the per- 
formance of the Army’s Hellfire missile 
: report to the Secretary of the Army / 

93-13971 


Operation Desert Shield/Storm [micro- 
form] : update on costs and funding 
requirements : report to the Chairman, 
Committee on Armed Services, House 
of Representatives /, 93-18616 


Operation Desert Storm [microform] : 
Apache helicopter was considered ef- 
fective in combat, but reliability prob- 
lems persist : report to the Chairman, 
Subcommittee on Oversight and Inves- 
tigations, Committee on Energy and 
Commerce, House of Representatives / 
, 93-4864 


Operation Desert Storm [microform] : 
Army Guard combat brigade war les- 
sons reflect long-standing problems : 
statement of Richard Davis, Director, 
Army Issues, National Security and 
International Affairs Division, [before 
the] Defense Policy Panel, Committee 
on Armed Services, House of Repre- 
sentatives /, 93-13836 


Operation Desert Storm [microform] : 
Army had difficulty providing ade- 
quate active and reserve support forces 
: report to the Chairman, Subcommit- 
tee on Readiness, Committee on 
Armed Services, House of Representa- 
tives /, 93-4861 


Operation Desert Storm [microform] : 
Army not adequately prepared to deal 
with depleted uranium contamination : 
report to the Chariman, Subcommittee 
on Regulation, Business Opportunities, 
and Energy, Committee on Small Busi- 
ness, House of Representatives /, 93- 
28444 


Operation Desert Storm [microform] : 
disposal and sale of excess items : fact 
sheet for Congressional requesters /, 
93-28433 


Operation Desert Storm [microform] : 
early performance assessment of Brad- 
ley and Abrams : report to the Chair- 
man, Subcommittee on Regulation, 
Business Opportunities, and Energy, 
Committee on Small Business, House 
of Representatives /, 93-16436 





Operation Desert Storm [microform] : 
improved Air Force procedures are 
needed for special project supply 
orders : report to congressional re- 
questers /, 93-4862 


Operation Desert Storm [microform] : in- 
creased work loads at Army depots 
created supply backlogs : report to the 
Chairman, Subcommittee on Readiness, 
Committee on Armed Services, House 
of Representatives /, 93-21232 


Operation Desert Storm [microform] : 
the services’ efforts to provide logistics 
support for selected weapon systems : 
report to the Chairman, Committee on 
Armed Services, House of Representa- 
tives /, 93-4855 


Operation Desert Storm [microform] : 
transportation and_ distribution of 
equipment and supplies in Southwest 
Asia : report to the Chairman, Subcom- 
mittee on Oversight of Government 
Management, Committee on Govern- 
mental Affairs, U.S. Senate /, 93- 
16418 


OPM revolving fund [microform] 
benchmaking could aid OPM’s efforts 
to improve customer service : report to 
the Chairman, Senate Committee on 
Governmental Affairs and the Chair- 
man, House Committee on Post Office 
and Civil Service /, 93-7253 


OPM revolving fund [microform] : inves- 
tigation activities during fiscal years 
1983 through 1986 : report to selected 
members of Congress /, 93-4776 


Over the counter drugs [microform] : 
gaps and potential vulnerabilities in the 
regulatory system : statement of Kwai- 
Cheung Chan, Director of Program 
Evaluation in Physical Systems Areas, 
Program Evaluation and Methodology 
Division, before the Subcommittee on 
Regulation, Business Opportunities and 
Energy, Committee on Small Business, 
House of Representatives /, 93-13845 


Packers and stockyards administration 
[microform] : oversight of livestock 
market competitiveness needs to be en- 
hanced : report to the Chairman, Com- 
mittee on Agriculture, House of Repre- 
sentatives /, 93-13989 


Panama Canal Commission revenue 
forecasting and marketing efforts 
briefing report to the Chairman, Sub- 
committee on Panama Canal and Outer 
Continental Shelf, Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives /, 93-2123 

Panama Canal Commission estimated rev- 
enue for fiscal year ... /, 93-9311, 
93-26011 

Paperwork reduction [microform] 
agency responses to recent court deci- 
sions : report to the Chairman, Com- 
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mittee on Governmental Affairs, U.S. 
Senate /, 93-28477 


Patent and Trademark Office [microform] 
: impact of higher patent fees on small- 
entity and federal agency users : brief- 
ing report to the Chairman, Subcom- 
mittee on Intellectual Property and Ju- 
dicial Administration, Committee on 
the Judiciary, House of Representatives 
/, 93-13988 


Pay and benefits [microform] : informa- 
tion on four federal banking agencies : 
briefing report to congressional re- 
questers /, 93-4795 

Pay equity [microform] : Washington 
State’s efforts to address comparable 
worth : report to congressional request- 
ers /, 93-21192 


Peanut program [microform] : changes 
are needed to make the program re- 
sponsive to market forces : report to 
the Honorable Charles E. Schumer, 
House of Representatives /, 93-28486 

Penny stocks [microform] : regulatory ac- 
tions to reduce potential for fraud and 
abuse : report to congressional commit- 
tees /, 93-28359 


Pension Benefit Guaranty Corporation 
[microform] : weak financial condition 
worsened by serious internal control 
weaknesses : statement of Donald H. 
Chapin, Assistant Comptroller General, 
Accounting and Financial Management 
Division, before the Subcommittee on 
Oversight, Committee on Ways and 
Means, House of Representatives /, 
93-13758 


Pension plans [microform] : benefits lost 
when plans terminate : statement of 
Joseph F. Delfico, Director, Income 
Security Issues, Human Resources Di- 
vision, before the Subcommittee on 
Oversight, Committee on Ways and 
Means, House of Representatives /, 
93-21175 


Pension pians [microform] : hidden liabil- 
ities increase claims against govern- 
ment insurance program : report to the 
Chairman, Employment and Housing 
Subcommittee, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-28393 


Pension plans [microform] : investments 
in affordable housing possible with 
government assistance : report to the 
Chairman, Committee on Government 
Operations, House of Representatives / 
, 93-21203 


Pension plans [microform] : IRS needs to 
strengthen its enforcement program : 
report to the Chairman, Subcommittee 
on Oversight, Committee on Ways and 
Means, House of Representatives /, 
93-7262 
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Pensions plans [microform] : survivor 
benefit coverage for wives increased 
after 1984 Pension Law : report to the 
Chairman, Subcommittee on Retire- 
ment Income and Employment, Select 
Committee on Aging, House of Repre- 
sentatives /, 93-11468 


Performance measurement [microform] : 
an important tool in managing for re- 
sults statement of Charles A. 
Bowsher, Comptroller General of the 
United States, before the Committee on 
Governmental Affairs, United States 
Senate /, 93-13787 


Perkins student loans [microform] : op- 
tions that could make the program 
more financially independent : report 
to congressional requesters /, 93-4817 

Personnel practices [microform] : propri- 
ety of career appointments granted 
former political appointees : report to 
the Chairman, Subcommittee on Civil 
Service, Committee on Post Office and 
Civil Service, House of Representatives 
/, 93-9332 


Personnel security [microform] : efforts 
by DOD and DOE to eliminate dupli- 
cative background investigations 
report to the Chairman, Committee on 
Armed Services, House of Representa- 
tives /, 93-28488 


Perspectives on potential agricultural and 
budgetary impacts from an increased 
use of ethanol fuels [microform] : state- 
ment for the record of Judy England- 
Joseph, Associate Director, Energy 
Issues, Resources, Community, and 
Economic Development Division, 
before the Committee on Ways and 
Means, House of Representatives /, 
93-13848 


Perspectives on the potential of clean 
coal technologies to reduce emissions 
from coal-fired power plants [micro- 
form] : statement for the record of 
Keith O. Fultz, Director, Energy 
Issues, Resources, Community, and 
Economic Development Division, 
before the Subcommittee on Energy 
and Power, Committee on Energy and 
Commerce, House of Representatives / 
, 93-16376 


Pesticides [microform] : EPA lacks assur- 
ance that all adverse effects data have 
been reviewed : statement of Peter F. 
Guerrero, associate director, Environ- 
mental Protection Issues, Resources, 
Community, and Economic Develop- 
ment Division, before the Environ- 
ment, Energy, and Natural Resources 
Subcommittee, Committee on Govern- 
ment Operations, and the Subcommit- 
tee on Department Operations, Re- 
search, and Foreign Agriculture, Com- 
mittee on Agriculture, House of Repre- 
sentatives /, 93-11411 
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Pesticides [microform] : EPA’s informa- 
tion systems provide inadequate sup- 
port for reregistration : statement of 
JayEtta Z. Hecker, director, Re- 
sources, Community, and Economic 
Development Information Systems, In- 
formation Management and Technolo- 
gy Division, before the Environment, 
Energy, and Natural Resources Sub- 
committee, Committee on Government 
Operations, and the Subcommittee on 
Department Operations, Research, and 
Foreign Agriculture, Committee on 
Agriculture, House of Representatives 
/, 93-11382 

Pesticides [microform] : issues concerning 
pesticides used in the Great Lakes wa- 
tershed : report to the Chairman, Sub- 
committee on Oversight of Govern- 
ment Management, Committee on 
Governmental Affiars, U.S. Senate /, 
93-28520 

Pesticides [microform] : USDA’s pesti- 
cides residue research project : state- 
ment of John W. Harman, director, 
Food and Agriculture Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Department Operations, 
Research, and Foreign Agriculture, 
House of Representatives /, 93-11422 


Pesticides [microform] : USDA’s research 
to support registration of pesticides for 
minor crops : briefing report to the 
Chairman, Committee on Agriculture, 
House of Representatives /, 93-21274 

Pesticides [microform] : 30 years since 
Silent spring—mang long-standing con- 
cerns remain : statement of Peter F. 
Guerrero, Associate Director, Environ- 
mental Protection Issues, Resources, 
Community, and Economic Develop- 
ment Division, before the Subcommit- 
tee on Environment, Energy, and Nat- 
ural Resources, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-23762 


Pesticides, differences in U.S. and Mexi- 
can pesticide standards and enforce- 
ment [microform] : statement of Peter 
F. Guerrero, Associate Director, Envi- 
ronmental Protection Issues, Re- 
sources, Community, and Economic 
Development Division, before the 
Committee on Agriculture, U.S. House 
of Representatives /, 93-21181 


Plant closings [microform] : information 
on advanced notice and assistance to 
dislocated workers : briefing report to 
the chairman, Subcommittee on Labor, 
Committee on Labor and Human Re- 
sources, United States Senate /, 93- 
7259 


Plant closings [microform] : limited ad- 
vanced notice and assistance provided 
dislocated workers : report to congres- 
sional committees /, 93-7260 
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Poland and Hungary [microform] : eco- 
nomic transition and U.S. assistance : 
report to congressional committees /, 
93-7311 


Postal automation and pricing in the 
1990s [microform] : statement of L. 
Nye Stevens, Director, Government 
Business Operations Issues, General 
Government Division, before the Com- 
mittee on Post Office and Civil Serv- 
ice, House of Representatives /, 93- 
18516 


Postal procurement [microform] : ethics 


violations did not invalidate an automa- 
tion contract : report to Congressional 
committees /, 93-16400 


Postal procurement [microform] : infor- 


mation on bid protest activities : fact 
sheet for the Chairman, Committee on 
Post Office and Civil Service, House of 
Representatives /, 93-28366 


Postal service [microform] : screening ap- 


plicants for employment : report to the 
Honorable Glenn English, Chairman, 
Subcommittee on Government Infor- 
mation, Justice, and Agriculture, Com- 
mittee on Government Operations, 
House of Representatives /, 93-4784 


Postal Service [microform] : work hour 


allocations to high growth and low 
growth post offices : briefing report to 
the Chairman, Subcommittee on Postal 
Operations and Services, Committee on 
Post Office and Civil Service, House of 
Representatives /, 93-9333 


Postal Service real estate acquisition [mi- 


croform] : statement of L. Nye Ste- 
vens, Director, Government Business 
Operations Issues, General Govern- 
ment Division, before the Committee 
on Post Office and Civil Service, 
House of Representatives /, 93-16336 


Potential impact of using adjusted census 


counts for federal formula programs 
[microform] : statement of L. Nye Ste- 
vens, Director, Government Business 
Operations Issues, General Govern- 
ment Division, before the Subcommit- 
tee on Government Information and 
Regulation, Committee on Governmen- 
tal Affairs, United States Senate /, 93- 
13778 


Poverty trends, 1980-88 [microform] : 


changes in family composition and 
income sources among the poor : state- 
ment of Richard L. Linster, Director 
of Planning and Reporting, Program 
Evaluation and Methodology Division, 
before the Subcommittee on Human 
Resources, Committee on Ways and 
Means, House of Representatives /, 
93-18531 


Preliminary inquiry into alleged 1980 ne- 
gotiations to delay release of Iranian 
hostages until after November election 
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[microform] : statement of James F. 
Hinchman, general counsel, before the 
Committee on Rules, House of Repre- 
sentatives /, 93-11401 


Premium accounting system [microform] 
: Pension Benefit Guaranty Corpora- 
tion system must be an ongoing priori- 
ty : report to the Chairman, Subcom- 
mittee on Oversight, Committee on 
Ways and Means, House of Represent- 
atives /, 93-21220 


Prescription drug monitoring [microform] 
: States can readily identify illegal sales 
and use of ‘controlled substances 
report to the Chairman, Subcommittee 
on Health, Committee on Ways and 
Means, House of Representatives /, 
93-18579 

Prescription drug prices [microform] : 
analysis of Canada’s Patented Medicine 
Prices Review Board : report to the 
Chairman, Special Committee on 
Aging, U.S. Senate /, 93-28407 

Prescription drugs [microform] : changes 
in prices for selected drugs : report to 
congressional requesters /, 93-28390 


Prescription drugs [microform] : little is 
known about the effects of direct-to- 
consumer advertising : report to the 
Chairman, Subcommittee on Oversight 
and Investigations, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-9403 


Prescription drugs [microform] : selected 
direct-to-consumer advertising studies 
have methodological flaws : report to 
the Chairman, Subcommittee on Over- 
sight and Investigations, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-9404 


Prevention, detection, and reporting of fi- 
nancial irregularities /, 93-4760 


Prevention, detection, and reporting of fi- 
nancial irregularities [microform] / 
statement of Charles A. Bowsher, 
Comptroller General of the United 
States before the Subcommittee on 
Telecommunications and _ Finance, 
Committee on Energy and Commerce, 
House of Representatives /, 93-21152 


Prison alternatives [microform] : crowded 
federal prisons can transfer more in- 
mates to halfway houses : report to the 
Chairman, Subcommittee on Intellectu- 
al Property and Judicial Administra- 
tion, Committee on the Judiciary, 
House of Representatives /, 93-7247 

Prison costs [microform] : opportunities 
exist to lower the cost of building fed- 
eral prisons : report to congressional 
requesters /, 93-9329 


Prisoner labor [microform] : perspectives 
on paying the federal minimum wage : 
report to the Honorable Harry Reid, 
U.S. Senate /, 93-28373 





Private pensions [microform] : changes 
can produce a modest increase in use 
of simplified employee pensions 
report to the Honorable Nancy Landon 
Kassebaum, U.S. Senate /, 93-21211 


Private pensions [microform] : IRS ef- 
forts underway to improve spousal 
consent forms : report to the Chairman, 
Subcommittee on Retirement Income 
and Employment, Select Committee on 
Aging, House of Representatives /, 
93-9357 


Procurement reform [microform] : new 
concepts being cautiously applied at 
the Postal Service : report to the 
Chairman, Committee on Post Office 
and Civil Service, House of Represent- 
atives /, 93-4789 


Product liability [microform] : insurance 
rate levels and claim payments during 
the 1970s and 1980s : report to the 
Honorable Frank Horton, House of 
Representatives / United States Gener- 
al Accounting Office., 93-18559 


Program evaluation issues /, 93-13999 
Program fraud [microform] : implementa- 


tion of the Program Fraud Civil Reme- 
dies Act of 1986 : report to congres- 
sional requesters /, 93-4769 


Program performance measures [micro- 


form] : federal agency collection and 
use of performance data : report to the 
Chairman and _ ranking minority 
member, Committee on Governmental 
Affairs, U.S. Senate /, 93-21189 


Promoting democracy [microform] : Na- 


tional Endowment for Democracy ef- 
forts to improve grant management : 
report to the Speaker of the House of 
Representatives and the Chairman, 
Committee on Foreign Relations, U.S. 
Senate /, 93-16435 


Property management [microform] 
DOD can increase savings by reusing 
industrial plant equipment : report to 
the Secretary of Defense /, 93-18622 

Proposed sale of federal land to the Co- 
lumbia Hospital for Women [micro- 
form] : statement of L. Nye Stevens, 
Director, Government Business Oper- 
ations Issues, General Government Di- 
vision, before the Subcommittee on 
Public Buildings and Grounds, Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives /, 
93-13779 


Protecting the elderly [microform] : Fed- 
eral agencies’ role concerning question- 
able marketing practices : fact sheet for 
the Chairman, Select Committee on 
Aging, House of Representatives /, 
93-7261 


Provision of mail delivery services in a 
high-growth area [microform] : state- 
ment of L. Nye Stevens, Director, 
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Government Business Operations 
Issues, General Government Division, 
before the Subcommittee on Postal Op- 
erations and Services, Subcommittee 
on Postal Personnel and Moderniza- 
tion, Committee on Post Office and 
Civil Service, House of Representatives 
/, 93-13764 


Public and assisted housing [microform] : 
linking housing and supportive services 
to promote self-sufficiency : briefing 
report to congressional committees /, 
93-18642 

Public housing [microform] : housing per- 
sons with mental disabilities with the 
elderly : report to the Chairman, Sub- 
committee on Housing and Urban Af- 
fairs, Committee on Banking, Housing, 
and Urban Affairs, U.S. Senate /, 93- 
16464 


Public housing [microform] : issues in 
housing the nonelderly mentally dis- 
abled with the elderly : statement of 
Judy A. England-Joseph, Director, 
Housing and Community Development 
Issues, Resources, Community, and 
Economic Development Division, 
before the Congressional Staff Sympo- 
sium on Nonelderly Disabled Persons 
Living in Public Housing for the EI- 
derly /, 93-21179 

Public housing [microform] : manage- 
ment issues pertaining to the Buffalo 
Municipal Housing Authority : report 
to the Honorable Daniel Patrick Moy- 
nihan, U.S. Senate /, 93-7323 


Public/private elder care partnerships 
[microform] : balancing benefit and risk 
: Statement of Jane L. Ross, Associate 
Director, Income Security Issues, 
Human Resources Division, before the 
Subcommittee on Human Services, 
Select Committee on Aging, House of 
Representatives /, 93-21169 

The public service /, 93-14000 

The public service [microform] : issues 
confronting the federal civilian work- 
force : report to congressional commit- 
tees and the Director, Office of Person- 
nel Management /, 93-13909, 93- 
28356 


Puerto Rico [microform] : audit of grant 
funds provided to three major political 
parties : report to congressional com- 
mittees /, 93-9355 

Puerto Rico [microform] : confusion over 
applicability of the electoral law to ref- 
erendum process : report to the rank- 
ing minority member, Committtee on 
Natural Resources, House of Repre- 
sentatives /, 93-28413 

Quality improvement plan [microform] : 
early implementation /, 93-16449 
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Railroad safety [microform] : accident 
trends and FRA safety programs : 
statement of Kenneth M. Mead, direc- 
tor, Transportation Issues, Resources, 
Community, and Economic Develop- 
ment Division, before the Subcommit- 
tee on Government Activities and 
Transportation, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-11416 


Railroad safety [microform] : engineer 
work shift length and schedule variabil- 
ity : statement of Kenneth M. Mead, 
Director, Transportation Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Transportation and Haz- 
ardous Materials, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-21183 


Rangeland management [microform] : as- 
sessment of Nevada consulting firm’s 
critique of three GAO reports : re- 
sponse to Congressional requesters /, 
93-16466 


Rangeland management [microform] 
BLM’s hot desert grazing program 
merits reconsideration : report to the 
Chairman, Subcommittee on National 
Parks and Public Lands, Committee on 
Interior and Insular Affairs, House of 
Representatives /, 93-16456 


Rangeland management [microform] 
comparison of rangeland condition re- 
ports : report to the Chairman, Sub- 
committee on National Parks and 
Public Lands, Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives /, 93-4881 

Rangeland management [microform] : im- 
provements needed in federal wild 
horse program : report to the Secretary 
of the Interior /, 93-11507 


Rangeland management [microform] 
profile of the Bureau of Land Manage- 
ment’s grazing allotments and permits : 
fact sheet for the Chairman, Environ- 
ment, Energy, and Natural Resources 
Subcommittee, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-18651 


Rangeland management [microform] 
profile of the Forest Service’s grazing 
allotments and permittees : fact sheet 
for the Chairman, Environment, 
Energy, and Natural Resources Sub- 
committee, Committee on Government 
Operations, House of Representatives / 
, 93-28524 

Rangeland management [microform] : re- 
sults of recent work addressing the per- 
formance of land management agencies 
: Statement of J. Dexter Peach, Assist- 
ant Comptroller General, Resources, 
Community, and Economic Develop- 
ment Division, before the Subcommit- 
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tee on National Parks and Public 
Lands, Committee on Interior and In- 
sular Affairs, House of Representatives 
/, 93-13862 


Real property management issues facing 
GSA and Congress [microform] : state- 
ment of L. Nye Stevens, Director, 
Government Business Operations 
Issues, General Government Division, 
before the Subcommittee on Investiga- 
tions and Oversight, Committee on 
Public Works and _ Transportation, 
House of Representatives /, 93-13777 


Reclamation law [microform] : changes 
needed before water service contracts 
are renewed statement of James 
Duffus, director, Natural Resources 
Management Issues, Resources, Com- 
munity, and Economic Development 
Division, before the Subcommittee on 
Water, Power, and Offshore Energy 
Resources, Committee on Interior and 
Insular Affairs, House of Representa- 
tives /, 93-11408, 93-18644 


Recombinant bovine growth hormone 


[microform] : FDA approval should be 
withheld until the mastitis issue is re- 
solved : report to congressional re- 
questers /, 93-18629 


Reducing youth violence [microform] : 


coordinated federal efforts and early 
intervention strategies could help 
statement of Gregory J. McDonald, 
Director of Human Services, Policy 
and Management Issues, Human Re- 
sources Division, before the Committee 
on Governmental Affairs, United States 
Senate /, 93-13805 


Refugee-related issues in Turkey and the 


Soviet Union [microform] : statement 
of Harold J. Johnson, Foreign Eco- 
nomic Assistance Issues, National Se- 
curity and Internationa! Affairs Divi- 
sion, before the Subcommittee on Im- 
migration, Refugees and International 
Law, Committee on the Judiciary, 
House of Representatives /, 93-13820 


Refugee resettlement [microform] : feder- 


al support to the states has declined : 
report to the Honorable Pete Wilson, 
U.S. Senate /, 93-11467 


Refugee resettlement [microform] : initial 


reception and placement assistance : 
briefing report to the Honorable Vic 
Fazio, House of Representatives /, 
93-28468 


Refugees [microform] : living conditions 
are marginal : report to the Chairman, 
Select Committee on Hunger, House of 
Representatives /, 93-11503 


Refugees [microform] : U.S. assistance to 
Bulgarian ethnic Turks in Turkey : 
report to the Chairman, Committee on 
Appropriations, U.S. Senate /, 93- 
7308 
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Refugees, U.S. processing of Haitian 
asylum seekers [microform] : statement 
of Harold J. Johnson, Director, For- 
eign Economic Assistance Issues, Na- 
tional Security and International Af- 
fairs Division, before the Subcommittee 
on Legislation and National Security, 
Committee on Government Operations, 
House of Representatives /, 93-21177 


Rental housing [microform] : serving the 
elderly through the Section 8 program 
: report to the Chairman, Subcommit- 
tee on Housing and Consumer Inter- 
ests, Select Committee on Aging, 
House of Representatives /, 93-28485 


Report on the Commodity Credit Corpo- 
ration’s GSM-102/103 Export Credit 
Guarantee programs and Iraq’s partici- 
pation in the programs [microform] : 
statement of Allan I. Mendelowitz, Di- 
rector, Trade, Energy, and Finance 
Issues, National Security and Interna- 
tional Affairs Division, before the 
Committee on Banking, Finance and 
Urban Affairs, United States House of 
Representatives /, 93-16372 


Resolution Trust Corporation [micro- 
form] : a more flexible contracting-out 
policy is needed : report to the ranking 
minority member, Committee on Bank- 
ing, Finance and Urban Affairs, House 
of Representatives /, 93-9327 


Resolution Trust Corporation [micro- 
form] : better qualified review apprais- 
ers needed : briefing report to the 
Chairman, Commerce, Consumer, and 
Monetary Affairs Subcommittee, Com- 
mittee on Government Operations, 
House of Representatives /, 93-18546 


Resolution Trust Corporation [micro- 
form] : corporate strategy needed to 
improve information management 
report to congressional requesters /, 
93-9371 


Resolution Trust Corporation [micro- 
form] : disposal of furniture, fixtures, 
and equipment needs improvement : 
report to the President and Chief Exec- 
utive Officer, Resolution Trust Corpo- 
ration /, 93-18553 


Resolution Trust Corporation [micro- 
form] : effectiveness of auction sales 
should be demonstrated : report to the 
Honorable Paul E. Kanjorski, House of 
Representatives /, 93-7248 


Resolution Trust Corporation [micro- 
form] : evolving oversight on interim 
servicing arrangements : report to the 
Chairman, Task Force on the Resolu- 
tion Trust Corporation, Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives /, 93-9322 

Resolution Trust Corporation [micro- 
form] : funding, asset dispositon, and 
structure issues : statement of Charles 





1993 


A. Bowsher, Comptroller General of 
the United States, before the Subcom- 
mittee on Financial Institutions Super- 
vision, Regulation and Insurance, Com- 
mittee on Banking, Finance and Urban 
Affairs, U.S. House of Representatives 
/, 93-13773 


Resolution Trust Corporation [micro- 
form] : further actions needed to imple- 
ment contracting management initia- 
tives : report to the President and 
Chief Executive Officer, Resolution 
Trust Corporation /, 93-11452 


Resolution Trust Corporation [micro- 
form] : immediate action is needed to 
control insurance costs : report to the 
Chairman, Resolution Trust Corpora- 
tion Oversight Board /, 93-11446 


Resolution Trust Corporation [micro- 
form] : oversight of certain loan ser- 
vicers needs improvement : report to 
the President and Chief Executive Offi- 
cer, Resolution Trust Corporation /, 
93-18548 


Resolution Trust Corporation [micro- 
form] : performance assessment for 
1991 : statement of Charles A. 
Bowsher, Comptroller General of the 
United States, before the Committee on 
Banking, Finance, and Urban Affairs, 
United States Senate., 93-11374 


Resolution Trust Corporation [micro- 
form] : preliminary results of Western 
Storm investigation and related con- 
tracting deficiencies statement of 
Richard C. Stiener, director, Office of 
Special Investigations : statement of J. 
William Gadsby, director, Federal 
Management Issues, General Govern- 
ment Division, before the Committee 
on Governmental Affairs, United States 
Senate /, 93-11402 


Resolution Trust Corporation [micro- 
form] : progress under way in minority 
and women outreach program for out- 
side counsel /, 93-2083, 93-11447 


Resolution Trust Corporation [micro- 
form] : proposed tax credit would add 
to government’s cost of selling RTC 
assets : briefing report to congressional 
requesters /, 93-11448, 93-13906 


Resolution Trust Corporation [micro- 
form] : recoveries on asset sales : fact 
sheet for the Honorable Kent Conrad, 
U.S. Senate /, 93-13993 


Resolution Trust Corporation [micro- 
form] : review of information reporting 
requirements for asset management 
contractors : briefing report to con- 
gressional requesters /, 93-9370 


Resolution Trust Corporation [micro- 
form] : status of asset manager system : 
briefing report to congressional re- 
questers /, 93-9367 


Resolution Trust Corporation [micro- 
form] : status of loans and other assets 





inventory system : briefing report to 
congressional requesters /, 93-9368 


Resolution Trust Corporation [micro- 
form] : status of Minority and Women 
Outreach and Contracting Program : 
report to the Chairman, Committee on 
Government Operations, House of 
Representatives /, 93-28378 


Resolution Trust Corporation [micro- 
form] : status of real estate owned man- 
agement system : briefing report to 
congressional requesters /, 93-9369 


Resolution Trust Corporation [micro- 
form] : subcontractor cash management 
practices violate policy and reduce 
income : report to the President and 
Chief Executive Officer, Resolution 
Trust Corportation /, 93-21201 


Resolution Trust Corporation [micro- 
form] 1992 Washington/Baltimore 
auctions planned and managed poorly : 
report to the Honorable Roger C. 
Altman, President and Chief Executive 
Officer, Resolution Trust Corporation 
/, 93-28384 


Resolution Trust Corporation Oversight 
Board [microform] : GAO views on 
strategic planning efforts : statement of 
Richard L. Fogel, Assistant Comptrol- 
ler General, General Government Pro- 
grams, before the Resolution Trust 
Corporation Task Force, Committee 
on Banking, Finance and Urban Af- 
fairs, House of Representatives /, 93- 
16340 


Resolving failed savings and loan institu- 
tions: estimated costs and additional 
funding needs [microform] : statement 
of Charles A. Bowsher, Comptroller 
General of the United States, before 
the Committee on Ways and Means, 
House of Representatives /, 93-21155 


Resource protection [microform] : Missis- 
sippi Valley Canada geese : flyway 
management obstacles : report to con- 
gressional requesters /, 93-4869 


Review of deferral : communication from 
the Comptroller General of the United 
States, transmitting a review of the 
President’s 104th special impoundment 
message for fiscal year 1992, pursuant 
to 2 U.S.C. 685., 93-19718, 93-19752 


Review of deferrals communication 
from the Acting Comptroller General, 
the General Accounting Office, trans- 
mitting a review of the President’s 
103rd special impoundment message 
for fiscal year 1992, pursuant to 2 
U.S.C. 685., 93-6075 


Review of deferrals : communication 
from the Comptroller General of the 
United States, transmitting a review of 
the President’s first special impound- 
ment message for fiscal year 1993, pur- 
suant to 2 U.S.C. 685., 93-19719, 93- 
19730, 93-19738, 93-29748 
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Review of the audit of the Tennessee 
Valley Authority’s financial statements 
for the year ended ... : report to the 
Congress /, 93-13871 


Reviews of the audits of the Consumer 
Cooperative Development Corpora- 
tion’s financial statements for the year 
ended ... : report to the Congress /, 
93-16387 


Reviews of the audits of the Federal 
Home Loan Mortgage Corporation’s fi- 
nancial statements for the years ended 

.. : report to the Congress /, 93- 

13872 


Reviews of the audits of the financial 
statements of the National Credit 
Union Administration’s operating and 
share insurance funds for the year 
ended ... : report to the Congress /, 
93-13873 


Reviews of the audits of the National 
Consumer Cooperative Bank’s financial 
statements for the years ended ... : 
report to the Congress /, 93-13868 


Reviews of the audits of the National 
Credit Union Administration Central 
Liquidity Facility’s financial statements 
for the years ended ... : report to the 
Congress /, 93-13870 


Reviews of the audits of the Neighbor- 
hood Reinvestment Corporation’s fi- 
nancial statements for the years ended 

.. = Feport to the Congress /, 93- 
13869 

Reviews of the audits of the Trans- 
Alaska pipeline liability fund’s financial 
statements for the years ended Decem- 
ber 31, 1983 and 1982 : report to the 
congress by the Comptroller General 
of the United States., 93-11426 


Reviews of the audits of the United 
States Synthetic Fuels Corporation’s fi- 
nancial statements for the years ended 
September 30, 1983 and 1982 : report 
to the Congress by the Comptroller 
General of the United States. 93- 
11427 


Revised delivery standards [microform] : 
postal delivery scores improved but 
service is slower : report to congres- 
sional requesters /, 93-28347 


Revised plan for the National Air and 
Space Museum extension [microform] : 
statement of L. Nye Stevens, Director, 
Government Business Operations 
Issues, General Government Division, 
before the Subcommittee on Libraries 
and Memorials, Committee on House 
Administration, House of Representa- 
tives /, 93-13770 

Risk-risk analysis [microform] : OMB’s 
review of a proposed OSHA rule : 
report to the Chairman, Committee on 
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Governmental Affairs, U.S. Senate /, 
93-21263 


Risks and oversight of government spon- 
sored enterprises [microform] : state- 
ment of Richard L. Fogel, Assistant 
Comptroller General, General Govern- 
ment Programs, before the Subcommit- 
tee on Oversight, Committee on Ways 
and Means, House of Representatives / 
, 93-16351, 93-16352, 93-16358 


RTC asset management [microform] : 
contracting controls need to be 
strengthened : statement of Charles A. 
Bowsher, Comptroller General of the 
United States, before the Subcommittee 
on Federal Services, Post Office and 
Civil Service, Senate Committee on 
Governmental Affairs /, 93-16356 


Rural development [microform] : REA 
telephone borrowers’ cash holdings and 
rural development investments : state- 
ment of Flora Milans, Associate Direc- 
tor, Food and Agriculture Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Conservation, Credit, 
and Rural Development, Committee on 
Agriculture, House of Representatives 
/, 93-23752 


Rural hospitals [microform] : closures 
and issues of access : statement of 
Mark V. Nadel, Associate Director for 
National and Public Health Issues, 
before the Task Force on Rural Elder- 
ly, Select Committee on Aging, House 
of Representatives /, 93-13792 


Rural housing [microform] : FmHA’s 
home loan program not meeting the 
needs of all rural residents : report to 
the Chairman, Subcommittee on Hous- 
ing and Community Development, 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives /, 93-28496 


Rural rental housing [microform] : exces- 
sive profits and program abuses in mul- 
tifamily housing : statement of Judy A. 
England-Joseph, Director, Housing and 
Community Development Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Oversight and Investiga- 
tions, Committee on Energy and Com- 
merce, House of Representatives /, 
93-21182 


Russian nuclear weapons [microform] : 
U.S. implementation of the Soviet Nu- 
clear Threat Reduction Act of 1991 : 
statement for the record by Frank C. 
Conahan, Assistant Comptroller Gener- 
al, National Security and International 
Affairs Division, before the Committee 
on Foreign Relations, United States 
Senate /, 93-23741 


Safety and health [microform] : key inde- 
pendent oversight program at DOE 
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needs strengthening : report to the 
Chairman, Committee on Governmen- 
tal Affairs, U.S. Senate /, 93-28507 


Satellite acquisition [microform] : Global 
Positioning System acquisition changes 
after Challenger’s accident : briefing 
report to the Chairman, Subcommittee 
on Defense, Committee on Appropria- 
tions, House of Representatives /, 93- 
4847 


School dropouts [microform] : survey of 
local programs : report to congression- 
al requesters /, 93-4808 


Screening mammography [microform] : 
federal quality standards are needed : 
statement of Janet L. Shikles, Director, 
Health Financing and Policy Issues, 
Human Resources Division, before the 
Subcommittee on Health and the Envi- 
ronment, Committee on Energy and 
Commerce, House of Representatives / 

93-18521 


Screening mammography [microform] : 
quality standards are needed in a devel- 
oping market : statement of Janet L. 
Shikles. Director, Health Financing 
and Policy Issues, Human Resources 
Division, before the Subcommittee on 
Aging Committee on Labor and 
Human Resources United States Senate 
/, 93-13796 


Seafood processing [microform] : foreign 
ownership of facilities in Alaska, 
Oregon, and Washington : report to 
the Honorable Frank H. Murkowski, 
U.S. Senate /, 93-7326 


Sector de energia en Venezuela [micro- 
form] : la produccion petrolera y las 
condiciones para posibles inversiones 
de los EE.UU. : informe presentado a 
solicitantes del Congreso de_ los 
EE.UU. /, 93-16433 


Securities and futures markets [micro- 
form] : cross-border information shar- 
ing is improving, but obstacles remain : 
report to the Chairman, Subcommittee 
on Telecommunications and Finance, 
Committee on Energy and Commerce, 
House of Representatives /, 93-18552 


Securities and futures markets [micro- 
form] : efforts to detect intermarket 
frontrunning : report to the Chairman, 
Subcommittee on Commerce, Con- 
sumer, and Monetary Affairs, Commit- 
tee on Government Operations, House 
of Representatives /, 93-9326 


Securities firms [microform] : assessing 
the need to regulate additional financial 
activities : report to congressional com- 
mittees /, 93-9338 


Securities markets [microform] : chal- 
lenges to harmonizing international 
capital standards remain : report to 
Congressional committees /, 93- 
11451, 93-13915 
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Securities markets [microform] : clearly 
defined “‘Chinese Wall” standards have 
been issued : report to the Chairman, 
Subcommittee on Commerce, Con- 
sumer, and Monetary Affairs, Commit- 
tee on Government Operations, House 
of Representatives /, 93-18540 


Securities regulation [microform] : cus- 
tomer protection rule oversight proce- 
dures appear adequate : report to the 
Chairman, Subcommittee on Com- 
merce, Consumer, and Monetary Af- 
fairs, Committee on Government Oper- 
ations, House of Representatives /, 
93-9330 


Securities regulation [microform] : SEC’s 
oversight of privately placed transac- 
tions among large investors : report to 
congressional requesters /, 93-28351 


Security assistance [microform] : shooting 
incident in East Timor, Indonesia : fact 
sheet for congressional requesters /, 
93-16439 


Senior executive service [microform] : ex- 
ecutives’ perspectives on their federal 
service : fact sheet for the Honorable 
Vic Fazio, House of Representatives /, 
93-2081 


Senior executive service [microform] : 
opinions about the federal work envi- 
ronment : report to the Chairman, Sub- 
committee on Civil Service, Committee 
on Post Office and Civil Service, 
House of Representatives /, 93-18547 


Senior Executive Service [microform] : 
reasons the candidate development pro- 
gram has not produced more SES ap- 
pointees : report to the Ranking Minor- 
ity Member, Subcommittee on Federal 
Services, Post Office, and Civil Serv- 
ice, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-2079 


Sentencing guidelines [microform] : cen- 
tral questions remain unanswered 
report to congressional committees /, 
93-18550 

Sentencing guidelines [microform] : po- 
tential impact on federal criminal jus- 


tice system : report to the Congress /, 
93-2078 


Serbia-Montenegro [microform] : imple- 
mentation of U.N. economic sanctions : 
report to the Honorable Edward M. 
Kennedy, U.S. Senate /, 93-28465 


Service academies [microform] : histori- 
cal proportion of new officers during 
benchmark periods : report to congres- 
sional requesters /, 93-13962 


Services for the elderly [microform] : 
longstanding transportation problems 
need more federal attention /, 93-9342 


Ship maintenance [microform] : foreign 


commercial shipyard repairs to U.S. 
government ships : fact sheet for the 
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Chairman, Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives /, 93-4846 


Significant reductions in corporate retiree 
health liabilities projected if Medicare 
eligibility age lowered to 60 [micro- 
form] : statement of Lawrence H. 
Thompson, Assistant Comptroller Gen- 
eral, Human Resources Division, 
before the Subcommittee on Health, 
Committee on Ways and Means, House 
of Representatives /, 93-13799 

Simplifying payroll tax deposit rules [mi- 
croform] : statement of Paul L. Posner, 
Associate Director, Tax Policy and 
Administration Issues, General Gov- 
ernment Division, before the Subcom- 
mittee on Taxation, Committee on Fi- 
nance, United States Senate /, 93- 
13772 


Simulation training [microform] : man- 
agement framework improved, but 
challenges remain : report to the Chair- 
man, Committee on Armed Services, 
House of Representatives /, 93-28453 


Skill standards [microform] : experience 
in certification systems shows industry 
involvement to be key : report to the 
Chairman, Joint Economic Committee, 
U.S. Congress /, 93-28414 


Small business [microform] : federal agen- 
cies’ contracting goals for women- 
owned businesses : statement of Judy 
A. England-Joseph, Director, Housing 
and Community Development Issues, 
Resources, Community, and Economic 
Development Division, before the 
Committee on Small Business, House 
of Representatives /, 93-21184 


Small business [microform] : financial 
condition of SBA’s business loan port- 
folio is improving : report to the Chair- 
man, Committee on Small Business, 
House of Representatives /, 93-4889 


Small business [microform] : financial 
health of small business investment 
companies : report to the Chairman, 
Committee on Smaii Business, U.S. 
Senate /, 93-28494 

Small business [microform] : improper 
payments of former administrator’s ex- 
penses : report to congressional re- 
questers /, 93-7328 


Small business [microform] : use of the 
surety bond waiver has been limited : 
report to congressional committees /, 
93-21272 


Small Business Act [microform] : Educa- 
tion’s disadvantaged business advocate 
not reporting to proper management 
level : report to the Secretary of Edu- 
cation /, 93-2068 


Smithsonian Institution [microform] : use 


of appropriated funds to pay Dr. 
Mitchell’s legal fees : statement of 





Gary L. Kepplinger, associate general 
counsel, Office of General Counsel, 
before the Subcommittee on Libraries 
and Memorials, Committee on House 
Administration, House of Representa- 
tives /, 93-11400 


Social Security [microform] : beneficiary 
payment for representative payee serv- 
ices : report to congressional commit- 
tees /, 93-18576 


Social security [microform] : clients still 
rate quality of service high : briefing 
report to congressional requesters /, 
93-4807 


Social security [microform] : measure of 
telephone service accuracy can be im- 
proved : report to the Chairman, Spe- 
cial Committee on Aging, U.S. Senate 
/, 93-13921 


Social security [microform] : more must 
be done to credit earnings to individ- 
uals’ accounts : report to congressional 
committees /, 93-4800 


Social security [microform] : racial differ- 
ence in disability decisions : statement 
of Lawrence H. Thompson, Assistant 
Comptroller General, Human Re- 
sources Division, before the Subcom- 
mittee on Oversight of Government 
Management, Committee on Govern- 
mental Affairs, United States Senate /, 
93-21165 

Social security [microform] : rising dis- 
ability rolls raise questions that must be 
answered : statement of Jane L. Ross, 
Associate Director, Income Security 
Issues, Human Resources Division, 
before the Subcommittee on Social Se- 
curity, Committee on Ways and Means, 
House of Representatives /, 93-28338 


Social security [microform] : telephone 
access to local field offices : report to 
congressional requestors/, 93-16402 


Social security [microform] : telephone 
accessibility : report to the Chairman, 
Committee on Budget, U.S. Senate /, 
93-4812 


Social security [microform] : telephone 
busy signal rates at local SSA field of- 
fices : report to the Chairman, Com- 
mittee on Ways and Means, House of 
Representatives /, 93-28406 


Social Security Administration [micro- 
form] : questionnaire responses from 
mid-level managers and employees : 
staff study /, 93-9341 


The Social Security Administration’s 
Supplemental Security Income out- 
reach activities : statement of Joseph F. 
Delfico, Director, Income Security 
Issues, Human Resources Division, 
Joint Hearing before the Select Com- 
mittee on Aging and its Subcommittee 
on Retirement Income and Employ- 
ment, House of Representatives., 93- 
2047 
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Social security disability [microform] : 
growing funding and administrative 
problems : [statement of] Joseph F. 
Delfico, Director, Income Security 
Issues, Human Resources Division, 
before the Subcommittee on Social Se- 
curity and Family Policy, Committee 
on Finance, U.S. Senate /, 93-13810 


Software reuse [microform] : major issues 
need to be resolved before benefits can 
be achieved : report to the Chairman, 
Subcommittee on Defense, Committee 
on Appropriations, House of Repre- 
sentatives /, 93-28423 


Software tools [microform] : Defense is 
not ready to implement I-CASE de- 
partmentwide : report to the Chairman, 
Committee on Governmental Affairs, 
U.S. Senate /, 93-28429 


Solid waste [microform] : federal pro- 
gram to buy products with recovered 
materials proceeds slowly : report to 
the Chairman, Subcommittee on Trans- 
portation and Hazardous Materials, 
Committee on Energy and Commerce, 
House of Representatives /, 93-28497 


Southwest Asia [microform] : cost of pro- 
tecting U.S. interests : report to the 
Honorable Bill Alexander, House of 
Representatives /, 93-16413 


The SP-100 Nuclear Reactor Program 
[microform] : should it be continued? : 
statement of Mark E. Gebicke, direc- 
tor, NASA Issues, National Security 
and International Affairs Division, 
before the Subcommittee on Investiga- 
tions and Oversight, Committee on Sci- 
ence, Space, and Technology, House of 
Representatives., 93-11392 


Space communications [microform] 
better understanding of scheduling 
system limitations needed : report to 
the Chairman, Committee on Science, 
Space, and Technology, House of Rep- 
resentatives /, 93-13945 


Space funding : NASA and DOD activi- 
ties for fiscal years 1981 through 1989 : 
fact sheet for the Chairman and the 
Ranking Minority Member, Subcom- 
mittee on Science, Technology, and 
Space, Committee on Commerce, Sci- 
ence, and Transportation, U.S. Senate / 
, 93-11490 


Space nuclear propulsion [microform] : 
history, cost, and status of programs : 
statement of Nancy R. Kingsbury, Di- 
rector, Air Force Issues, National Se- 
curity and International Affairs Divi- 
sion, before the Subcommittee on In- 
vestigations and Oversight, Committee 
on Science, Space, and Technology, 
House of Representatives /, 93-23743 


Space operations [microform] : NASA’s 
use of information technology : report 
to the Chairman, Committee on Sci- 
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ence, Space and Technology /, 93- 
2086 

Space project testing [microform] : uni- 
form policies and added controls 
would strengthen testing activities : 
report to the Chairman, Subcommittee 
on Science, Technology, and Space, 
Committee on Commerce, Science, and 
Transportation, U.S.  Senate., 93- 
11502 


Space projects [microform] : status and 
remaining challenges of the Advanced 
X-ray Astrophysics Facility : report to 
the Chair, Subcommittee on VA, 
HUD, and Independent Agencies, 
Committee on Appropriations, U.S. 
Senate /, 93-9400 


Space station [microform] : delays in 
dealing with space debris may reduce 
safety and increase costs : report to the 
Chairman, Subcommittee on Govern- 
ment Activities and Transportation, 
Committee on Government Operations, 
House of Representatives /, 93-18596 


Space station [microform] : information 
on national security applications and 
cost : report to the Honorable John W. 
Warner, U.S. Senate /, 93-28471 


Space station [microform] : National Aer- 
onautics and Space Administration’s 
1987 cost estimate : fact sheet for the 
Chairman, Committee on Science, 
Space, and Technology, House of Rep- 
resentatives /, 93-4841 


Space station [microform] : program in- 
stability and cost growth continue 
pending redesign : report to the Honor- 
able Tim Roemer, House of Represent- 
atives /, 93-28467 


Space station [microform] : status of fi- 
nancial reserves : report to the Chair, 
Government Activities and Transporta- 
tion Subcommittee, Committee on 
Government Operations, House of Re- 
pesentatives /, 93-21251 

Special Operations Command [micro- 
form] : progress made in completing 
needed agreements : report to the 
Chairman, Subcommittee on Readiness, 
Committee on Armed Services, House 
of Representatives /, 93-21227 


Special operations forces [microform] : 
Army plans highly concurrent acquisi- 
tion strategy for costly helicopters : 
report to the Honorable William V. 
Roth, Jr., U.S. Senate /, 93-9374 


Species protection [microform] : National 
Marine Fisheries Service enforcement 
efforts : briefing report to congression- 
al requesters /, 93-28519 

SSA ADP budget [microform] : suggest- 
ed reductions to fiscal year 1991 
budget : report to the Chairman, Sub- 
committee on Labor, Health and 
Human Services, Education, and Relat- 
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ed Agencies, Committee on Appropria- 
tions, U.S. Senate /, 93-11484, 93- 
13944 


Staffing, training, and funding issues for 
FAA’s major work forces [microform] 
: statement of Kenneth M. Mead, Di- 
rector, Transportation Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Aviation, House Com- 
mittee on Public Works and Transpor- 
tation /, 93-13850 


Stafford Student Loan Program [micro- 
form] : correspondence schools’ loan 
volume declines sharply : fact sheet for 
the Chairman, Committee on Labor 
and Human Resources, U.S. Senate /, 
93-13940 


Stafford student loans [microform] 
lower subsidy payments could achieve 
savings without affecting access : 
report to congressional committees /, 
93-18560 


State Department [microform] : efforts 
under way to enhance management of 
overseas real property : report to the 
Chairman, Legislation and National Se- 
curity Subcommittee, Committee on 
Government Operations, House of 
Representatives /, 93-9387 


State Department [microform] : manage- 
ment weaknesses in the Security Con- 
struction Program report to the 
Chairman, Committee on the Budget, 
U.S. Senate /, 93-16415 


State Department [microform] : status of 
actions to improve overseas procure- 
ment : report to the Chairman, Legisla- 
tion and National Security Subcommit- 
tee, Committee on Government Oper- 
ations, House of Representatives /, 
93-18603 


States need more Department of Labor 
help to regulate multiple employer wel- 
fare arrangements and correct prob- 
lems [microform] : statement of Greg- 
ory J. McDonald, Associate Director, 
Income Security Issues, before the Sub- 
committee on Retirement, Income and 
Employment, Select Committee on 
Aging, House of Representatives /, 
93-13793 


Status of budget authority : communica- 
tion from the Comptroller General of 
the United States transmitting the 
status of budget authority that was re- 
ported as an unreported impoundment 
by the President of funds appropriated 
for the V-22 Osprey program., 93- 
6076, 93-27108 


Status of impoundment message : com- 
munication from the Comptroller Gen- 
eral, the General Accounting Office, 
transmitting a review of the President’s 
fifth special impoundment message for 
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fiscal year 1993, pursuant to 2 U.S.C. 
685., 93-24745 


Stock markets [microform] : information 
vendors need SEC oversight to control 
automation risks : report to the Chair- 
man, Securities and Exhange Commis- 
sion /, 93-13949 


Strategic bombers [microform] : adding 
conventional capabilities will be com- 
plex, time-consuming, and costly 
report to the Chairman, Committee on 
Armed Services, House of Representa- 
tives /, 93-28434 


Strategic bombers [microform] : need to 
redefine requirements for B-1B defen- 
sive avionics system : report to the 
Chairman, Committee on Armed Serv- 
ices, United States Senate /, 93-21250 


Strategic defense initiative [microform] : 
estimates of Brilliant Pebbles’ effective- 
ness are based on many unproven as- 
sumptions : report to Chairman, Com- 
mittee on Armed Services, U.S. Senate 
/, 93-13963 


Strategic Defense Inititative [microform] 
: 15-year funding requirements : fact 
sheet for the Chairman, Committee on 
Armed Services, House of Representa- 
tives /, 93-4863 


Strategic forces [microform] : Minuteman 
weapon system status and current 
issues : report to the Chairman, Com- 
mittee on Armed Services, House of 
Representatives /, 93-11499 


Strategic information planning [micro- 
form] : framework for designing and 
developing system architectures : staff 
study /, 93-16409 


Strategic missiles [microform] : ACM 
program, opportunity for additional 
savings : report to the Secretary of De- 
fense /, 93-16440 


Strategic missiles : logistics support for 
advanced cruise missile based on out- 
moded plans : report to the Chairman, 
Committee on Armed Services, House 
of Representatives /, 93-2102 


Strategic sealift [microform] : part of the 
National Defense Reserve Fleet is no 
longer needed : report to congressional 
requesters /, 93-7298 


Strategic weapons [microform] : nuclear 
weapons targeting process : fact sheet 
for congressional requesters /, 93- 
9396 


Student aid [microform] : financial assist- 
ance to scholarship athletes : briefing 
report to the Honorable Byron L. 
Dorgan, House of Representatives /, 
93-4805 


Student financial aid [microform] : char- 
acteristics of jobs provided through the 
College Work-Study Program : brief- 
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ing report to the Honorable Harris 
Wofford, U.S. Senate /, 93-13941 


Student financial aid [microform] : Edu- 
cation can do more to screen schools 
before students receive aid : report to 
the Chairman, Subcommittee on Post- 
secondary Education, Committee on 
Education and Labor, House of Repre- 
sentatives /, 93-4816 


Student financial aid [microform] : most 
supplemental educational opportunity 
grants are awarded to needy students : 
report to the Chairman, Committee on 
Labor and Human Resources, U.S. 
Senate /, 93-13937 


Student loans [microform] : direct loans 
could save money and simplify pro- 
gram administration : briefing report to 
the Chairman, Subcommittee on Post- 
secondary Education, Committee on 
Education and Labor, House of Repre- 
sentatives /, 93-13923 


Student testing [microform] : current 
extent and expenditures, with cost esti- 
mates for a national examination : 
report to congressional requesters /, 
93-28479 


Submarine combat system [microform] : 
BSY-2 development risks must be ad- 
dressed and production schedule reas- 
sessed : report to the Chairman, Sub- 
committee on Projection Forces and 
Regional Defense, Committee on 
Armed Services, U.S. Senate /, 93- 
7266 


Sugar program [microform] : changing 
domestic and international conditions 
require program changes : report to the 
Honorable Charles E. Schumer, House 
of Representatives /, 93-28506 


Summary of proposed and enacted rescis- 
sions, fiscal years 1974 through 1993 : 
communication from the Comptroller 
General of the United States transmit- 
ting an updated compilation of histori- 
cal information and statistics regarding 
rescissions proposed by the executive 
branch and rescissions enacted by Con- 
gress., 93-22461 


Superfund : [microform] : EPA cost esti- 
mates are not reliable or timely : report 
to the Administrator, Environmental 
Protection Agency /, 93-21186 

Superfund [microform] : actions needed 
to correct long-standing contract man- 
agement problems : statement of J. 
Dexter Peach, Assistant Comptroller 
General, Resources, Community, and 
Economic Development Division, 
before the Subcommittee on Oversight 
and Investigations, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-23763 


Superfund [microform] : EPA action 
could have minimized program man- 


152-067 0 - 94 - 29 : VOL. I 





agement costs : report to congressional 
requesters /, 93-28523 


Superfund [microform] : EPA needs to 
better focus cleanup technology devel- 
opment : statement of Richard L. 
Hembra, Director, Environmental Pro- 
tection Issues, Resources, Community, 
and Economic Development Division, 
before the Subcommittee on Investiga- 
tions and Oversight, Committee on 
Public Works and _ Transportation, 
House of Representatives /, 93-23775 


Superfund [microform] : issues that need 
to be addressed before the program’s 
next reauthorization statement of 
Peter F. Guerrero, associate director, 
Environmental Protection Issues, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Investigations and Over- 
sight, Committee on Public Works and 
Transportation, U.S. House of Repre- 
sentatives /, 93-11410 


Superfund [microform] : problems with 
the completeness and consistency of 
site cleanup plans : statement of Rich- 
ard L. Hembra, Director, Environmen- 
tal Protection Issues, Resources, Com- 
munity, and Economic Development 
Division, before the Subcommittee on 
Superfund, Ocean and Water Protec- 
tion, Committee on Environment and 
Public Works, U.S. Senate /, 93- 
23754, 93-23755 


Superfund [microform] : public health as- 
sessments incomplete and of question- 
able value : report to the Chairman, 
Subcommittee on Oversight and Inves- 
tigations, Committee on Energy and 
Commerce, House of Representatives / 
, 93-7336 


Superfund, EPA could do more to mini- 
mize cleanup delays at the Clark Fork 
sites [microform] : report to the Chair- 
man, Subcommittee on Environmental 
Protection, Committee on Environment 
and Public Works, U.S. Senate /, 93- 
9412 


Superfund, more settlement authority and 
EPA controls could increase cost re- 
covery [microform] : report to the 
Chairman, Environment, Energy, and 
Natural Resources Subcommittee, 
Committee on Government Operations, 
House of Representatives /, 93-7331 

Supportive housing [microform] : HUD 
is not assessing the needs of elderly 
residents : statement of Eleanor Che- 
limsky, Assistant Comptroller General, 
Program Evaluation and Methodology 
Division, [before the] Subcommittee on 
Housing and Consumer Interests, 
Select Committee on Aging, House of 
Representatives /, 93-23747 

Surface mining [microform] : manage- 
ment of the Abandoned Mine Land 
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fund : report to congressional request- 
ers /, 93-7338 
Surface transportation [microform] 

availability of intercity bus service con- 
tinues to decline : report to the Chair- 
man, Surface Transportation Subcom- 
mittee, Committee on Commerce, Sci- 
ence, and Transportation, U. S. Senate 
/, 93-21269 


Sustainable agriculture [microform] : pro- 
gram management, accomplishments, 
and opportunities : report to congres- 
sional requesters /, 93-21278 

Systemwide education reform [micro- 
form] : federal leadership could facili- 
tate district-level efforts : report to 
congressional requesters /, 93-28415 

Tactical intelligence [microform] : Joint 
STARS needs current cost and oper- 
ational effectiveness analysis : report to 
the Chairman, Subcommittee on De- 
fense, Committee on Appropriations, 
House of Representatives /, 93-28451 

Tactical missile acquisitions [microform] : 
understated technical risks leading to 
cost and schedule overruns : report to 
the Chairman, Subcommittee on De- 
fense, Committee on Apprcpriations, 
U.S. Senate /, 93-2129 

Tax administration [microform] : adminis- 
tration of the bad check penalty : brief- 
ing report to the Chairman and Vice 
Chairman, Joint Committee on Tax- 
ation, Congress of the United States /, 
93-4772 

Tax administration [microform] : adminis- 
trative aspects of the health insurance 
tax credit : fact sheet for the Chairman 
and the Ranking Minority Member, 
Subcommittee on Health, Committee 
on Ways and Means, House of Repre- 
sentatives /, 93-13898 

Tax administration [microform] : an 
update on IRS’ progress on accounts 
receivable and strategic management : 
statement of Jennie S. Stathis, Director, 
Tax Policy and Administration Issues, 
General Government Division, before 
the Committee on Governmental Af- 
fairs, United States Senate /, 93-13784 

Tax administration [microform] : benefits 
of a corporate document matching pro- 
gram exceed the costs : report to the 
Chairman, Subcommittee on Com- 
merce, Consumer, and Monetary Af- 
fairs, Committee on Government Oper- 
ations, House of Representatives /, 
93-11445 

Tax administration [microform] : Con- 
gress needs more information on com- 
pliance initiative results : report to the 
Committee on the Budget, U.S. Senate 
/, 93-16399 
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Tax administration [microform] : efforts 
to prevent, identify, and collect em- 
ployment tax delinquencies : report to 
the Chairman, Subcommittee on Over- 
sight, Committee on Ways and Means, 
House of Representatives /, 93-4788 


Tax administration [microform] : exam- 
ples of waste and inefficiency in IRS : 
fact sheet for the Chairman, Subcom- 
mittee on Oversight, Committee on 
Ways and Means, House of Represent- 
atives /, 93-28374 


Tax administration [microform] : federal 
contractor tax delinquencies and status 
of the 1992 tax return filing season : 
statement of Jennie S. Stathis, director, 
Tax Policy and Administration Issues, 
General Government Division, before 
the Subcommittee on Oversight, Com- 
mittee on Ways and Means, House of 
Representatives., 93-11378 


Tax administration [microform] : federal 
tax deposit information can be proc- 
essed more efficiently : report to the 
Secretary of the Treasury /, 93-4778 

Tax administration [microform] : gas guz- 
zler tax compliance can be increased : 
report to the Joint Committee on Tax- 
ation /, 93-4777 


Tax administration [microform] : informa- 
tion on tax counseling for the elderly 
program : briefing report to the Chair- 
man, Subcommittee on Oversight, 
Committee on Ways and Means, House 
of Representatives /, 93-28370 


Tax administration : interest on tax re- 
funds paid by IRS in 1988 : report to 
congressional committees /, 93-11440 


Tax administration [microform] : IRS ac- 
tivities to increase compliance of over- 
seas taxpayers : report to the Chair- 
man, Committee on Finance, US. 
Senate /, 93-28372 


Tax administration [microform] : IRS’ ad- 
ministration of the International Boy- 
cott Tax Code provisions : report to 
the Chairman, Committee on Finance, 
U.S. Senate, and the Honorable 
Charies E. Schumer, House of Repre- 
sentatives /, 93-4790 

Tax administration [microform] : IRS’ 
budget request for fiscal year 1993 : 
statement of Jennie S. Stathis, Director, 
Tax Policy and Administration Issues, 
General Government Division, before 
the Subcommittee on Oversight, Com- 
mittee on Ways and Means, House of 
Representatives /, 93-13786 


Tax administration [microform] : IRS’ ef- 
forts to establish a business information 
returns program : report to the Honor- 
able Doug Barnard, Jr., Chairman, 
Subcommittee on Commerce, Con- 
sumer, and Monetary Affairs, House 
Committee on Government Operations 
/, 93-9318 
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Tax administration [microform] : IRS’ ex- 
ecutives’ views on the business review 
process : fact sheet for the Commis- 
sioner of Internal Revenue /, 93- 
21195 


Tax administration [microform] : IRS ex- 
perience using undercover operations’ 
proceeds to offset operational expenses 
: report to the Chairman, Committee 
on Finance, U.S. Senate, and the 
Chairman, Committee on Ways and 
Means, House of Representatives /, 
93-4791 


Tax administration [microform] : IRS’ im- 
plementation of certain compliance ini- 
tiatives : fact sheet for the Committee 
on the Budget, U.S. Senate /, 93- 
13917 


Tax administration [microform] : IRS’ im- 


plementation of the 1988 Taxpayer Bill 
of Rights : report to the Chairman, 
Subcommittee on Private Retirement 
Plans and Oversight of the Internal 
Revenue Service, Committee on Fi- 
nance, U.S. Senate /, 93-16394 


Tax administration [microform] : IRS’ 


progress on integrity and ethics issues : 
statement of Jennie S. Stathis, Director, 
Tax Policy and Administration Issues, 
General Government Division, before 
the Subcommittee on Commerce, Con- 
sumer, and Monetary Affairs, Committ- 
tee on Government Operations, House 
of Representatives /, 93-28337 


Tax administration [microform] : IRS’ 


system used in prioritizing taxpayer de- 
linquencies can be improved : report to 
the Commissioner, Internal Revenue 
Service /, 93-13905 


Tax administration [microform] : IRS’ 


test of tax return filing by telephone : 
report to the Chairman, Committee on 
Governmental Affairs, U.S. Senate /, 
93-28371 


Tax administration [microform] : IRS un- 


dercover operations management over- 
sight should be strengthened : report to 
congressional requesters /, 93-21191 

Tax administration [microform] : money 
laundering forms could be used to 
detect nonfilers : statement of Jennie S. 
Stathis, Director, Tax Policy and Ad- 
ministration Issues, General Govern- 
ment Division, before the Subcommit- 
tee on Oversight, Committee on Ways 
and Means, House of Representatives / 

93-18519 


Tax administration [microform] : new de- 
linquent tax collection methods for IRS 
: report to the Chairman, Subcommit- 
tee on Oversight, Committee on Ways 
and Means, House of Representatives / 
, 93-28363 


Tax administration [microform] : one stop 
service, a new concept of assistance for 
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taxpayers : statement of Hazel E. Ed- 
wards, Associate Director, Tax Policy 
and Administration Issues, General 
Government Division, before the Sub- 
committee on Commerce, Consumer, 
and Monetary Affairs, Committee on 
Government Operations, House of 
Representatives /, 93-13785 


Tax administration [microform] : oppor- 
tunities to further improve IRS’ busi- 
ness review process : report to the 
Commissioner of Internal Revenue /, 
93-16401 


Tax administration [microform] : oppor- 
tunities to improve IRS’ correspond- 
ence on withholding allowances 
report to the Assistant to the Commis- 
sioner (Taxpayer Ombudsman), Inter- 
nal Revenue Service /, 93-4793 


Tax administration [microform] : oppor- 
tunities to increase revenue before expi- 
ration of the statutory collection period 
: report to the Chairman, Subcommit- 
tee on Oversight, Committee on Ways 
and Means, House of Representatives / 
, 93-11443 


Tax administration [microform] : oppor- 
tunities to increase the use of electronic 
filing : report to the Chairman, Com- 
mittee on Finance, U.S. Senate /, 93- 
28353 


Tax administration [microform] : oppor- 
tunities to reduce the burden of filing 
and processing tax returns : statement 
of Hazel E. Edwards, Associate Direc- 
tor, Tax Policy and Administration 
Issues, General Government Division, 
before the Subcommittee on Com- 
merce, Consumer and Monetary Af- 
fairs, Committee on Government Oper- 
ations, House of Representatives /, 
93-23720 


Tax administration [microform] : recur- 
ring tax issues tracked by IRS’ Office 
of Appeals : report to the Chairman, 
Subcommittee on Oversight, Commit- 
tee on Ways and Means, House of Rep- 
resentatives /, 93-28375 

Tax administration [microform] : replace- 
ment of service center computers pro- 
vides lessons for the future : report to 
the Chairman, Subcommittee on Over- 
sight, Committee on Ways and Means, 
House of Representatives /, 93-4782 


Tax administration : results of IRS’ mid- 
fiscal year 1989 financial review 
report to the Chairman, Subcommittee 
on Oversight, Committee on Ways and 
Means, House of Representatives /, 
93-11442 


Tax administration [microform] : stand- 
ards adhered to in issuing Revenue 
Ruling 90-27 : report to the Chairman, 
Subcommittee on Private Retirement 
Plans and Oversight of the Internal 
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Revenue Service, Committee on Fi- 
nance, U.S. Senate /, 93-13907 


Tax administration [microform] : trends 
for certain IRS programs : fact sheet 
for the Chairman, Subcommittee on 
Regulation and Government Informa- 
tion, Committee on Governmental Af- 
fairs, U.S. Senate /, 93-28376 


Tax policy [microform] : additional infor- 
mation on life insurance mortality 
charges : fact sheet for the Honorable 
Fortney H. (Pete) Stark, House of 
Representatives /, 93-9319 


Tax policy [microform] : allocating mo- 
torboat fuel excise taxes to the Aquatic 
Resources Trust Fund : briefing report 
to congressional requesters /, 93-4770 

Tax policy [microform] : amortizing pur- 
chased intangible assets : statement of 
Jennie S. Stathis, Director, Tax Policy 
and Administration Issues, General 
Government Division, before the Sub- 
committee on Oversight, Committee on 
Ways and Means, House of Represent- 
atives /, 93-13774 


Tax policy [microform] effects of 
changing the tax treatment of fringe 
benefits : report to the Joint Committee 
on Taxation, U.S. Congress /, 93- 
28343 


Tax policy [microform] : implications of 
replacing the corporate income tax 
with a consumption tax : report to the 
Ranking Minority Member, Committee 
on Ways and Means, House of Repre- 
sentatives /, 93-28357 


Tax policy [microform] : Internal Reve- 
nue Code provisions related to tax- 
exempt bonds : fact sheet for the 
Chairman, Subcommittee on Human 
Resources and Intergovernmental Rela- 
tions, Committee on Government Op- 
erations, House of Representatives /, 
93-9324 


Tax policy [microform] issues and 
policy proposals regarding tax treat- 
ment of intangible assets : report to the 
Joint Committee on Taxation /, 93- 
4787 


Tax policy [microform] : Puerto Rico 
and the section 936 tax credit : report 
to the Chairman, Committee on Fi- 
nance, U.S. Senate /, 93-28380 


Tax policy [microform] : selected tax 
provisions affecting the hard minerals 
mining and timber industries : fact 
sheet for the honorable John Melcher, 
United States Senate /, 93-4774 

Tax policy [microform] : summary of 
GAO work related to expiring tax pro- 
visions : statement for the record of 
Jennie S. Stathis, Director, Tax Policy 
and Administration Issues, General 
Government Division, [before the] 
Committee on Ways and Means, House 
of Representatives /, 93-13780 





Tax policy [microform] : tax treatment of 
life insurance and annuity accrued in- 
terest : report to the Chairman, Com- 
mittee on Finance, U.S. Senate, and the 
Chairman, Committee on Ways and 
Means, House of Representatives /, 
93-28341 


Tax policy [microform] : value-added tax 
: administrative costs vary with com- 
plexity and number of businesses : 
report to the Joint Committee on Tax- 
ation, U.S. Congress /, 93-28365 


Tax policy and administration [micro- 
form] : improvements for more effec- 
tive tax-exempt bond oversight : report 
to the Chairman, Subcommittee on 
Human Resources and Intergovern- 
mental Relations, Committee on Gov- 
ernment Operations, House of Repre- 
sentatives /, 93-28377 


Tax policy and administration. Annual 
report on GAO’s tax-related work [[mi- 
croform].], 93-26045 


Tax system modernization [microform] : 
status of on-line files initiative and tele- 
communications planning : fact sheet 
for the Chairman, Subcommitee on 
Oversight, Committee on Ways and 
Means, House of Representatives /, 
93-4823 


Tax systems modernization [microform] : 
concerns over security and privacy ele- 
ments of the systems architecture : 
report to the Chairman, Committee on 
Governmental Affairs, U.S. Senate /, 
93-28418 


Tax systems modernization [microform] : 
factors critical to success : statement of 
Howard G. Rhile, director, General 
Government Information Systems, In- 
formation Management and Technolo- 
gy Division, before the Subcommittee 
on Treasury, Postal Service, and Gen- 
eral Government, Committee on Ap- 
propriations, House of Representa- 
tives., 93-11386 


Tax systems modernization [microform] : 
input processing strategy is risky and 
lacks a sound analytical basis : state- 
ment of Howard G. Rhile, Director, 
General Government Information Sys- 
tems, Information Management and 
Technology Division, before the Sub- 
committee on Commerce, Consumer, 
and Monetary Affairs, Committee on 
Government Operations, House of 
Representatives /, 93-13819 

Tax systems modernization [microform] : 
IRS’ use of consultants to do the 
TMAC price/technical tradeoff analy- 
sis : report to the Chairman, Commit- 
tee on Governmental Affairs, U.S. 
Senate /, 93-21222 


Tax systems modernization [microform] : 
private sector modernization efforts 
IRS may want to examine : fact sheet 
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for the Chairman, Subcommitee on 
Commerce, Consumer, and Monetary 
Affairs, Committee on Government 
Operations, House of Representatives / 
, 93-4794 


Tax systems modernization [microform] : 


progress mixed in addressing critical 
success factors : statement of Howard 
G. Rhile, Director, General Govern- 
ment Information Systems, Information 
Management and Technology Division, 
before the Committee on Governmen- 
tal Affairs, United States Senate /, 93- 
13817 


Tax systems modernization [microform] : 


update on critical issues facing IRS : 
statement of Howard G. Rhile, Direc- 
tor, General Government Information 
Systems, Information Management and 
Technology Division, before the Sub- 
committee on Commerce, Consumer, 
and Monetary Affairs, Committee on 
Government Operations, House of 
Representatives /, 93-23731 


Technology transfer [microform] : federal 


efforts to enhance the competitiveness 
of small manufacturers : report to the 
ranking minority member, Committee 
on Small Business, U.S. Senate /, 93- 
7348 





ications [microform] : com- 
petition in the cellular telephone serv- 
ice industry : statement of Kenneth M. 
Mead, Director, Resources, Communi- 
ty, and Economic Development Divi- 
sion, before the Subcommittee on Com- 
munications, Committee on Commerce, 
Science, and Transportation, United 
States Senate /, 93-23757 

ications [microform] : FCC’s 
handling of formal complaints filed 
against common carriers : report to the 
Chairman, Information, Justice, Trans- 
portation, and Agriculture Subcommit- 
tee, Committee on Government Oper- 
ations, House of Representatives /, 
93-28505 





ications [microform] : GSA 
should improve oversight of small busi- 
ness contracting : report to the Chair- 
man, Committee on Government Oper- 
ations, House of Representatives /, 
93-4828 





Telecommunications [microform] : inter- 


tuptions of telephone service : fact 
sheet for the Chairman, Subcommittee 
on Telecc ications and Finance, 
Committee on Energy and Commerce, 
House of Representatives /, 93-28503 
1991 survey of 
cable television rates and services [mi- 
croform] : report to the Chairman, 
Subcommittee on Telecommunications 
and Finance, Committee on Energy 
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and Commerce, House of Representa- 
tives /, 93-4882 


Tennessee Valley Authority [microform] 
: issues surrounding decision to con- 
tract out construction activities : report 
to congressional requesters /, 93-7353 


Test and evaluation [microform] : im- 
provements are being made in the De- 
partment of Defense’s test planning : 
report to the ranking minority member, 
Committee on Governmental Affairs, 
U.S. Senate /, 93-9377 

Testimony : Bonneville Unit’s Irrigation 
and Drainage System is not economi- 
cally justified /, 93-2061 

Testing oversight [microform] : oper- 
ational test and evaluation oversight : 
improving but more is needed : briefing 
report to congressional requesters /, 
93-7275 


Theater missile defense program [micro- 
form] : funding and personnel require- 
ments are not fully defined : report to 
the Chairman, Legislation and National 
Security Subcommittee, Committee on 
Government Operations, House of 
Representatives /, 93-28443 

Thrift crisis [microform] : strategic plan 
for Resolution Trust Corporation and 
management of FSLIC deals : state- 
ment of Richard L. Fogel, Assistant 
Comptroller General, General Govern- 
ment Programs, before the House 
Committee on Banking, Finance and 
Urban Affairs, House of Representa- 
tives /, 93-16342 


Thrift industry [microform] : forbearance 
for troubled institutions 1982-1986 : 
briefing report to the Chairman, Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate /, 93- 
13895 


Thrift industry [microform] : the Man- 
agement Consignment Program : brief- 
ing report to the Chairman, Committee 
on Banking, Housing, and Urban Af- 
fairs, U.S. Senate /, 93-9317 


Thrift resolutions [microform] : FSLIC 
1988 and 1989 assistance agreement 
costs subject to significant uncertainties 
: report to the Congress /, 93-13885, 
93-18535 


Timber program [microform] : a cost ac- 
counting system design for timber sales 
in national forests : report to congres- 
sional requesters /, 93-4767 


Titan IV launch vehicle [microform] : re- 
structured program could reduce fiscal 
year 1992 funding needs : report to 
congressional requesters /, 93-7292 


Toxic substances [microform] : EPA’s 
chemical testing program has not re- 
solved safety concerns : report to the 
Chairman, Environment, Energy, and 
Natural Resources Subcommittee, 
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Committee on Government Operations, 
House of Representatives /, 93-7329, 
93-11415, 93-11425 


Toxic substances [microform] : status of 
EPA’s reviews of chemicals under the 
chemical testing program : fact sheet 
for the Chairman, Environment, 
Energy, and Natural Resources Sub- 
committee, Committee on Government 
Operations, House of Representatives / 

93-18635 


Trade adjustment : funding status of 
Commerce’s Trade Adjustment Assist- 
ance Program : report to the Honora- 
ble John Heinz, U.S. Senate /, 93- 
2113 


Trademark automation [microform] 
search system improved but funding 
for replacement should be deferred : 
report to the Chairman, Subcommittee 
on Intellectual Property, and Judicial 
Administration, Committee on the Ju- 
diciary, House of Representatives /, 
93-9364 


Traffic congestion [microform] : activities 
to reduce travel demand and air pollu- 
tion are not widely implemented : 
report to congressional requesters /, 
93-28476 


Trans-Alaska pipeline [microform] : en- 
suring the pipeline’s security : briefing 
report to the Chairman, Subcommittee 
on Water, Power, and Offshore Energy 
Resources, Committee on Interior and 
Insular Affairs, House of Representa- 
tives /, 93-13990 


Transition from school to work [micro- 
form] : linking education and worksite 
training : report to congressional re- 
questers /, 93-4814 

Transportation infrastructure [microform] 
: Major program revisions present chal- 
lenges statement of Kenneth M. 
Mead, Director, Transportation Issues, 
Resources, Community, and Economic 
Development Division, before the In- 
terim Committees on Transportation, 
Oregon State Legislature /, 93-23776 


Transportation infrastructure [microform] 
: preserving the nation’s investment in 
the Interstate Highway System : report 
to the Committee on Public Works and 
Transportation, House of Representa- 
tives /, 93-9406 


Transportation infrastructure [microform] 
: the nation’s highway bridges remain 
at risk from earthquakes : report to 
congressional requesters /, 93-9417 


Transportation issues /, 93-14006 


Transportation safety [microform] : infor- 
mation strategy needed for hazardous 
materials : report to the Chair, Sub- 
committee on Government Activities 
and Transportation, Committee on 
Government Operations, House of 
Representatives /, 93-4824 
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Travel advisories [microform] : State 


needs better practices for informing 
Americans of dangers overseas ; report 
to the Chairman, Legislation and Na- 
tional Security Subcommittee, Commit- 
tee on Government Operations, House 
of Representatives., 93-7286 


Treasury’s sale of zero-coupon bonds to 


Mexico [microform] statement of 
Allan I. Mendelowitz, Director, Inter- 
national Trade, Energy and Finance 
Issues, before the Committee on Bank- 
ing, Finance and Urban Affairs, House 
of Representatives /, 93-16371 


Troop reductions [microform] : lessons 


learned from Army’s approach to inac- 
tivating the 9th Division : report to the 
Secretary of Defense /, 93-21223 


Truck safety [microform] : need to better 


ensure correction of serious inspection 
violations : report to congressional re- 
questers /, 93-11511 


U.S.-Chilean trade [microform] : develop- 


ments in the agriculture, fisheries, and 
forestry sectors : report to the Chair- 
man, Committee on Agriculture, House 
of Representatives /, 93-28369 


U.S.-Japan codevelopment [microform] : 


update of the FS-X program : report to 
the Speaker of the House of Represent- 
atives and the Chairmen, selected 
Senate committees /, 93-21236 


U.S.-Japan trade [microform] : interim 


report on sector-selective agreements : 
briefing report to the Honorable Lloyd 
M. Bentsen, United States Senate /, 
93-4844 


U.S.-Korea fighter coproduction program 


[microform] : statement of Joseph E. 
Kelley, Director, Security and Interna- 
tional Relations Issues, National Securi- 
ty and International Affairs Division, 
before the Subcommittee on Arms 
Control, International Security and Sci- 
ence, Subcommittee on Asian and Pa- 
cific Affairs, Committee on Foreign 
Affairs, House of Representatives /, 
93-13825 


U.S.-Mexico trade [microform] : survey 


of U.S. border infrastructure needs : 
report to the Chairman, Committee on 
Finance, U.S. Senate /, 93-13956 


U.S.-NATO burden sharing : allies’ con- 


tributions to common defense during 
the 1980s : report to the Chairman, 
Committee on Armed Services, House 
of Representatives /, 93-2127 


U.S. and foreign strategies for preparing 


noncollege youth for employment : 
statement of Franklin Frazier, Direc- 
tor, Education and Employment Issues, 
Human Resources Division, before the 
Subcommittee on [Education and 
Health, Joint Economic Committee., 
93-2048 
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U.S. Commission on Civil Rights [micro- 
form] : the Commission has complied 
with FY90 Appropriation Act provi- 
sions : report to the Chairmen, Com- 
mittees on Appropriations, U.S. Senate 
and House of Representatives /, 93- 
18549 


U.S. Corps of Engineers [microform] : 
better management needed for mobili- 
zation support : report to the Chair- 
man, Legislation and National Security 
Subcommittee, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 93-28450 


U.S. courts [microform] : estimated user 
fee to pay for new facilities : briefing 
report to the Chairman, Subcommittee 
on Water Resources, Transportation 
and Infrastructure, Committee on Envi- 
ronment and Public Works, U.S. 
Senate /, 93-4796 


U.S. Department of Agriculture [micro- 
form] : management issues remain unre- 
solved in the Market Promotion Pro- 
gram : statement of Allan I. Men- 
delowitz, Director, International Trade 
and Finance Issues, General Govern- 
ment Division, before the Committee 
on Agriculture, Nutrition, and Forest- 
ry, U.S. Senate /, 93-13783 


U.S. Department of Agriculture [micro- 
form] : overhauling the farm agencies’ 
field structure : statement of John W. 
Harman, Director, Food and Agricul- 
ture Issues, Resources, Community, 
and Economic Development Division, 
before the Subcommittee on Wheat, 
Soybeans, and Feed Grains, Committee 
on Agriculture, House of Representa- 
tives /, 93-23771 


U.S. Department of Agriculture [micro- 
form] : restructuring will impact farm 
service agencies’ automation plans and 
programs : statement for the record by 
JayEtta Z. Hecker, Director, Re- 
sources, Community, and Economic 
Development Information Systems, In- 
formation Management and Technolo- 
gy Division, before the Committee on 
Agriculture, House of Representatives 
/, 93-23735 


U.S. Department of Agriculture [micro- 
form] : revitalizing and streamlining the 
Department : statement for the record 
by John W. Harman, Director, Food 
and Agriculture Issues, Resources, 
Community, and Economic Develop- 
ment Division, before the Committee 
on Agriculture, House of Representa- 
tives /, 93-23761 

U.S. Department of Agriculture [micro- 
form] : revitalizing structure, systems, 
and strategies : report to the Congress 
/, 93-4877 

The U.S. Export-Import Bank [micro- 
form] : no evidence of financing re- 





stricted chemical exports to Iraq : 
report to the Chairman, Subcommittee 
on Defense, Committee on Appropria- 
tions, U.S. Senate /, 93-4852 


The U.S. Export-Import Bank [micro- 
form] : the bank plays an important 
role in promoting exports : statement 
of Allan I. Mendelowitz, Director, 
International Trade and Finance Issues, 
General Government Division, before 
the Subcommittee on International De- 
velopment, Finance, Trade, and Mone- 
tary Policy, Committee on Banking, Fi- 
nance, and Urban Affairs, House of 
Representatives /, 93-13788 


The U.S. Export-Import Bank [micro- 
form] : the bank provides direct and 
indirect assistance to small businesses : 
report to the Subcommittee on Ex- 
ports, Tax Policy, and Special Prob- 
lems, Committee on Small Business, 
House of Representatives /, 93-21196 


U.S. Government Printing Office [micro- 
form : Materials Management Service’s 
charges for handling paper and materi- 
als] : report to the Chairman, Joint 
Committee on Printing, Congress of 
the United States /, 93-2080 


U.S. Postal Service [microform] : Postal 
Inspection Service’s independence and 
reporting requirements : report to con- 
gressional requesters /, 93-4764 

U.S. Postal Service [microform] : pricing 
postal services in a competitive envi- 
ronment : report to the Congress /, 
93-13919 


U.S. Postal Service [microform] : priority 
mail at risk to competition if double 
postage rule is suspended : report to 
Congressional requesters /, 93-16395 

UMTA project oversight and mass transit 
issues [microform] : statement of John 
W. Hill, Jr., Associate Director, Re- 
sources, Community, and Economic 
Development Division, before the Sub- 
committee on Housing and Urban Af- 
fairs, Committee on Banking, Housing 
and Urban Affairs, United States 
Senate, in San Jose, California /, 93- 
16384 

Unallowable costs [microform] : the gov- 
ernment does not reimburse contractor 
contributions : briefing report to the 
Honorable Barbara M. Boxer, House of 
Representatives /, 93-7278 

Unemployed parents [microform] : an 
evaluation of the effects of welfare 
benefits on family stability : briefing 
report to the Chairman, Committee on 
Finance, U.S. Senate /, 93-4868 

Unemployed parents [microform] : initial 
efforts to expand state assistance : 
report to the Chairman, Committee on 
Finance, U.S. Senate /, 93-4867 

UNESCO [microform] : management re- 
forms since the United States with- 
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drawal : statement of Frank C. Cona- 
han, Assistant Comptroller General, 
National Security and International Af- 
fairs Division, before the Subcommittee 
on Environment, House Committee on 
Science, Space, and Technology, and 
the Subcommittees on Human Rights 
and International Organizations and on 
International Operations, House Com- 
mittee on Foreign Affairs, House of 
Representatives /, 93-23739 


United Nations [microform] : issues relat- 


ed to payment of U.S. contributions : 
report to the Chairman, Committee on 
Foreign Affairs, House of Representa- 
tives /, 93-11491 


Uranium enrichment [microform] : analy- 


sis of decontamination and decommis- 
sioning scenarios : briefing report to 
the Chairman, Subcommittee on 
Energy and Power, Committee on 
Energy and Commerce, House of Rep- 
resentatives /, 93-16463 


Uranium enrichment [microform] : unre- 


solved trade issues leave uncertain 
future for U.S. uranium industry : 
report to the ranking minority member, 
Subcommittee on Nuclear Regulation, 
Committee on Environment and Public 
Works, U.S. Senate /, 93-21275 


Urban poor [microform] : tenant income 


misreporting deprives other families of 
HUD-subsidized housing : report to the 
Chairman, Subcommitee on Housing 
and Urban Affairs, Committee on 
Banking, Housing, and Urban Affairs, 
U.S. Senate /, 93-21204 


USDA commodity forecasts [microform] 


: inaccuracies found may lead to under- 
estimates of budget outlays : report to 
the Honorable J. Robert Kerrey, U.S. 
Senate /, 93-16446 


Use of information technology by VA’s 


Department of Veterans Benefits [mi- 
croform] : statement of Melroy D. 
Quasney, Associate Director, Informa- 
tion Management and Technoiogy Di- 
vision, before the Subcommittee on 
Oversight and Investigations, Commit- 
tee on Veterans Affairs, House of Rep- 
resentatives /, 93-13812 


Utilities’ potential use of clean coal tech- 


nologies [microform] : statement of 
Victor S. Rezendes, Director, Energy 
Issues, Resources, Community, and 
Economic Development Division, 
before the Subcommittee on Economic 
Stabilization, Committee on Banking, 
Finance and Urban Affairs, House of 
Representatives., 93-2055 


VA health care [microform] : actions in 


response to VA’s 1989 mortality study 
: report to the Chairman, Committee 
on Veterans’ Affairs, U.S. Senate /, 
93-11462 
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VA health care [microform] : alternative 
health insurance reduces demand for 
VA care : report to the Honorable 
Frank H. Murkowski, U.S. Senate /, 
93-18569 


VA health care [microform] : compliance 
with Joint Commission accreditation 
requirements is improving : report to 
the Chairman, Committee on Veterans’ 
Affairs, U.S. Senate /, 93-18562 


VA health care [microform] : copayment 
exemption procedures should be im- 
proved : report to the Honorable 
Frank H. Murkowski, U.S. Senate /, 
93-18568 


VA health care [microform] : delays in 
awarding major construction contracts 
: report to congressional committees /, 
93-11455, 93-21210 


VA health care [microform] : efforts to 
improve pharmacies’ controls over ad- 
dictive drugs : statement of David P. 
Baine, Director, Federal Health Care 
Delivery Issues, Human Resources Di- 
vision, before the Subcommittee on 
Oversight and Investigations, Commit- 
tee on Veterans’ Affairs, House of Rep- 
resentatives /, 93-18520 


VA health care [microform] : inadequate 
controls over scarce medical specialist 
contracts : report to the Chairman, 
Subcommittee on Oversight and Inves- 
tigations, Committee on Veterans’ Af- 
fairs, House of Representatives /, 93- 
18578, 93-21172 


VA health care [microform] : inadequate 
enforcement of federal ethics require- 
ments at VA medical centers : report 
to the Chairman, Subcommittee on 
Oversight and Investigations, Commit- 
tee on Veterans’ Affairs, House of Rep- 
resentatives /, 93-28399, 93-28400 


VA health care [microform] : moderniz- 
ing VA’s_ mail-service pharmacies 
should save millions of dollars : report 
to the Honorable Frank H. Murkowski, 
U.S. Senate /, 93-13929 


VA health care : offsetting long-term 
care costs by adopting state copayment 
practices : report to the Honorable 
Frank H. Murkowski, U.S. Senate /, 
93-16406 


VA health care [microform] : role of the 
Chief of Nursing Service should be ele- 
vated : report to the Honorable Frank 
H. Murkowski, U.S. Senate /, 93- 
16405 


VA health care [microform] : the quality 
of care provided by some VA psychi- 
atric hospitals is inadequate : report to 
the Chairman, Committee on Veterans’ 
Affairs, U.S. Senate /, 93-9350 


VA health care [microform] : VA plans 
will delay establishment of Hawaii 
medical center : report to the Honora- 
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ble Frank H. Murkowski, U.S. Senate / 
» 93-13933 


VA health care [microform] : verifying 
veterans’ reported income could gener- 
ate millions in copayment revenues : 
report to the Honorable Frank H. Mur- 
kowski, U.S. Senate /, 93-18589 


VA health care cost recoveries : state- 
ment of Edward A. Densmore, Direc- 
tor, Planning and Reporting, Human 
Resources Division, before the Sub- 
committee on Hospitals and Health 
Care, Committee on Veterans’ Affairs, 
House of Representatives., 93-2049 


VA health care for women [microforn] : 
despite progress, improvements needed 
: statement of David P. Baine, Director 
of Federal Health Care Delivery 
Issues, Human Resources Division, 
before a field hearing held in Pitts- 
burgh, PA, by the Committee on Vet- 
erans’ Affairs, United States Senate /, 
93-21166 


VA life insurance [microform] : adminis- 
trative costs for three programs should 
be paid from excess funds : report to 
the Chairman, Committee on Veterans’ 
Affairs, U.S. Senate /, 93-13934 


VA life insurance [microform] : premi- 
ums and program reserves need more 
timely adjustments : report to the 
Chairman, Committee on Veterans’ Af- 
fairs, U.S. Senate /, 93-21205 


Value engineering [microform] : useful- 
ness well established when applied ap- 
propriately : statement of L. Nye Ste- 
vens, Director, Government Business 
Operations Issues, General Govern- 
ment Division, before the Subcommit- 
tee on Legislation and National Securi- 
ty, Committee on Government Oper- 
ations, House of Representatives /, 
93-23726 


Venezuelan energy [microform] : oil pro- 
duction and conditions affecting poten- 
tial future U.S. investment : report to 
congressional requesters /, 93-16432 


Veterans Affairs IRM [microform] 
stronger role needed for chief informa- 
tion resources officer : briefing report 
to the Chairman, Committee on Gov- 
ernment Operations, House of Repre- 
sentatives /, 93-7269 


Veterans affairs issues /, 93-11521, 93- 
11532 


Veterans’ benefits [microform] : savings 
from reducing VA pensions to Medic- 
aid-supported nursing home residents : 
report to the Chairman, Committee on 
Veterans’ Affairs, U.S. Senate /, 93- 
16404 

Veterans’ benefits [microform] : VA 
needs to verify medical expenses 
claimed by pension beneficiaries 
report to the Chairman, Committee on 
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Veterans’ Affairs, U.S. Senate /, 93- 
7265 


Victims of Crime Act grants [microform] 
: better reporting needed for compensa- 
tion and assistance programs : report to 
the Chairman, Subcommittee on Crime 
and Criminal Justice, Committee on the 
Judiciary, House of Representatives /, 
93-9328 


Vocational rehabilitation [microform] : 
better VA management needed to help 
disabled veterans find jobs : report to 
the Chairman, Committee on Veterans’ 
Affairs, U.S. Senate /, 93-18574 


Vocational rehabilitation [microform] : 
clearer guidance could help focus serv- 
ices on those with severe disabilities : 
report to the Chairman, Subcommittee 
on Select Education, Committee on 
Education and Labor, House of Repre- 
sentatives /, 93-9349 


Vocational rehabilitation [microform] : 
VA needs to emphasize serving veter- 
ans with serious employment handicaps 
: report to the Chairman, Committee 
on Veterans’ Affairs, U.S. Senate /, 
93-18584 


Vocational rehabilitation program [micro- 
form] : client characteristics, services 
received, and employment outcomes : 
statement of Robert York, acting direc- 
tor, Program Evaluation in Human 
Services Areas, Program Evaluation 
and Methodology Division, before the 
Subcommittee on Select Education, 
Committee on Education and Labor, 
House of Representatives /, 93-11403 

Voice of America [microform] : manage- 
ment actions needed to adjust to a 
changing environment : report to the 
Chairman, Subcommittee on Com- 
merce, Justice, State, the Judiciary, and 
Related Agencies, House Committee 
on Appropriations /, 93-21231 


The war on drugs [microform] : narcotics 
control efforts in Panama : report to 
the Chairman, Select Committee on 
Narcotics Abuse and Coniroi, House of 
Representatives /, 93-9384 


Waste minimization [microform] : EPA 
data are severely flawed : report to 
congressional requesters /, 93-4865 

Waste minimization [microform] : major 
problems of data reliability and validity 
identified : report to congressional re- 
questers /, 93-13981 

Water pollution [microform] : alternative 
strategies needed to reduce wastewater 
treatment costs : statement for the 
record by Richard L. Hembra, Direc- 
tor, Environmental Protection Issues, 
Resources, Community, and Economic 
Development Division, Subcommittee 
on Investigations and Oversight, Com- 
mittee on Public Works and Transpor- 
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tation, House of Representatives /, 
93-23769 


Water pollution [microform] : coordinat- 
ed strategy needed to address radioac- 
tive and toxic wastes in the Massachu- 
setts Bay : statement of Peter F. Guer- 
rero, associate director, Environmental 
Protection Issues, Resources, Commu- 
nity, and Economic Development Di- 
vision, before the Subcommittee on 
Fisheries and Wildlife Conservation 
and the Environment, Committee on 
Merchant Marine and Fisheries, House 
of Representatives /, 93-11412 


Water pollution [microform] EPA 
budget needs to place greater emphasis 
on controlling nonpoint source pollu- 
tion : statement for the record by Rich- 
ard L. Hembra, Director, Environmen- 
tal Protection Issues, Resources, Com- 
munity, and Economic Development 
Division, [before the] Committee on 
Governmental Affairs, United States 
Senate /, 93-21180 


Water pollution [microform] ocean 
dumping fee program is meeting statu- 
tory requirements : statement of Rich- 
ard L. Hembra, director, Environmen- 
tal Protection Issues, Resources, Com- 
munity, and Economic Development 
Division, before the Subcommittee on 
Oceanography, Great Lakes, and Outer 
Continental Shelf, Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives /, 93-11406 


Water pollution [microform] : stronger 
efforts needed by EPA to control toxic 
water pollution : report to the chair- 
man, Environment, Energy, and Natu- 
ral Resources Subcommittee, Commit- 
tee on Government Operations, House 
of Representatives /, 93-7333 


Water pollution monitoring [microform] : 
EPA’s Permit Compliance System 
could be used more effectively : brief- 
ing report to the Chairman, Subcom- 
mittee on Environmental Protection, 
Committee on Environment and Public 
Works, U.S. Senate /, 93-18597 

Water resources [microform] : Corps’ 
management of ongoing drought in the 
Missouri River Basin : report to con- 
gressional requesters /, 93-9409 

Water resources [microform] : Highfield 
Water Company should not receive 
compensation from the U.S. Army : 
report to congressional committees /, 
93-28493 


Water resources [microform] : local spon- 
sors’ views on Corps’ implementation 
of project cost sharing : fact sheet for 
congressional requesters /, 93-7344 

Water resources [microform] : the Corps 
of Engineers’ dredging program for 
small business firms : briefing report to 





the Chairman, Committee on Small 
Business, U.S. Senate /, 93-18653 


Water subsidies [microform] : views on 
proposed reclamation reform legislation 
: Statement of James Duffus, director, 
Natural Resources Management Issues, 
Resources, Community, and Economic 
Development Division, before the Sub- 
committee on Water and Power, Com- 
mittee on Energy and Natural Re- 
sources, United States Senate /, 93- 
11405 


Weapons codevelopment [microform] : 
U.S. national issues in the MLRS Ter- 
minal Guidance Warhead Program : 
report to the Secretary of Defense /, 
93-7307 


Weapons production [microform] : im- 
pacts of production rate changes on 
aircraft unit costs : report to congres- 
sional requesters /, 93-9310 


Weather satellites [microform] : action 
needed to resolve status of the U.S. 
geostationary satellite program : report 
to the Chairman, Committee on Sci- 
ence, Space, and Technology, House of 
Representatives /, 93-7288 


Weather satellites [microform] : econo- 
mies available by converging govern- 
ment meteorological satellites : report 
to congressional committees and sub- 
committees /, 93-4831 


Welfare simplification [microform] 
states’ views on coordinating services 
for low-income families : fact sheet for 
congressional requesters /, 93-4809 


Welfare to work [microform] : effective- 
ness of tribal JOBS programs unknown 
: briefing report to congressional com- 
mittees /, 93-11469 

Welfare to work [microform] : implemen- 
tation and evaluation of transitional 
benefits need HHS action : report to 
congressional requesters /, 93-18580 


Welfare to work [microform] : states 
begin JOBS, but fiscal and other prob- 
lems may impede their progress : 
report to the Committee on Finance, 
U.S. Senate /, 93-4815 


Wetlands overview [microform] : federal 
and state policies, legislation, and pro- 
grams : fact sheet for congressional re- 
questers /, 93-18637 

Wetlands preservation [microform] : ease- 
ments are protecting prairie potholes 
but some improvements are possible : 
report to the Honorable John D. Din- 
gell, House of Representatives /, 93- 
16459 


Whistleblower protection [microform] : 
agencies’ implementation of the Whis- 
tleblower statutes has been mixed : 
report to the Chairman, Committee on 
Post Office and Civil Service, House of 
Representatives /, 93-28362 
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White House [microform] : acquistion of 
automated resume processing system : 
report to congressional requesters /, 
93-28385 

Wilderness management [microform] : ac- 
countability for Forest Service funds 
needs improvement : report to the 
Chairman, Subcommittee on National 
Parks and Public Lands, Committee on 
Interior and Insular Affairs, House of 
Representatives /, 93-9413 


Women’s health [microform] FDA 
needs to ensure more study of gender 
differences in prescription drug testing 
: report to congressional requesters /, 
93-18592 


Women’s health information [microform] 
: HHS lacks an overall strategy : state- 
ment of Mark V. Nadel, Associate Di- 
rector, National and Public Health 
Issues, Human Resources Division, 
before the Subcommittee on Housing 
and Consumer Interests, Select Com- 
mittee on Aging, House of Representa- 
tives /, 93-21173 


1988 financial audit [microform] : Federal 
Housing Administration : statement of 
Charles A. Bowsher, Comptroller Gen- 
eral of the United States, before the 
Subcommittee on Housing and Urban 
Affairs, Committee on Banking, Hous- 
ing and Urban Affairs, U.S. Senate /, 
93-13756, 93-16333 

1990 census [microform] : limitations in 
methods and procedures to include the 
homeless : report to congressional com- 
mittees /, 93-16391 

1990 census [microform] : reported net 
undercount obscured magnitude of 
error : report to congressional request- 
ers /, 93-7246 

1992 Air Force budget [microform] : po- 
tential reduction for the B-2 initial 
spares : briefing report to the Chair- 
man, Subcommittee on Defense, Com- 
mittee on Appropriations, House of 
Representatives /, 93-13953 

1992 Air Force budget [microform] : po- 
tential reductions in satellite programs : 
briefing report to congressional re- 
questers /, 93-7294 


1992 Air Force budget [microform] : po- 
tential reductions to aircraft procure- 
ment programs : briefing report to the 
Chairman, Subcommittee on Defense, 
Committee on Appropriations, House 
of Representatives /, 93-2130 

1992 Army budget [microform] : poten- 
tial reductions in command, control, 
and communications programs : brief- 
ing report to congressional requesters / 
, 93-4854 

1992 Army budget [microform] : poten- 
tial reductions to missile programs : 
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briefing report to the Chairman, Sub- 
committee on Defense, Committee on 
Appropriations; U.S. Senate /, 93- 
7296 


1992 Navy budget [microform] : potential 
reduction in aircraft procurement pro- 
gram : briefing report to congressional 
requesters /, 93-9397 


1992 Navy budget [microform] : potential 
reduction in shipbuilding and conver- 
sion program : briefing report to the 
Chairmen, Subcommittees on Defense, 
Senate and House Committees on Ap- 
propriations /, 93-9395 

1992 Navy budget [microform] : potential 
reductions in research, development, 
test, and evaluation programs : briefing 
report to congressional requesters /, 
93-9393 


1992 Navy budget [microform] : potential 
reductions in weapons procurement 
programs : briefing report to congres- 
sional requesters /, 93-9389 

1993 defense budget [microform] : poten- 
tial reductions to ammunition programs 
: report to the congressional requestors 
/, 93-21245 

1993 DOD budget [microform] : potential 
reductions in command, control, and 
communications programs : briefing 
report to congressional requesters /, 
93-21252 


United States. General Accounting Office. 


The Chief Financial Officers Act [micro- 
form] : a mandate for federal financial 
management reform /, 93-13866 


United States. General Accounting Office. 
Advisory Council on Civil Rights. 
Advisory Council on Civil Rights ... 

annual report [[microform].] , 93- 
13994 


United States. General Accounting Office 

General Government Division. 

Conference planning guide [microform] / 
, 93-13899 

Double postage enforcement [microform] 
» 93-7249 

Federal sector management reports and 
testimony [[microform]] / , 93-26044 

Information on federal health benefits 
costs [microform] /, 93-18543 

Postal Olympics sponsorship [microform] 
/, 93-7250 


United States. General Accounting Office. 


History Program. 
Adolph T. Samuelson, 1946-1975 [micro- 
form] /, 93-21259 


Chet Holifield [microform] / , 93-21258 


International activities, 1956-1981 [micro- 
form] : interview with James A. Duff, 
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J. Kenneth Fasick, and Charles D. Hy- 
lander /, 93-13974 


Phillip S. Hughes, 1972-1977 [microform] 
/, 93-21260 


Policy guidance, 1963-1986 [microform] : 
interview with Donald J. Horan, 
Eugene L. Pahl, and Allen R. Voss /, 
93-16444 


Regional offices and the Field Operations 
Division [microform] : interview with 
Francis X. Fee, Walter H. Henson, and 
Hyman L. Krieger /, 93-13973 


The San Francisco Regional Office, 1954- 
1987 [microform] interview with 
Harold J. D’Ambrogia, Kenneth A. 
Pollock, Richard A. Sheldon, and 
Charles F. Vincent /, 93-13975 


Transportation activities, 1946-1975 [mi- 
croform] : interview with Joseph P. 
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Fuel tax credits and refunds., 93-12438 

Group/case assignment study [micro- 
form] : phase I results and analysis., 
93-14904 

Guide to the Internal Revenue Service 
for congressional staff., 93-19635 

Handbook for National Office examina- 
tion, clerical/paraprofessional employ- 
ees., 93-10124 

Highlights of ... tax changes., 93-17298 

History of the Memphis Service Center : 
yesterday, today and tomorrow, 1972- 
1992 /, 93-24682 

Home mortgage interest deduction : for 
use in preparing ... returns., 93-17304 

How to begin depreciating your proper- 
ty—section 179 deduction, MACRS, 
listed property : for use in preparing ... 
returns., 93-17306 
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How to use the Problem Resolution Pro- 
gram of the IRS., 93-12470, 93- 
19639 


If you haven’t been filing your federal tax 
returns and you want to resolve your 
tax problems : come on in!, 93-14905 


If you suspect false information [text] : 
individuals may attempt to defraud the 
government by false income tax returns 
with the Internal Revenue Service., 
93-14915 


Individual retirement arrangements 
(IRAs) : for use in preparing ... re- 
turns., 93-14938 

Information for persons with handicaps 
or disabilities : for use in preparing ... 
returns., 93-14943 

Information for tax practitioners. 93- 
29610 


Installment sales : for use in preparing ... 
returns., 93-19631 


Instrucciones y la 
(espanol)., 93-19648 

Instructions for Form CT-1, employer’s 
annual railroad retirement and unem- 
ployment repayment tax return. 93- 
12471 


Instructions for Form W-2, wage and tax 
statement., 93-19640 


Instructions for Form 940, employer’s 
annual federal unemployment (FUTA) 
tax return., 93-17307 


Instructions for Form 990-C, farmers’ co- 
operative association income tax 
return., 93-14959 


Instructions for Form 990 EZ, short form 
return of organization exempt from 
income tax., 93-17308 


Instructions for Form 990-PF, return of 
private foundation or section 4947 
(a)(1) charitable trust treated as a pri- 
vate foundation., 93-19643 


Instructions for Form 990, return of orga- 
nization exempt from income tax., 93- 
19642 


Instructions for Form 990-T, exempt or- 
ganization business income tax return., 
93-17310 


Instructions for Form 1040 and Schedules 
A, B, C, D, E, EIC, F, and SE., 93- 
12484 

Instructions for Form 1040A and sched- 
ules 1, 2, and EIC., 93-12473 

Instructions for Form 1040C, U.S. de- 
parting alien income tax return., 93- 
17311 

Instructions for 
12476 

Instructions for Form 1040NR, U.S. non- 


resident alien income tax return., 93- 
17312 


Forma 1040EZ 


Form 1040EZ., 93- 





Instructions for Form 1040X, amended 
U.S. individual income tax return., 
93-14960 


Instructions for Form 1041 and schedules 
A, B, D, G, H, J, and K-1, U.S. fiduci- 
ary income tax return., 93-12485 

Instructions for Form 1065, U.S. partner- 
ship return of income., 93-12487 


Instructions for Form 1116, foreign tax 
credit : individual, fiduciary, or non- 
resident alien individual., 93-12489 

Instructions for Form 1120-FSC, U.S. 


income tax return of a foreign sales 
corporation., 93-17318 


Instructions for Form 1120-IC-DISC, in- 
terest charge domestic international 
sales corporation return., 93-19651 


Instructions for Form 1120-PC, US. 
property and casualty insurance com- 
pany income tax return., 93-14961 


Instructions for Form 1120-REIT, U.S. 
income tax return for real estate invest- 
ment trusts., 93-12491 


Instructions for Form 1120-RIC, U.S. 
income tax return for regulated invest- 
ment companies., 93-14962 


Instructions for Form 1120F, U.S. 
income tax return of a foreign corpora- 
tion., 93-17317 


Instructions for Form 1120S, U.S. income 
tax return for an S corporation., 93- 
12492 


Instructions for Form 2106, employee 
business expenses., 93-10138 


Instructions for Form 2119, sale of your 
home., 93-10139, 93-10140 


Instructions for Form 2210, underpay- 
ment of estimated tax by individuals 
and fiduciaries., 93-12497 


Instructions for Form 2441, child and de- 
pendent care expenses., 93-10141 


Instructions for Form 2555, 
earned income., 93-12498 


Instructions for Form 3800, general busi- 
ness credit., 93-17319 


Instructions for Form 3903 F, foreign 
moving expenses., 93-12499 

Instructions for Form 3903, moving ex- 
penses., 93-10142 


Instructions for Form 4562, depreciation 
and amortization., 93-12500 


Instructions for Form 4626, alternative 
minimum tax—corporations., 93- 
12501 


Instructions for Form 4684, casualties and 
thefts., 93-10143, 93-10144 


Instructions for Form 4720, return of cer- 
tain excise taxes on charities and other 
persons under chapters 41 and 42 of 
the Internal Revenue Code (sections 
4911, 4912, 4941, 4942, 4943, 4944, 
4945, and 4955)., 93-19652 


foreign 
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Instructions for Form 4797, sales of busi- 
ness property (also involuntary conver- 
sions and recapture amounts under sec- 
tions 179 and 280 F)., 93-12502 


Instructions for Form 4972, tax on lump- 
sum distributions., 93-19653 


Instructions for Form 5227, split-interest 
trust information return., 93-22371 


Instructions for Form 5300, application 
for determination for employee benefit 
plan., 93-19654 


Instructions for Form 5303, application 
for determination for collectively bar- 
gained plan., 93-22372 

Instructions for Form 5329, return for ad- 
ditional taxes attributable to qualified 
retirement plans (including IRAs), an- 
nuities, and modified endowment con- 
tracts., 93-10145 


Instructions for Form 5500, annual 
return/report of employee benefit plan 
(with 100 or more employees)., 93- 
17320 


Instructions for Form 5500-C/R, return/ 
report of employee benefit plan (with 
fewer than 100 participants). 93- 
19655 

Instructions for Form 5500EZ, annual 
return of one-participant (owners and 
their spouses) pension benefit plan., 
93-14963 


Instructions for Form 6198, at-risk limita- 
tions., 93-10146 


Instructions for Form 6251, alternative 
minimum tax—individuals., 93-12503 
Instructions for Form 6252, installment 

sale income., 93-17321 


Instructions for Form 6765, credit for in- 
creasing research activities (or for 
claiming the orphan drug credit)., 93- 
14964 

Instructions for Form 8264, application 
for registration of a tax shelter., 93- 
26998 


Instructions for form 8275 : disclosure 
statement under section 6661., 93- 
14965 


Instructions for Form 8582-CR, passive 
activity credit limitations., 93-17322 


Instructions for Form 8582, passive activ- 
ity loss limitations., 93-12504 

Instructions for Form 8810, corporate 
passive activity loss and credit limita- 
tions., 93-12505 

Instructions for Forms 1042 and 1042S., 
93-12486 


Instructions for forms 1099, 1098, 5498, 
and W-2G (including instructions for 
forms 1099-A, 1099-B, 1099-DIV, 1099- 
G, 1099-INT, 1099-MISC, 1099-OID, 
1099-PATR, 1099-R, and 5754)., 93- 
17316 
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Instructions for forms 1120 and 1120-A., 
93-12496 


Instructions for forms 8804, 8805 and 
8813., 93-14966 


Instructions for Schedule A (Form 990)., 
93-17309 


Instructions for Schedule D (Form 
1120S), capital gains and losses and 
built-in gains., 93-10137 

Instructions for Schedule PH (Form 
1120), U.S. personal holding company 
tax., 93-12495 


Instructions for Schedule R (Form 1040), 
credit for the elderly or the disabled., 
93-10136 


Instructions for schedule 3 (Form 
1040A), credit for the elderly or the 
disabled for Form 1040A filers., 93- 
8033 


Instructions for trustee for Form 
706GS(D-1), notification of distribution 
from a generation-skipping trust., 93- 
19641 

Instructions to filers of forms 1099, 1098, 
5498, and W-2G., 93-12488 

Integrated Test Call Survey System, 
1992., 93-3076 


Internal revenue bulletin., 93-1070 


Internal revenue cumulative bulletin., 
93-8030, 93-12434, 93-24676 


Internal Revenue Service strategic busi- 
ness plan., 93-22361 


Internal security inspector., 93-24678 


International issues : student coursebook., 
93-14941 

Investment income and expenses : for use 
in preparing ... returns., 93-17297 

IRS connections : a companion to the 
video magazine IRS connections 
viewer’s guide., 93-26987 

IRS facsimile directory., 93-19624 


IRS national office organizational tele- 
phone directory [[microform].] , 93- 
26997 

IRS printed product catalog., 93-14909, 
93-19623 


Is my withholding correct for ... ?, 93- 
14944 


Libro del curso : para consultar en la 
preparacion de declaraciones de im- 
puestos de ..., 93-14914 

List of original issue discount instruments 
: for use in preparing ... returns., 93- 
12467 

Looking for a speaker? : free community 
outreach tax education., 93-22364 

Medical and dental expenses., 93-17291 

Miscellaneous deductions : for use in pre- 
paring ... returns., 93-12446 

Money laundering [microform] : the use 
of cash transaction reports by federal 
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law enforcement agencies : report to 
congressional committees /, 93-9325 


Moving expenses [microform.], 93-5964 

Moving expenses : for use in preparing ... 
returns., 93-12445 

Mutual fund distributions : for use in pre- 
paring ... returns., 93-12454 


Net operating losses, trade or business, 
employee business expenses, casualty 
and theft : for use in preparing ... re- 
turns., 93-19630 


Nonbusiness_ disasters, casualties, and 
thefts : for use in preparing ... returns., 
93-12450 


Nunca es tarde! : si usted no ha presen- 
tado su declaracion federal de impues- 
tos por unos anos, probablemente 
creera que el IRS es el utltimo lugar 
adonde quiere ir, no es cierto?, 93- 
29615 


Office of Government Ethics (OGE) 
standards of ethical conduct : self-study 
guide : ethics., 93-19627 


Operation link., 93-22365 


Outreach presenter’s resource guide : 
community outreach tax education., 
93-17284 


Package for the special enrollment exami- 
nation., 93-24680 


Package X : informational copies of fed- 
eral tax forms., 93-14906, 93-14907, 
93-17282 


Partner’s instructions for schedule K-1 
(Form 1065), partner’s share of income, 
credits, deductions, etc. (for partner’s 
use only)., 93-12472 


Passive activity and at-risk rules : for use 
in preparing ... returns., 93-12464 


Pension and annuity income (including 
simplified general rule) : for use in pre- 
paring ... returns., 93-17300 

Plain or fancy we’ve got your forms! 
[picture] , 93-14917 


Plan for human resource issues., 93- 
19626 


Plan for human resource issues : future 
and current state descriptions. 93- 
24674 


Preguntas al IRS., 93-14955, 93-22366, 
93-29613 


Procedures on ordering forms., 93-3074 


Real estate mortgage investment conduits 
(REMICs) reporting information (and 
other collateralized debt obligations 
(CDQs))., 93-17305 

Recompensas por informacion facilitada 
por individuos al Servicio Federal de 
Impuestos Internos (IRS)., 93-12459 

Recordkeeping for individuals : for use in 
preparing ... returns., 93-10130 


Reference listing of federal tax forms and 
publications., 93-14953 
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Registro de perdidas personales causadas 
por desastres hechos fortuitos (impre- 
vistos) 0 robos : usese al preparar la 
declaracion de ..., 93-12455 


REMITS— how it works [picture.] , 
93-10129 


REMITS, phase II [picture.] , 93-10126 


REMITS, Resources Management Infor- 
mation Tracking System : your time 
makes a difference., 93-8027 


Report of the commissioner’s review 
panel on IRS integrity controls., 93- 
12430 


Reporting income from tips : for use in 
preparing ... returns., 93-12448 


Reporting of real estate transactions to 
IRS., 93-14945 


Reproducible federal tax forms for use in 
libraries, 93-14967, 93-19658 


Residential rental property (including 
rental of vacation homes) : for use in 
preparing ... returns., 93-14932 


Retirement plans for the self-employed : 
for use in preparing ... returns., 93- 
14935 


Returns for organizations exempt from 
income tax under section 501 (c) of the 
Internal Revenue Code (other than sec- 
tions 501 (c)(3) and (c)(4))., 93-19645 

Returns for organizations exempt from 
income tax under section 501 (c)(3) of 
the Internal Revenue Code (other than 
private foundations as defined in sec- 
tion 509(a)) or section 4947(a)(1) chari- 
table trusts., 93-19646 


Returns for organizations exempt from 
income tax under section 501 (c)(4) of 
the Internal Revenue code., 93-19647 


Returns for private foundations or section 
4947(a)(1) charitable trusts treated as 
private foundations., 93-19644 


Revenue procedure 93-4 : procedures for 
furnishing ruling letters, and informa- 
tion letters etc., on matters relating to 
sections of the code under the jurisdic- 
tion of the assistant commissioner (em- 
ployee plans and exempt organiza- 
tions)., 93-26990 

S corporation income tax package., 93- 
12493 

Sales and other dispositions of assets : for 
use in preparing ... returns., 93-17296 

Scholarships and fellowships : for use in 
preparing ... returns., 93-14928 

A Selection of ... Internal Revenue Serv- 
ice tax information publications., 93- 
14950, 93-14951, 93-14952 

Self-employment tax : for use in prepar- 
ing ... returns., 93-14933 


Selling your home : for use in preparing 
... returns., 93-14929 
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Send a message : user’s guide & directo- 
ry., 93-8034 


Shareholder’s instructions for schedule 
K-1 (Form 1120S), shareholder’s share 
of income, credits, deductions, etc., 
93-12494 


Small business tax workshop. Workbook., 
93-12466 


Social security and other information for 
members of the clergy and religious 
workers : for use in preparing ... re- 
turns., 93-14926 


Social security benefits and equivalent 
railroad retirement benefits : for use in 
preparing ... returns., 93-12462 


Special instructions for bona fide resi- 
dents of Puerto Rico who must file a 
U.S. individual income tax return., 
93-29612 


Special procedures directory., 93-17283 


Statistics of income. Corporation income 
tax returns /, 93-12435 


Statistics of income. SOI bulletin /, 93- 
1071 


Strategic business plan FY 
beyond., 93-8026 


Student’s guide to federal income tax : 
for use in preparing ... returns., 93- 
14920 


Tales of troubles tackled by truly talented 
teams (a report on the QIP process), 
93-3075 


Tax administration [microform] : oppor- 
tunities to further improve IRS’ busi- 
ness review process : report to the 
Commissioner of Internal Revenue /, 
93-16401 


Tax administration advisory services., 
93-24677 


and 


Tax counseling for the elderly : applica- 


tion package., 93-29611 

Tax guide for commercial fishermen : for 
use in preparing ... returns., 93-14939 

Tax guide for individuals with income 
from U.S. possessions : for use in pre- 
paring ... returns., 93-14936 

Tax guide for small business /, 93-12432 


Tax guide for U.S. citizens and resident 
aliens abroad : for use in preparing ... 
returns., 93-17290 


Tax guide to U.S. civil service retirement 
benefits : for use in preparing ... re- 
turns., 93-14942 


Tax highlights for U.S. citizens and resi- 
dents going abroad., 93-19632 

Tax information for direct sellers : for use 
in preparing ... returns., 93-12461 

Tax information for first-time homeown- 
ers : for use in preparing ... returns., 
93-12447 

Tax information for military personnel 
(including reservists called to active 
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duty) : for use in preparing ... returns., 
93-14919 


Tax information for older Americans [mi- 
croform.], 93-5965 


Tax information for older Americans : for 
use in preparing ... returns., 93-17299 


Tax information for those affected by 
Operation Desert Storm., 93-14948 


Tax information for U.S. government ci- 
vilian employees stationed abroad : for 
use in preparing ... returns., 93-12444 


Tax information for visitors to the United 
States., 93-14924 


Tax information on corporations : for use 
in preparing ... returns., 93-14934 


Tax information on S corporations : for 
use in preparing ... returns., 93-17302 


Tax practitioner reproducible kit., 93- 
10147, 93-12506, 93-19656, 93- 
19657 


Tax Reform Act of 1986 [microform] : 
this package contains by date and nu- 
merical order all TaxNews and ex- 
cerpts from TaxNews that address Tax 
Reform Act of 1986 provisions., 93- 
10122, 93-10123 


Tax rules for children and dependents : 
for use in preparing ... returns., 93- 
12465 


Tax-sheltered annuity programs for em- 
ployees of public schools and certain 
tax-exempt organizations : for use in 
preparing ... returns., 93-14937 


Tax supplement., 93-8032, 93-14956, 
93-14957 


Tax withholding and estimated tax., 
17292 

Taxable and nontaxable income : for use 
in preparing ... returns., 93-14931 

Taxes in U.S. history [picture] : a school 
resource package to enhance eighth 
grade U.S. history clases., 93-17289 


IRS., 93-19636, 93- 


93- 


Taxpayers ask 
19637 


Tele-tax refund responses., 93-17285 


This way to tax forms [picture] , 
14918 


Tips for taxpayers living abroad., 93- 
12469 


93- 


Toll free and tele-tax telephone numbers., 
93-14949 

Travel, entertainment, and gift expenses : 
for use in preparing ... returns., 93- 
12439 

U.S. corporation income tax package., 
93-12490 

U.S. partnership return of income., 
17315 


U.S. tax guide for aliens [microform.] , 
93-5963 


93- 
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U.S. tax guide for aliens : for use in pre- 
paring ... returns., 93-14927 

U.S. tax treaties, 93-12460 

Understanding taxes., 
17287 

Understanding the collection process., 
93-12458 

Volunteer assistance earned income 
credit job aid and table., 93-19621 

Volunteer assistor’s guide. Foreign stu- 
dent text., 93-10127 

Volunteer assistor’s 
guide., 93-8028 

Volunteer ssistor’s guide. Military 
module, student text /, 93-10128 

Volunteer assistor’s guide. Student text /, 
93-8029 

Volunteer happenings., 93-19634 

Who must file a federal income tax return 
/, 93-22375 

Why taxes in U.S. history [picture.] , 
93-3077 

Withholding of tax on nonresident aliens 
and foreign corporations., 93-12443 

Your federal income tax for individuals., 
93-12437 

1040 forms and instructions., 93-10135, 
93-12477, 93-12478, 93-12479, 93- 
12480, 93-12481, 93-12482, 93- 
12483, 93-17313, 93-17314, 93- 
19649, 93-19650 

1040A forms and instructions., 
93-12475 


1040EZ forms and _instructions., 
10134 
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United States. Internal Revenue Service. 
Assistant Commissioner (Planning and 
Research). Planning Division. 

Internal Revenue Service strategic busi- 
ness plan., 93-22361 


United States. Internal Revenue Service. 
Assistant Commissioner (Procurement). 
Annual quality plan., 93-26988 


United States. Internal Revenue Service. 
Assistant Commissioner (Taxpayer 
Services) 


Fed-state bulletin., 93-1066 


United States. Internal Revenue Service. 
Corporation Statistics Branch. 
Statistics of income. Corporation income 
tax returns /, 93-12435 


United States. Internal Revenue Service. 
Criminal Investigation Division. 
National Law Enforcement Explorers’ 
Conference [program]., 93-14954, 
93-19638 


Women in Federal law enforcement., 
93-5959 
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United States. Internal Revenue Service. 
Inspection Service. 
Fiscal year 1993 business plan /, 93- 
5960 


United States. Internal Revenue Service. 
Midwest Regional Office. 
Occupant emergency plan [microform] : 
300 South Riverside Plaza, Chicago, 
IL 60606., 93-24671 


Penalty handbook for revenue agents and 
tax auditors [microform] , 93-12431 


United States. Internal Revenue Service. 
National Office. EEO Office. 
Reflections /, 93-1068 


United States. Internal Revenue Service. 
Office of Director of Practice. 
Quarterly report, disciplinary and related 
actions., 93-1064 


United States. Internal Revenue Service. 
Office of Financial Planning and 
Management. 

Controller newsletter /, 93-1069 


United States. Internal Revenue Service. 
Office of International Programs. 
Sources of information from abroad., 
93-24673 


United States. Internal Revenue Service. 
Office of the Assistant Commissioner 
(Finance)/Controller. 

Controller newsletter /, 93-1069 


Controller’s monthly financial report., 
93-1074 


United States. Internal Revenue Service. 
Office of the Assistant Commissioner 


(International) 
Fed-state bulletin., 


93-1066 


United States. Internal Revenue Service. 
Office of the Assistant Commissioner 
(Planning, Finance, and Research). 
Planning Division. 

Internal Revenue Service strategic busi- 
ness plan., 93-22361 


United States. Internal Revenue Service. 

Office of the Chief Counsel. 

Annual report [[microform]] / , 93- 
19617, 93-19618, 93-19619, 93- 
19620 

Internal Revenue Service/New York 
University Continuing Professional 
Education Program /, 93-14910 

More basics : the basics of fringe benefits 
: (lots of benefits, without taxing your 
schedule, or your patience)., 93-17286 


United States. Internal Revenue Service. 
Ogden Service Center. 
Telephone users guide [[microform].] , 
93-1072 
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United States. Internal Revenue Service. 
Ogden Service Center. Career Counseling 
Cadre. 

Managers’ tool for career path counsel- 
ing., 93-3073 


United States. Internal Revenue Service. 
Projections and Forecasting Group. 
Calendar year return projections for dis- 

tricts /, 93-14908 


Calendar years ... projections. Informa- 
tion and withholding documents., 93- 
19622 


Fiscal year return projections for the 
United States, .../, 93-24672 


United States. Internal Revenue Service. 
Recruitment and Placement Section. 
Network : the IRS recruiters’ connec- 

tion., 93-1067 


United States. Internal Revenue Service. 
Recruitment Section. 
Network : the IRS recruiters’ connec- 
tion., 93-1067 


United States. Internal Revenue Service. 
Research Division. 
Calendar years ... projections. Informa- 
tion and withholding documents., 93- 
19622 


Determining erroneous refunds on tax- 
able social security [microform] , 93- 
29607 


Improper zero bracket amount deduction 
(IZBAD) project report [microform] , 
93-29608 


United States. Internal Revenue Service. Salt 
Lake City District. 
Telephone directory [[microform]] / , 
93-22367, 93-22368, 93-22369 


United States. Internal Revenue Service. 
Statistics Division. 
Statistics of income. Corporation income 
tax returns /, 93-12435 


United States. Internal Revenue Service. 
Statistics of Income Division. 
Individual income tax returis., 
93-29609 

Statistics of income. Corporation income 
tax returns. Documentation guide., 
93-5961 


United States. International Highway 
Programs Office. 
Roads to serve the nation [microform] : 
the story of road development in the 
United States., 93-8064 


United States. International Trade 
Administration. 
Australia /, 93-23137 


Bangladesh /, 93-8933 
Burkina Faso /, 93-4088 
Burma /, 93-27793 
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The Congo /, 93-1644 
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for U.S. exporters /, 93-17995 
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Trade Development [microform] : organi- 
zation and functions., 93-13107 


Turkey /, 93-4101 

U.S. foreign trade highlights., 93-25358 
U.S. industrial outlook., 93-10906 
United Arab Emirates /, 93-1647 

United Kingdom /, 93-4093 


United States. International Trade 
Administration. Capital Goods and 
International Construction Sector Group. 
Competitive assessment of the U.S. indus- 

trial air pollution control equipment in- 
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United States. International Trade 
Administration. Caribbean Basin Divsion. 
Caribbean Basin investment survey [[mi- 

croform]] /, 93-20558 


United States. International Trade 
Administration. Commercial Section 
(Indonesia) 

Marketing in Indonesia /, 93-1648 


United States. International Trade 
Administration. Office of Forest Products 
and Domestic Construction. 

Developing paper products markets in 
Mexico and the Caribbean /, 93-4086 


The South Korean wood products 


market : profile and outlook /, 93- 
27792 


United States. International Trade 
Administration. Office of Organization 
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Directory of employees and services for 
the International Trade Administration 
[[microform].], 93-25359 
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Multigrid acceleration and _ turbulence 
models for computations of 3d turbu- 
lent jets in crossflow [microform] / , 
93-5762 


Multigrid calculation of three-dimensional 
viscous cascade flows [microform] / , 
93-9940 


Multimegawatt MPD thruster design 
considerations [microform] / , 93- 
2826 


Multiple-access phased array antenna sim- 
ulator for a digital beam forming 
system investigation [microform] / , 
93-12135 


Multiple beam antenna/switch system 
study [microform] : final report., 93- 
26746 


A multistage mesh generator for solving 
the average-passage equation system 
[microform] /, 93-29243 


Multiwavelength pyrometry for nongray 
bodies [microform] /, 93-12124 


NASA aeronautics research and technol- 
ogy., 93-5853 


NASA/American Society for Engineer- 
ing Education (ASEE) summer faculty 
fellowship program [[microform].] , 
93-26733, 93-26736, 93-26741 


NASA/American Society for Engineer- 
ing Education (ASEE) Summer Facul- 
ty Fellowship Program, 1991 [micro- 
form] /, 93-22073 


NASA cooperative agreement NCC 5-29 
[microform] semi-annual progress 
report, September 1991-April 1992., 
93-12260 


NASA cooperative agreement NCCI-22, 
computational fluid dynamics [micro- 
form] : progress report no. 27 for the 
period June 15, 1992 to December 14, 
1992 / prepared by H.A. Hassan; 
project coordinator., 93-29356 


NASA cryogenic fluid management 
space experiment efforts 1960-1990 [mi- 
croform] /, 93-2749 


The NASA CSTI High Capacity Power 
Program [microform] /, 93-2783 

The NASA CSTI High Capacity Power 
Project [microform] /, 93-19223 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper eight, The 
role of the information intermediary in 
the diffusion of aerspace knowledge 
[microform] /, 93-19284, 93-22001 

NASA/DoD aerospace knowledge diffu- 
sion research project. Paper fifteen, 
Technical communication in the inter- 
national workplace : some implications 
for curriculum development [micro- 
form] /, 93-19278 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper fourteen, 
An analysis of the technical communi- 
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cations practices reported by Israeli 
and U.S. aerospace engineers and sci- 
entists [microform] /, 93-19276 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper nineteen, 
Computer and information technology 
and aerospace knowledge diffusion [mi- 
croform] /, 93-19279 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper seventeen, 
The relationship between seven varia- 
bles and the use of U.S. government 
technical reports by U.S. aerospace en- 
gineers and scientists [microform] / , 
93-19285 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper sixteen, 
Aerospace knowledge diffusion _re- 
search [microform] /, 93-19277 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper thirteen, 
The information-seeking habits and 
practices of engineers [microform] / , 
93-19283 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper three, The 
impact of a sponsor letter on mail 
survey response rates [microform] / , 
93-19275, 93-21995 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper twenty, 
Engineers as information processors : a 
survey of US aerospace engineering 
faculty and students [microform] / , 
93-19280 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper twenty 
one, Technological innovation and 
technical communications : their place 
in aerospace engineering curricula, a 
survey of European, Japanese and US 
aerospace engineers and scientists [mi- 
croform] /, 93-19281 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper twenty 
three, Exploring the intermediary-end 
user interface in a policy framework 


[microform] /, 93-22009 


NASA/DoD aerospace knowledge diffu- 
sion research project. Paper twenty 
two, Establishing a research agenda for 
scientific and technical information 
(STI) : focus on the user [microform] / 

93-19282 


NASA/DoD aerospace knowledge diffu- 
sion research project. Report number 
11, Chronology of selected literature, 
reports, policy instruments, and signifi- 
cant events affecting federal scientific 
and technical information (STI) in the 
United States, 1945-1990 [microform] / 
, 93-19168 


NASA/DoD aerospace knowledge diffu- 
sion research project. Report number 
12, An initial investigation into the pro- 
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duction and use of scientific and tech- 
nical information (STI) at five NASA 
centers, results of a telephone survey 
[microform] /, 93-12100 


NASA/DoD Aerospace Knowledge Dif- 
fusion Research Project. Report 
number 13, Source selection and infor- 
mation use by U.S. aerospace engineers 
and scientists, results of a telephone 
survey [microform] /, 93-21980 


NASA/DoD Aerospace Knowledge Dif- 
fusion Research Project. Report 
number 14, Engineering work and in- 
formation use in aerospace : results of a 
telephone survey microform /, 93- 
21983 


NASA/DoD aerospace knowledge diffu- 
sion research project. Report number 
16, A comparison of technical commu- 
nications of Russian and U.S. aerospace 
engineers and scientists [microform] / , 
93-29192 


NASA/DOE/DOD nuclear propulsion 
technology planning : summary of FY 
1991 interagency panel results micro- 
form /, 93-9984 


NASA electronic library system (NELS) 
database schema [microform] / , 93- 
22160 


The NASA Lewis integrated propulsion 
and flight control simulator [micro- 
form] / , 93-7923 


NASA Lewis steady-state heat pipe code 
users manual [microform] /, 93-14572 


NASA Lewis Stirling SPRE testing and 
analysis with reduced number of cooler 
tubes [microform] /, 93-14611 


NASA Lewis supersonic throughflow fan 
program [microform] /, 93-17000 


NASA magazine., 93-950 
NASA, mission, the universe., 93-26874 


NASA patent abstracts bibliography., 
93-22016 


NASA project icon image access and 
management [microform] : year two 
status report., 93-12290 


NASA space applications of high-temper- 
ature superconductors [microform] / , 
93-2824 


NASA _ Space Engineering Research 
Center for Utilization of Local Plane- 
tary Resources [microform] : annual 
progress report, 1988-89 /, 93-2931 


NASA Space Human Factors Program 
1992 [microform.], 93-26724 


NASA STI Program Coordinating Coun- 
cil, eighth meeting, June 2, 1992) [mi- 
croform] using the internet., 93- 
29208 


NASA STI Program Coordinating Coun- 
cil, fifth meeting, July 1, 1991 [micro- 
form] : quality., 93-29207 
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NASA STI Program Coordinating Coun- 
cil, fourth meeting, February 7, 1991 
[microform] : NACA documents data- 
base project., 93-29206 


NASA STI Program Coordinating Coun- 
cil, ninth meeting, October 28, 1992 
[microform] : TQM., 93-19292 


NASA STI Program Coordinating Coun- 
cil, second meeting, July 23 1990 [mi- 
croform] : international acquisitions., 
93-29204 


NASA STI Program Coordinating Coun- 
cil, seventh meeting, January 23, 1992 
[microform]: , 93-19286 


NASA STI Program Coordinating Coun- 
cil, sixth meeting, October 25, 1991 
[microform] : who are our key users ?, 
93-19287 


NASA STI Program Coordinating Coun- 
cil, third meeting, November 29, 1990 
[microform] : STI strategic plans., 93- 
29205 


NASA tech briefs /, 93-944, 93-945 


NASA Technology Transfer Network 
Communications and Information 
System [microform] TUNS user 
survey /, 93-14711 


NASA Upper Atmosphere Research Pro- 
gram [microform] : research summa- 
ries, 1988-1989 : report to the Congress 
and the Environmental Protection 
Agency on the National Aeronautics 
and Space Administration Upper At- 
mosphere Research Program., 93- 
9929 


NASA Upper Atmosphere Research Pro- 
gram [microform] : research summa- 
ries, 1990-1991 : report to the Congress 
and the Environmental Protection 
Agency on the National Aeronautics 
and Space Administration Upper At- 
mosphere Research Program., 93- 
26719 


NASA/USRA advanced design program 
[microform], 93-2957 


NASA/USRA design project [micro- 
form] : extended mission/lunar rover : 
aerospace final design report, 1991-92., 
93-29374 


NASA-UVa light aerospace alloy and 
structures technology program 
(LAS2ST) [microform] : a progress 
report, NASA-LaRC grant NAG-1- 
745, January 1, 1992 to June 30, 1992 / 

93-19432 


NASA-UVa light aerospace alloy and 
structures technology program 
(LA22ST) [microform] : a progress 
report, July 1, 1991 to December 31, 
1991, NASA-LaRC grant NAG-1-745 
/, 93-24473 


NASA visual thesaurus maintenance doc- 
umentation [microform] , 93-17148 
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NASA’s aircraft icing technology pro- 
gram [microform] /, 93-12112 


NASA’s education programs., 


93-5851 


NASA’s nuclear electric propusion tech- 
nology project [microform] / , 93- 
14612 


NASA’s Office of Space Science and Ap- 
plications [microform] : process, prior- 
ities, and goals., 93-14694 

NASA’s Rotary Engine Technology En- 
ablement Program, 1983 through-1991 
[microform] /, 93-7935 


National Aeronautics and Space Adminis- 
tration (NASA)/American Society for 
Engineering Education (ASEE) 
summer faculty fellowship program 
[[microform].] , 93-26766 


Natural circulation decay heat removal 
from an SP-100, 550 kWe power 
system for a lunar outpost [microform] 
/, 93-14722 


Nature and origin of secondary mineral 
coatings on volcanic rocks of the Black 
Mountain, Stonewall Mountain and 
Kane Springs Wash volcanic centers, 
southern Nevada [microform] / , 93- 
26745 


Navier-Stokes analysis analysis and exper- 
imental data comparison of compressi- 
ble flow in a diffusing S-duct [micro- 
form] /, 93-21936 


Navier-Stokes analysis and experimental 
data comparison of compressible flow 
within ducts [microform] / , 93-17053 


Navier-Stokes dynamics and aeroelastic 
computations for vortical flows, buffet 
and aeroelastic applications [micro- 
form] /, 93-22166 


Navier-Stokes turbine heat transfer pre- 
dictions using two-equation turbulence 
[microform] /, 93-19224 


The NAVY/NASA Engine Program 
(NNEP89) [microform] : interfacing 
the Program for the calculation of 
Complex Chemical Equilibrium Com- 
positions (CEC) /, 93-24458 

NDE of ceramis and ceramic composites 
[microform] /, 93-2775 


NEP mission sensitivities to system per- 
formance [microform] /, 93-22088 


NEP systems engineering efforts in 
FY92, plans and status [microform] / , 
93-17047 


Networking for Science., 93-7871 


A neural network architecture for imple- 
mentation of expert sytems for real 
time monitoring [microform] / , 93- 
22086 


Neutralizer optimization [microform] / , 
93-5784 


Neutron, gamma ray, and temperature ef- 
fects on the electrical characteristics of 
thyristors [microform] /, 93-14596 
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A new energy transfer model for turbu- 
lent free shear flow [microform] / , 
93-19240 


A new method for recognizing quadric 
surfaces from range data and its appli- 
cation to telerobotics and automation 
[microform] : progress report for the 
period ended August 31, 1992 /, 93- 
29312 


A new numerical framework for solving 
conservation laws [microform] : the 
method of space-time conservation ele- 
ment and solution element /, 93-5742 


New observations of stratospheric N2O; 
[microform] /, 93-2745 


A New technique for oil backstreaming 
contamination measurements [micro- 
form] /, 93-2789 


A new time scale based [kappa-epsilon] 
model for near wall turbulence [micro- 
form] /, 93-21943 


A new unsteady mixing model to predict 
NOx production during rapid mixing in 
a dual-stage combustor [microform] / , 
93-19341 


Ni-H2 cell separator matrix engineering 
[microform] : final report, NASA grant 
NAG3-1053 /, 93-19409 


Nimbus-7 ocean ice maps [picture] : de- 
cembers past., 93-19486 


Nimbus-7 Total Ozone Mapping Spec- 
trometer (TOMS) [microform] : Ant- 
arctic Ozone Atlas : August through 
November 1991 /, 93-19508 


NIST torsion oscillator viscometer re- 
sponse [microform] : performance on 
the LeRC active vibration isolation 
platform /, 93-2842 


Nonblocking and orphan-free message 
logging protocols [microform] /, 93- 
26855 


Noncontact measurement of high temper- 
ature using optical fiber sensors [micro- 
form] : final report / R.O. Claus, prin- 
cipal investigator., 93-2912 

Nondestructive evaluation of ceramic and 
metal matrix composites for NASA’s 
HITEMP and enabling propulsion ma- 
terials program [microform] / , 93- 
19220 


Nonlinear analyses of composite aero- 
space structures in sonic fatigue [micro- 
form] /, 93-19436 


Nonlinear rotordynamics analysis [micro- 
form] /, 93-22049 


Nonplanar linearly tapered slot antenna 
with balanced microstrip feed [micro- 
form] /, 93-5801 


Nonscanning climate sensor study [micro- 
form] /, 93-26749 


North Carolina State University and 
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Mars Mission Research Center [micro- 
form] : status report for the period 
June 1988 to April 1992., 93-22154 


Nuclear Electric Propulsion Technology 
panel findings and recommendations 
[microform] /, 93-2837 


Nuclear thermal propulsion transporta- 
tion systems for Lunar/Mars explora- 
tion [microform] /, 93-19244 


Nuclear thermal rocket nozzle testing and 
evaluation program [microform] / , 
93-21967 


Nucleate pool boiling in the long dura- 
tion low gravity environment of the 
space shuttle [microform] /, 93-21969 


Numerical analysis of right-half plane 
zeros for a single-link manipulator [mi- 
croform] : a thesis presented to the aca- 
demic faculty /, 93-19470 


Numerical analysis of the Iosipescu speci- 
men for composite materials [micro- 
form] /, 93-19443 


Numerical calibration of the Stable Pois- 
son Loaded specimen [microform] / , 
93-21928 


A numerical code for a three-dimensional 
magnetospheric MHD — equilibrium 
model [microform] /, 93-19396 

Numerical evaluation of the incomplete 
airy functions and their application to 
high frequency scattering and diffrac- 
tion [microform] /, 93-14784 


Numerical experiments with flow of elon- 
gated granules [microform] / , 93- 
2840 


Numerical formulation for the prediction 
of solid/liquid change of a binary alloy 
[microform] / by G.E. Schneider and 
S.N. Tivari., 93-12184 


Numerical investigations in the backflow 
region of a vacuum plume [microform] 
: semi-annual scientific and technical 
reports, October 1991 - May 1992 /, 
93-19428 


Numerical investigations in three-dimen- 
sional internal flows [microform] 
semi-annual status report, 1 January 
through 30 June 1992 /, 93-19427 


Numerical methods for the simulation of 
complex multi-body flows with appli- 
cations for the Integrated Space Shut- 
tle Vehicle [microform] / , 93-19408 


Numerical modeling of a vortex stabilized 
arcjet [microform] /, 93-29320 


Numerical prediction of turbulent flame 
stability in premixed/prevaporized 
(HSCT) combustors [microform] / , 
93-26812 


Numerical propulsion system simulation 
[microform] : an interdisciplinary ap- 
proach /, 93-2780 

Numerical simulation of fluid flow and 
heat transfer in a thin liquid film over a 
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stationary and rotating disk and com- 
parison with experimental data [micro- 
form] /, 93-14672 


Numerical simulation of geometric scale 
effects in cylindrical self-field MPD 
thrusters [microform] /, 93-17119 


Numerical solution of a three-dimensional 
cubic cavity flow by using the Boltz- 
mann equation [microform] / , 93- 
17038 


Numerical studies of the fluid and optical 
fields associated with complex cavity 
flows [microform] /, 93-12296 


Numerical study of cathode emission 
constraints on cylindrical  self-field 
MPD thruster performance [micro- 
form] /, 93-29319 


Numerical study of mixing of two fluids 
under low gravity [microform] /, 93- 
24377 

Object linking in repositories [microform] 
/, 93-14767 

Object links in the repository [microform] 
/, 93-14768 


[Observational and theoretical investiga- 
tions in solar seismology] [microform] : 
[final semiannual reports no. 1-3, 1 Mar. 
1989 - 31 Aug. 1990 and 1 Mar. 1989 - 
28 Feb. 1991]., 93-12274 


Observations of Enhanced Radar Backs- 
catter (ERB) from Millstone Hill [mi- 
croform] : a semi-annual report for the 
sponsored research NASA NAG-1055 
/, 93-29296 


Observer properties for understanding 
dynamical displays [microform] : ca- 
pacities, limitations, and defaults /, 
93-7886 


Ocean tide models for satellite geodesy 
and earth rotation [microform] : final 
technical report /, 93-14740 


Off-surface infrared flow visualization 
[microform] , 93-22247 


Office of Equal Opportunity Programs : 
Minority University Research and 
Education Division programs for other 
universities, 93-14511 

On an origin of numerical diffusion [mi- 
croform] violation of invariance 
under space-time inversion /, 93- 
19212 


On bilinearity of Manson-Coffin low- 
cycle-fatigue relationship [microform] / 
, 93-19233 


On-line replacement of program modules 
using AdaPT [microform] / , 93- 
17163 


On orbit engineering performance, 
COBE. Vol I [microform] : GSFC, 
March 7 & 8, 1990., 93-9922 


On protection of Freedom’s solar dynam- 
ic radiator from the orbital debris envi- 
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ronment. Part 2, Further testing and 
analyses [microform] /, 93-5745 


On the calculation of the response of hel- 
icopters to control inputs [microform] 
/, 93-22182 


On the mechanism of turbulence suppres- 
sion in free shear flows under acoustic 
excitation [microform] /, 93-2809 


On the most general tensor Bij which is 
zero for i [is not equal to] j and the 
most general isotropic tensor Iij [mi- 
croform] /, 93-9938 


On the nature of the fragment environ- 
ment created by the range destruction 
or random failure of solid rocket motor 
casings [microform] : interim report, 
JPL contract 957524 /, 93-22100 

On the nonlinear three-dimensional insta- 
bility of Stokes layers and other shear 
layers to pairs of oblique waves [micro- 
form] /, 93-24380 


On the performance of Trellis coded 
modulation with octal phase shift 
keying over the TDRSS channel [mi- 
croform] /, 93-29349 


On the physics of waves in the solar at- 
mosphere [microform] : wave heating 
and wind acceleration : annual report / 
, 93-29322 


On the structure of nonlinear constitutive 
equations for fiber reinforced compos- 
ites [microform] /, 93-29336 


On the thermodynamic framework of 
generalized coupled thermoeleastic-vis- 
coplastic-damage modeling [microform] 
/, 93-9949 


Optical and scratch resistant properties of 
diamondlike carbon films deposited 
with single and dual ion beams [micro- 
form] /, 93-29160 


Optical distributed sensors for feedback 
control [microform] /, 93-29323 


An optical method for determining level 
in two-phase cryogenic fluids [micro- 
form} /, 93-2776 

Optical terminal definition for the future 
service growth (FSG) module of the 
advanced tracking and data relay satel- 
lite (ATDRSS) [microform] / , 93- 
14674 


Optics Alignment Panel [microform] : 
final report /, 93-12252 


Optimal design of compact spur gear re- 
ductions [microform] /, 93-14582 

Optimal design of geodesically stiffened 
composite cylindrical shells [micro- 
form] /, 93-17205 

Optimal extraction of quasar Lyman limit 
absorption systems from the IUE ar- 
chive [microform] : final report /, 93- 
12313 
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Optimization by nonhierarchical asyn- 
chronous decomposition [microform] / 
» 93-12316 


Optimization of armored spherical tanks 
for storage on the lunar surface [micro- 
form] /, 93-14590 


Optimization of circular orifice jets 
mixing into a heated cross flow in a 
cylindrical duct [microform] / , 93- 
21971 


Optimum data analysis procedures for 
Titan IV and space shuttle payload 
acoustic measurements during lift-off 
[microform] /, 93-17154 


Optimum design of a gearbox for low 
vibration [microform] /, 93-17031 


Oscillating flow loss test results in Stir- 
ling engine heat exchangers [micro- 
form] /, 93-12173 


Oscillating-flow regenerator test rig [mi- 
croform] : woven screen and metal felt 
results /, 93-17199 

OTV bearing deflection investigation [mi- 
croform] /, 93-29183 

Our changing planet [microform] : the 
FY 1993 U.S. Global Change Research 
Program /, 93-14774 


Outgassing data for selecting spacecraft 
materials [microform] /, 93-22240 


Overcharge and overdischarge protection 
of ambient temperature secondary lithi- 
um cells [microform] , 93-22255 


Overview and evolution of the LeRC 
PMAD DC testbed [microform] / , 
93-14613 


An overview of computer viruses in a 
research environment [microform] / , 
93-17169 


Overview of high performance aircraft 
propulsion research [microform] / , 
93-19232 


An overview of in-flight plume diagnos- 
tics for rocket engines [microform] / , 
93-14595 


Overview of Ka-band communications 
technology requirements for the Space 
Exploration Initiative [microform] / , 
93-2788 

Overview of NASA supported Stirling 
thermodynamic loss research [micro- 
form] /, 93-9980 

Overview of rocket engine control [mi- 
croform] /, 93-2792 

An overview of the Lewis Research 
Center CSTI Thermal Management 
program [microform] /, 93-21922 

An overview of UNP [microform] / , 
93-24528 

O, reduction at the IFC modified O. fuel 


cell electrode [microform] / , 93- 
14586 
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A pacific ocean general circulation model 
for satellite data assimilation [micro- 
form] /, 93-24497 


A parallel algorithm for multi-level logic 
synthesis using the transduction 
method [microform] /, 93-12226 


Parallel-vector computation for structural 
analysis and nonlinear unconstrained 
optimization problems [microform] : 
final report for the period ended June 
15, 1990 /, 93-14653 


Parameter identification for nonlinear 
aerodynamic systems [microform] / , 
93-17147 


A parameter optimization approach to 
controller partitioning for integrated 
flight/propulsion control application 
[microform] /, 93-17061 


Parameterization of solar cells [micro- 
form] /, 93-19250 


A parametric numerical study of mixing 
in a cylindrical duct [microform] / , 
93-9982 


A Parametric study of an excimer 
pumped Raman shifter for lidar appli- 
cations [microform] /, 93-14628 


Particle-laden weakly swirling free jets 
[microform] : measurements and pre- 
dictions /, 93-5717 


Payload bay doors and radiator panels 
familiarization handbook [microform] / 
, 93-5814 


Payload isolation and stabilization by a 
Suspended Experiment Mount (SEM) 
[microform] /, 93-21998 


PC graphics generation and management 
tool for real-time applications [micro- 
form] /, 93-14604 


PEM-West trajectory climatology and 
photochemical model sensitivity study 
prepared using retrospective meteoro- 
logical data [microform] / , 93-22077 


The Penguin [microform] : a low Reyn- 
olds number powered glider for station 
keeping missions /, 93-10009 

Performance and heat transfer character- 
istics of a carbon monoxide/oxygen 
rocket engine [microform] / , 93- 
29156 


Performance and stability of telemanipu- 
lators using bilateral impedance control 
[microform] : a thesis submitted to the 
faculty of the Graduate School of the 
University of Minnesota /, 93-26817 


Performance characteristics of STIS de- 
tectors, NASA contract NAS5-30435 
[microform] : final report /, 93-26856 


Performance evaluation and modeling 
techniques for parallel processors [mi- 
croform] /, 93-19476 

Performance evaluation of redundant disk 
array support for transaction recovery 
[microform] /, 93-12225 
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Performance measurement results for a 
220 Mbps QPPM optical communica- 
tion receiver with an EG&C silk APD 
[microform] /, 93-17180 


Performance of a Y-Ba-Cu-O supercon- 
ducting filter/GaAs low noise amplifier 
hybrid circuit [microform] / , 93- 
24371 

Performance tests of a cryogenic hybrid 
magnetic bearing for turbopumps [mi- 
croform] /, 93-5797 

[Periodic trim solutions with HP version 
finite elements in time] [microform] : 
[final report, Jul. 1989 - Dec. 1991]., 
93-17142 


Perspectives from space, earth, an inte- 
grated system [picture.], 93-10016 


Perspectives from space, global coopera- 
tion [picture.], 93-10017 

Perspectives from space, oasis of life [pic- 
ture.], 93-10019 

Perspectives from space, our place in the 
cosmos [picture.], 93-10015 


Perspectives from space, our Sun, the 
nearest star [picture.], 93-10022 


Perspectives from space, patterns among 
planets [picture.] , 93-10020 


Perspectives from space, the influence of 
gravity [picture.], 93-10018 

Perspectives from space, the spirit of ex- 
ploration [picture.], 93-10021 


Perspectives on hypersonic viscous and 
nonequilibrium flow research [micro- 
form] /, 93-22184 


Phase transformations in SrAl,Si.O, glass 
[microform] /, 93-5803 


Phase 2 annual report on Nonlinear sta- 
bility and control study of highly ma- 
neuverable high performance aircraft 
[microform] /, 93-22164 


Phase II report, contract NAS8-36655 on 
Lubricant evaluation of the alpha and 
beta joints to NASA Marshall Space 
Flight Center ... [microform] / , 93- 
22052 

Phase III report, contract NAS8-36655 
on Lubricant selection manual to 
NASA Marshall Space Flight Center 
.. [microform] /, 93-22051 


Phase III report on contract number 
NAS8-35018 entitled Turbine blade tip 
and seal clearance excitation forces 
[microform] /, 93-17110 

Phoenix [microform] : preliminary design 
of a high speed civil transport., 93- 
29380 

Photonics and other approaches to high 
speed communications [microform] / , 
93-19419 

Photovoltaic array for Martian surface 
power [microform] /, 93-19227 
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Physics of heat pipe rewetting [micro- 
form] : annual status report for the 
period April 1, 1991 - March 31, 1992 / 

93-12328 
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north shore of Long Island Sound, 
Sherwood Point to Stamford Harbor /, 
93-15562 


United States—east coast, Delaware, 
Maryland and Virginia, Fenwick Island 
to Chincoteague Inlet /, 93-17972 


United States—east coast, Florida, 
Amelia Island to St. Augustine /, 93- 
10862 


United States—east coast, Florida, Cape 
Canaveral to Bethel Shoal /, 93-10860 


United States—east coast, Florida, 
Fowey Rocks to Alligator Reef /, 93- 
10859 

United States—east coast, Florida, Jupiter 
Inlet to Fowey Rocks /, 93-13072 

United States—east coast, Florida, Key 
West Harbor /, 93-17967 

United States—east coast, Florida, Miami 
Harbor /, 93-17968 


United States—east coast, Florida, St. 
Johns River, Jacksonville to Racy Pt. 
[and] St. Johns River, Racy Pt. to 
Crescent Lake /, 93-17969 


United States—east coast, Georgia, Alta- 
maha Sound /, 93-20514 


United States—east coast, 


Georgia, 
Sapelo and Doboy Sounds /, 93- 
20515 


United States—east coast, Georgia, 
Tybee Island to Doboy Sound /, 93- 
17970 


United States—east coast, Maine, Fox Is- 
lands Thorofare /, 93-15568 


United States—east coast, Maine, French- 
man and Blue Hill bays and approaches 
/, 93-15569 


United States—east coast, Maine, Kenne- 
bec and Sheepscot River entrances /, 
93-15567 


United States—east coast, Maine, Monhe- 
gan Island to Cape Elizabeth /, 93- 
15566 
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United States—east coast, Maryland— 
Virginia, Chesapeake Bay, Pocomoke 
and Tangier sounds /, 93-15555 


United States—east coast, Maryland— 
Virginia, Chesapeake Bay, Smith Point 
to Cove Point /, 93-17974 


United States—east coast, Maryland and 
Virginia, Chesapeake Bay, northern 
® part /, 93-20519 


United States—east coast, Maryland, 
Chesapeake Bay, Sandy Point to Sus- 
quehanna River /, 93-15557 


United States—east coast, Massachu- 
setts—Rhode Island, Westport River 
and approaches /, 93-8917 


United States—east coast, Massachusetts, 
Martha’s Vineyard /, 93-20526 


United States—east coast, Massachusetts, 
Martha’s Vineyard—eastern part /, 
93-10874 


United States—east coast, Massachusetts, 
Nantucket Island /, 93-10875 


United States—east coast, Massachusetts, 
Salem, Marblehead, and Beverly har- 
bors /, 93-13079 


United States—east coast, New Hamp- 
shire—Massachusetts—Maine, _Ports- 
mouth to Cape Ann /, 93-20527 


United States—east coast, New Jersey— 
Delaware, Cape May to Fenwick 
Island /, 93-10868 


United States—east coast, New Jersey— 
Delaware, Delaware Bay /, 93-15558 


United States—east coast, New Jersey— 
New York, New York Lower Bay, 
southern part /, 93-15563 


United States—east coast, New Jersey 
and Delaware, Delaware River, 
Smyrna River to Wilmington /, 93- 
10871 


United States—east coast, New York— 
New Jersey, Hudson River, Days Pt. 
to George Washington Bridge /, 93- 
8912 


United States—east coast, New York— 
New Jersey, Kill Van Kull and north- 
ern part of Arthur Kill /, 93-10872 


United States—east coast, New York— 
New Jersey, New York Harbor /, 93- 
8911 


United States—east coast, New York, 
East River, Tallman Island to Queens- 
boro Bridge /, 93-10873 


United States—east coast, New York, 
Hudson River, Coxsackie to Troy /, 
93-15560 


United States—east coast, New York, 
Hudson River, Wappinger Creek to 
Hudson /, 93-17976 
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United States—east coast, New York, 
New York Lower Bay, northern part / 
’ 93-15564 


United States—east coast, North Caroli- 
na, Cape Hatteras, Wimble Shoals to 
Ocracoke Inlet /, 93-15553 


United States—east coast, North Caroli- 
na, Cape Lookout to New River /, 
93-13073 


United States—east coast, North Caroli- 
na, Neuse River and upper part of Bay 
River /, 93-13074 


United States—east coast, North Caroli- 
na, Ocracoke Inlet and part of Core 
Sound /, 93-17971 


United States—east coast, North Caroli- 
na, Pamlico River /, 93-13075 


United States—east coast, Pennsylvania— 
New Jersey, Delaware River, Philadel- 
phia to Trenton /, 93-15559 


United States—east coast, 
Island—Massachusetts, Mount 
Bay /, 93-20525 


United States—east 
Island—Massachusetts, 
Bay /, 93-8916 


United States—east coast, Rhode Island, 
Narragansett Bay, including Newport 
Harbor /, 93-15565 


United States—east coast, Rhode Island, 
Point Judith Harbor /, 93-8915 


United States—east coast, South Caroli- 
na, Charleston Harbor /, 93-10864 


United States—east coast, South Caroli- 
na, Charleston Harbor and approaches 
/, 93-8910 


United States—east coast, South Caroli- 
na, Winyah Bay /, 93-10865 


United States—east coast, Virginia— 
North Carolina, Cape Henry to Curri- 
tuck Beach Light /, 93-10867 


United States—east coast, Virginia, 
Chesapeake Bay, Cape Charles to Wolf 
Trap /, 93-17973 


United States—east coast, Virginia, 
Chesapeake Bay entrance /, 93-10869 


United States—east coast, Virginia, Chin- 
coteague Inlet to Great Machipongo 
Inlet /, 93-15554 


United States—east coast, 
Hampton Roads /, 93-17975 

United States—east coast, Virginia, Nor- 
folk Harbor and Elizabeth River /, 
93-13076 

United States—Great Lakes, Lake Erie /, 
93-10878 

United States—Great Lakes, Lake Erie— 
Michigan, Ohio, Lorain to Detroit 
River /, 93-8919 

United States—Great Lakes, Lake Erie— 
Ohio, Huron Harbor /, 93-8920 


Rhode 
Hope 


coast, Rhode 
Narragansett 


Virginia, 





United States—Great Lakes, Lake Erie— 
Ohio Pennsylvania, Erie to Geneva /, 
93-15571 


United States—Great Lakes, Lake 
Huron—Michigan, Saint Clair River /, 
93-10879 


United States—Great Lakes, Lake 
Huron—Michigan, St. Marys River, 
De Tour Passage to Munuscong Lake 
/, 93-20533 


United States—Great Lakes, Lake Michi- 
gan—Wisconsin, Racine Harbor /, 
93-10880 


United States—Great Lakes, Lake Ontar- 
io—New York, Thirtymile Pt., N.Y. to 
Port Dalhousie, Ont. /, 93-13083 


United States—Great Lakes, Lake Supe- 
rior—Minnesota, Grand Portage Bay, 
Minn. to Shesheeb Point, Ont. /, 93- 
15573 


United States—Great Lakes, Lake Supe- 
rior, Michigan, Keweenaw Bay /, 93- 
8922 


United States—Great Lakes, Michigan, 
Lake St. Clair /, 93-15572 


United States—Great Lakes, Michigan, 
St. Marys River, Munuscong Lake to 
Sault Ste. Marie /, 93-8921 


United States—Great Lakes, St. Law- 
rence Seaway—New York, St. Law- 
rence River, Croil Islands to Leishman 
Pt. /, 93-10876 


United States—Great Lakes, St. Law- 
rence Seaway—New York, St. Law- 
rence River, Gananoque, Ont. to St. 
Lawrence Park, N.Y. /, 93-15570 


United States—Great Lakes, St. Law- 
rence Seaway—New York, St. Law- 
rence River, Morristown, N.Y. to But- 
ternut Bay, Ont. /, 93-13081 


United States—Great Lakes, St. Law- 
rence Seaway—New York, St. Law- 
rence River, Ogdensburg to Brockville 
/, 93-17978 


United States—Great Lakes, St. Law- 
rence Seaway—New York, St. Law- 
rence River, Round Island, N.Y. and 
Gananoque, Ont. to Wolfe Island, Ont. 
/, 93-17979 


United States—Gulf coast, Cape St. 
George to Mississippi Passes /, 93- 
10851, 93-10852 

United States—Gulf coast, Florida, An- 
clote Keys to Crystal River /, 93- 
10855 


United States—Gulf coast, Florida, Apa- 
lachee Bay /, 93-17962 

United States—Gulf coast, Florida, Apa- 
lachicola Bay to Cape San Blas /, 93- 
13068 

United States—Gulf coast, Florida, Crys- 
tal River to Horseshoe Pt./, 93-13069 
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United States—Gulf coast, Florida, 
Estero Bay to Lemon Bay, including 
Charlotte Harbor /, 93-10856 


United States—Gulf coast, Florida, Flori- 
da Keys, Alligator Reef to Sombrero 
Key /, 93-10858 


United States—Gulf coast, Florida, Flori- 
da Keys, Sombrero Key to Sand Key / 
, 93-10857 


United States—Gulf coast, Florida, 
Lemon Bay to Passage Key Inlet /, 
93-17964 


United States—Gulf coast, Florida, Pen- 
sacola Bay /, 93-20511 


United States—Gulf coast, Florida, Pen- 
sacola Bay entrance /, 93-10854 


United States—Gulf coast, Florida, 
Tampa Bay, northern part /, 93-17963 


United States—Gulf coast, Galveston to 
Rio Grande /, 93-13054 


United States—Gulf coast, Louisiana— 
Texas, Calcasieu Pass to Sabine Pass /, 
93-10848 


United States—Gulf coast, Louisiana— 
Texas, Mermentau River to Freeport /, 
93-10847 


United States—Gulf coast, Louisiana— 
Texas, Sabine Bank /, 93-13060 


United States—Gulf coast, Louisiana— 
Texas, Sabine Pass and Lake /, 93- 
13062 


United States—Gulf coast, Louisiana, In- 
tracoastal Waterway, New Orleans to 
Calcasieu River, east section /, 93- 
10849 


United States—Gulf coast, Louisiana, 
Isles Dernieres to Point au Fer /, 93- 
13066 


United States—Gulf coast, Louisiana, 
Lakes Pontchartrain and Maurepas /, 
93-17960 


United States—Gulf coast, Louisiana, 
Mississippi River Delta /, 93-15551 


United States—Gulf coast, Louisiana, 
Point au Fer to Marsh Island /, 93- 
20508 


United States—Gulf coast, Louisiana, 
Rollover Bayou to Calcasieu Pass /, 
93-13063 


United States—Gulf coast, Louisiana, 
Timbalier and Terrebonne bays /, 93- 
10850 

United States—Gulf coast, Louisiana, 
Vermilion Bay and approaches /, 93- 
17959 

United States—Gulf coast, Mississippi— 
Louisiana, Lake Borgne and approach- 
es, Cat Island to Point aux Herbes /, 
93-20510 

United States—Gulf coast, Mississippi, 
Pascagoula Harbor /, 93-15552 
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United States—Gulf coast, Mississippi 
River to Galveston /, 93-13061 


United States—Gulf coast, Texas, ap- 
proaches to Galveston Bay /, 93- 
13058 


United States—Gulf coast, Texas, Aran- 
sas Pass to Baffin Bay /, 93-17956 


United States—Gulf coast, Texas, Corpus 
Christi Bay /, 93-20507 


United States—Gulf coast, Texas, Corpus 
Christi Harbor /, 93-15549 


United States—Gulf coast, Texas, Galves- 
ton Bay entrance : Galveston and 
Texas City harbors /, 93-13059 


United States—Gulf coast, Texas, Hous- 
ton Ship Channel : Atkinson Island to 
Alexander Island /, 93-17958 


United States—Gulf coast, Texas, Mata- 
gorda Bay and approaches /, 93- 
13056 


United States—Gulf coast, Texas, Mata- 
gorda Bay, including Lavaca and Tres 
Palacios bays /, 93-13057 


United States—Gulf coast, Texas, Mata- 
gorda Light to Aransas Pass /, 93- 
10846 


United States—Gulf coast, Texas, south- 
ern part of Laguna Madre /, 93-13055 


United States—Gulf coast, Texas, upper 
Galveston Bay, Houston Ship Channel, 
Dollar Pt. to Atkinson I. /, 93-17957 


United States—Maryland, Chesapeake 
Bay, Severn and Magothy Rivers /, 
93-10870 


United States—west coast, approaches to 
Strait of Juan de Fuca, Destruction 
Island to Amphitrite Point /, 93- 
15579 


United States—west coast, California, en- 
trance to San Francisco Bay /, 93- 
10893 


United States—west coast, California, 
Los Angeles and Long Beach harbors 
/, 93-13098 


United States—west coast, California, 
Mare Island Strait /, 93-20542 


United States—west coast, California, 
Monterey Bay /, 93-10895 


United States—west coast, California, 
Point Dume to Purisima Point /, 93- 
10896 


United States—west coast, California, 
San Diego to Cape Mendocino /, 93- 
10887 

United States—west coast, California, 
San Diego to San Francisco Bay /, 
93-20539 

United States—west coast, California, 


San Diego to Santa Rosa Island /, 93- 
17983 
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United States—west coast, California, 
San Francisco Bay, Candlestick Point 
to Angel Island /, 93-15581 


United States—west coast, California, 
San Francisco Bay, southern part /, 
93-13096 


United States—west coast, California, 
San Miguel Passage /, 93-17986 


United States—west coast, California, 
San Pedro Channel /, 93-17984 


United States—west coast, California, 
Santa Catalina Island /, 93-8926 


United States—west coast, California, 
Santa Monica Bay /, 93-10897 


United States—west coast, California, 
Suisun Bay /, 93-15582 


United States—west coast, California, 
Suisun Bay, Mallard Island to Antioch 
/, 93-8925 


United States—west coast, California, 
Suisun Bay, Roe Island and vicinity /, 
93-8924 


United States—west coast, Oregon— 
Washington, Columbia River, Alder- 
dale to Blalock Islands /, 93-10890 


United States—west coast, Oregon— 
Washington, Columbia River, Juniper 
to Pasco /, 93-10891 


United States—west coast, Oregon, Coos 
Bay /, 93-20541 


United States—west coast, Oregon, Co- 
quille River entrance /, 93-10892 


United States—west coast, Oregon, 
Umpqua River, Pacific Ocean to Reed- 
sport /, 93-15580 


United States—west coast, San Francisco 
to Cape Flattery /, 93-13090 


United States—west coast, Washington, 
Anacortes to Skagit Bay /, 93-15576 


United States—west coast, Washington, 
Boundary Pass /, 93-15577 


United States—west coast, Washington, 
Puget Sound /, 93-15578 


United States—west coast, Washington, 
Puget Sound—northern part /, 93- 
20540 


United States—west coast, Washington, 
Puget Sound, Seattle to Bremerton /, 
93-10889 


United States—west coast, Washington, 
Puget Sound, southern part /, 93- 
13094 


United States—west coast, Washington, 
Rosario Strait, northern part /, 93- 
13092 


United States—west coast, Washington, 
Rosario Strait, southern part /, 93- 
10888 


United States—west coast, Washington, 
Seattle Harbor, Elliott Bay and Duwa- 
mish Waterway /, 93-13095 
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United States—west coast, Washington, 
Strait of Juan de Fuca entrance /, 93- 
8923 


United States—west coast, Washington, 
Strait of Juan de Fuca to Strait of 
Georgia /, 93-17981 


United States, Alaska—Aleutian Islands, 
Andreanof Islands, Tagalak I. to Little 
Tanaga I. /, 93-10883 


United States, Alaska—Aleutian Islands, 
Atka Island—western part /, 93- 
20535 


United States, Alaska—Aleutian Islands, 
Kiska Harbor and approaches /, 93- 
13085 


United States, Alaska—Aleutian Islands, 
Umnak Island, Inanudak and Nikolski 
Bays /, 93-10884 


United States, Alaska—Aleutian Islands, 
Umnak Pass and approaches /, 93- 
15575 


United States, Alaska—Aleutian Islands, 
Unalaska Island, Beaver Inlet /, 93- 
10885 


United States, Alaska—south coast, Cape 
St. Elias to Shumagin Islands /, 93- 
10881 


United States, Alaska—south coast, 
Kodiak Island, part of Alitak Bay, 
Cape Alitak to Moser Bay /, 93- 
10886 


United States, Alaska—south coast, 
Prince William Sound, eastern entrance 
/, 93-20536 


United States, Alaska—southeast coast, 
Clarence Strait and Moira Sound /, 
93-13089 


United States, Alaska—southeast coast, 
Clarence Strait, Kasaan Bay, Prince of 
Wales Island /, 93-13088 


United States, Alaska—southeast coast, 
Glacier Bay /, 93-20538 


United States, Alaska—southeast coast, 
northern part of Tlevak Strait and 
Ulica Channel /, 93-i13087 

United States, Alaska—southeast coast, 
San Christoval Channel to Cape Lynch 
/, 93-17980 

United States, Alaska—west coast, Bristol 
Bay, Kvichak Bay and approaches /, 
93-10882 

United States, Alaska—west coast, Bristol 
Bay, Nushagak Bay and approaches /, 
93-13084 

United States, Alaska—west coast, Port 
Clarence and approaches /, 93-15574 

United States, Alaska south coast, Cook 
Inlet, Anchor Point to Kalgin Island /, 
93-13086 

United States, California—Nevada, Lake 
Tahoe /, 93-10894 
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United States coast pilot. 1, Atlantic 
Coast. Eastport to Cape Cod /, 93- 
25350 


United States coast pilot. 2, Atlantic 
Coast. Cape Cod to Sandy Hook., 93- 
27783 


United States coast pilot. 3, Atlantic 
Coast. Sandy Hook to Cape Henry., 
93-23132 


United States coast pilot. 4, Atlantic 
Coast. Cape Henry to Key West., 93- 
4081 


United States coast pilot. 5, Atlantic 
Coast. Gulf of Mexico, Puerto Rico, 
and Virgin Islands., 93-8927 


United States coast pilot. 6, Great Lakes, 
Lakes Ontario, Erie, Huron, Michigan, 
and Superior and St. Lawrence River., 
93-8928, 93-17988 


United States coast pilot. 7, Pacific Coast. 
California, Oregon, Washington, and 
Hawaii., 93-17989 


United States coast pilot. 8, Pacific Coast. 
Alaska, Dixon Entrance to Cape Spen- 
cer., 93-4082, 93-20548 


United States, Hawaii, Hawaii to Oahu /, 
93-20544 

United States, Hawaii, Island of Hawaii / 
» 93-13099 

United States, Hawaii, Island of Hawaii, 
Kealakekua Bay to Honaunau Bay /, 
93-13100 

United States, Hawaii, Island of Oahu /, 
93-17985 

United States, Hawaii, Island of Oahu, 
Honolulu Harbor /, 93-10898 


United States, Hawaii, Kauai, approaches 
to Waimea Bay /, 93-15583 


United States, Lake Champlain—New 


York—Vermont, Barber 
Whitehall /, 93-13082 


United States, Lake Champlain—New 
York, Vermont, Cumberland Head to 
Four Brothers Islands /, 93-10877 


United States, New York State Barge 
Canal System, New York, Cayuga and 
Seneca Lakes /, 93-8918 


Valdosta Regional Airport, Valdosta, 
Georgia : digitized from OC 892, sur- 
veyed January 1992, 9th edition /, 93- 
8896 


VFR aeronautical chart. U.S. gulf coast., 
93-8908 

VFR terminal area chart. Anchorage., 
93-10841, 93-23080 

VFR terminal area chart. Atlanta. 93- 
1632, 93-23081 


VFR terminal area chart. Baltimore— 
Washington., 93-1633, 93-17950, 
93-27748 


VFR terminal area chart. Boston., 93- 
23082 


Point to 





VFR terminal area chart. Chicago., 93- 
20494 


VFR. terminal area chart. Cleveland., 
93-6820, 93-20495 


VFR terminal area chart. Dallas—Ft 
Worth., 93-13046, 93-23083 


VFR terminal area chart. Denver., 93- 
17951 


VFR terminal area chart. Detroit., 93- 
6821, 93-20496 


VFR terminal area chart. Houston., 93- 
6822, 93-17952, 93-25329 


VFR terminal area chart. Kansas City., 
93-23084 


VFR terminal area chart. Las Vegas., 
93-1634, 93-23085 


VFR terminal area chart. Los Angeles., 
93-13047, 93-25330 


VFR terminal area chart. Miami., 93- 
1635, 93-20497 


VFR terminal area chart. Minneapolis— 
St Paul., 93-17953, 93-25331 


VFR terminal area chart. New Orleans., 
93-10842, 93-23086 


VFR terminal area chart. New York., 
93-10843, 93-23087 


VFR terminal area chart. Phildelphia., 
93-1636, 93-27749 


VFR terminal area chart. Pittsburgh., 
93-6823 


VFR terminal area chart. Puerto Rico— 
Virgin Islands., 93-8906 


VFR terminal area chart. San Diego., 
93-13048, 93-25332 


VFR terminal area chart. San Francisco., 
93-6824, 93-23089 


VFR terminal area chart. Seattle. 93- 
13049, 93-23090 


VFR terminal area chart. St Louis., 93- 
8907, 93-23088 


VFR terminal area chart. Tampa/Orlan- 
do., 93-20498 

Warren County Airpori, Giens Faiis, 
New York : digitized from OC 673, 
surveyed 23 September 1992, 10th edi- 
tion /, 93-25314 


Waveland to Catahoula Bay, Mississip- 
pi—Louisiana /, 93-13067 

West Indies, Isla de Culebra and ap- 
proaches /, 93-20545 


West Indies, Puerto Rico—east coast, 
Pasaje de Vieques and Radas Roosevelt 
/, 93-20547 


West Indies, Virgin Islands, Pillsbury 
Sound /, 93-13101 

West Indies, west coast of Puerto Rico /, 
93-10899 

West of Jamesville quadrangle, Virginia, 
1986 : 7.5 minute series (bathymetric) / 
, 93-26391 
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West of Nandua Creek quadrangle, Vir- 
ginia, 1986 : 7.5 minute series (bathy- 
metric) /, 93-26392 

Whiteside County Airport-Joseph H. Bit- 
torf Field, Sterling-Rock Falls, Illinois 
: digitized from OC 5388, surveyed 14 
October 1992, 8th edition /, 93-23058 


Will Rogers World Airport, Oklahoma 
City, Oklahoma : digitized from OC 
301, surveyed March 1992, 12th edition 
/, 93-17931 


The William B. Hartsfield Atlanta Inter- 
national Airport, Atlanta, Georgia : di- 
gitized from OC 26, surveyed February 
1992, 15th edition /, 93-17928 


Wilton quadrangle, Virginia, 1964 : 7.5 
minute series (topographic-bathymet- 
ric) /, 93-24104 

World aeronautical chart. 
20499 


World aeronautical chart. 
23091 


World aeronautical chart. CD-11., 93- 
23092 


World aeronautical chart. CD-12., 
25333 


World aeronautical chart. 
93-20500, 93-23093 


World aeronautical chart. 
23094 


World aeronautical 
15547 


World aeronautical 
1637, 93-27750 


World aeronautical 
8909 


World aeronautical 
23095 


World aeronautical 
23096 


World aeronautical 
23097 


World aeronautical 
25334 


World aeronautical 
6826 


World aeronautical 
23098 


World aeronautical 
1638 


World aeronautical 
13051 


World aeronautical chart. 
20501 


World aeronautical chart. 
20502 

Worthington Municipal Airport, Wor- 
thington, Minnesota : digitized from 
OC 5209, surveyed 22 June 1992, 6th 
edition /, 93-20472 


CC-8., 93- 


CC-9., 93- 


CE-12, 
CE-15., 
. CF-16., 
. CF-17., 
. CF-18., 
. CF-19., 
. CG-18., 
. CG-19., 
. CG-20., 
. CG-21., 
. CH-23., 
. CH-24., 
. CH-25., 
CJ-26., 93- 


CJ-27., 93- 
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106-Mile Dumpsite Physical Oceanogra- 
phy Project [microform] : hydrograph- 
ic data report of the Delaware II 91-09 
Cruise /, 93-17876 


United States. National Ocean Service. 
Coastal Monitoring and Bioeffects 
Assessment Division. 

Mussel watch : recent trends in coastal 
environmental quality /, 93-23036 


Toxic contaminants in the Gulf of Maine 
/, 93-17883 


United States. National Ocean Service. 
Office of Charting and Geodetic Services. 
States’ activities report., 93-1639 


United States. National Ocean Service. | 
Office of Ocean Resources Conservation 
and Assessment. 

Arctic fish habitat use investigations [mi- 
croform] : nearshore studies in the 
Alaskan Beaufort Sea, summer 1990 /, 
93-19042 


United States. National Ocean Service. 
Office of Oceanography and Marine 
Assessment. 

Standard and reference materials for 
marine science /, 93-1584 


Supplemental tidal predictions, Anchor- 
age, Nikishka, Seldovia, and Valdez, 
Alaska /, 93-23133 


United States. National Ocean Service. 
Office of Oceanography and Marine 
Services. 

Supplemental tidal predictions, Anchor- 
age, Nikishka, Seldovia, and Valdez, 
Alaska /, 93-23133 


United States. National Ocean Service. 
Strategic Environmental Assessments 
Division. 

Agricultural pesticide use in coastal areas 
: a national summary /, 93-15514 


Building along America’s coasts : 20 
years of building permits, 1970-1989 /, 
93-10800 


United States. National Oceanic and 
Atmospheric Administration. 
Aware : warning coordination and 
hazard awareness report /, 93-222 


Barrier Island/Salt Marsh _ estuaries, 
southeast Atlantic Coast [microform] : 
issues, resources, status, and manage- 
ment : proceedings of a seminar held 
February 17, 1988, Washington, D.C. / 
, 93-1590 


The Federal plan for meteorological 
services and supporting research [[mi- 
croform]] / , 93-6809, 93-10797, 
93-17877 


Fishery bulletin /, 93-368 

The future of NOAA /, 93-10788 

Meeting of the Marine Facilities Panel of 
the United States-Japan Cooperative 
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Program in Natural Resources (UJNR) 
[[microform].] , 93-27722, 93-27723 


Meteorological and aerosol measurements 
from the NOAA WP-3D aircraft 
during WATOX-86, January 4-9, 1986 
[microform] /, 93-1571 


Monthly climatic data for world [[micro- 
form].], 93-228 


National hurricane operations plan [[mi- 
croform]] /, 93-1564, 93-20390 


National Weather Service : moderniza- 
tion & associated restructuring., 93- 
27734 


NEOM., 93-15515 
NOAA., 93-1562 


Proceedings of the annual Climate Diag- 
nostics Workshop [[microform].] , 93- 
20383 


Proceedings of the 1991 Exclusive Eco- 
nomic Zone Symposium on Mapping 
and Research : working together in the 
Pacific EEZ /, 93-16572 


Satellite observations of mesoscale fea- 
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Brunswick, Georgia, April 5, 1991 [mi- 
croform] /, 93-8050 

Belleville, Mlinois—August 22 1987, Pen- 
sacola, Florida—December 27, 1987 
[microform] , 93-22386 


Breaking deficiencies on heavy trucks in 
32 selected accidents [microform] , 
93-14976 


Capsizing and sinking of the mobile off- 
shore drilling unit, ROWAN GORIL- 
LA I, in the North Atlantic Ocean, 
December 15, 1988 [microform] / , 
93-29632 


Capsizing and sinking of the U‘S. fishing 
vessel Lark, Atlantic Ocean near Nan- 
tucket Island, Massachusetts, October 
9, 1987 [microform] /, 93-29631 


Capsizing and sinking of the U.S. fishing 
vessel Uyak II in the Gulf of Alaska 
near Kodiak Island, Alaska, November 
5, 1987 [microform] /, 93-10168 
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Capsizing and sinking of U.S. liftboat M/ 
V AVCO V, Gulf of Mexico, July 31, 
1989 [microform] /, 93-29635 


Capsizing and sinking of U.S. self-elevat- 
ing liftboat M/V TITAN, Gulf of 
Mexico, June 29, 1989 [microform] / , 
93-29634 


Case summaries of 189 heavy truck acci- 
dent investigations [microform] /, 93- 
29638 


Collapse of the northbound U.S. Route 
51 bridge spans over the Hatchie River 
near Covington, Tennessee, April 1, 
1989 [microform] /, 93-10179 


Collapse of the S.R. 675 bridge spans 
over the Pocomoke River near Poco- 
moke City, Maryland, August 17, 1988 
[microform] /, 93-10178 


Collision and derailment of Amtrak train 
6 on the Burlington Northern Railroad, 
Russell, Iowa, October 12, 1987 [mi- 
croform] /, 93-10163 


Collision and derailment of Montana Rail 
Link freight train with locomotive 
units and hazardous materials release, 
Helena, Montana, February 2, 1989 
[microform] /, 93-10165 


Collision and derailment of Norfolk 
Southern train 188 with Norfolk South- 
ern train G-38 at Sugar Valley, Geor- 
gia, August 9, 1990 [microform] / , 
93-10167 


Collision and derailment of Southeastern 
Pennsylvania Tansportation Authority 
single car train 167, 69th Street Termi- 
nal, Upper Darby, Pennyslvania, 
August 23, 1986 [microform] / , 93- 
10161 


Collision between the USS Richard L. 
Page (FFG-5) and the U.S. fishing 
vessel Chickadee, the Atlantic Ocean, 
April 21, 1987 [microform] / , 93- 
29630 


Collision of Aeronaves De Mexico, S.A., 
McDonnell Douglas DC-9-32, XA- 
JED and Piper PA-28-181, N489iF, 
Cerritos, California, August 31, 1986 /, 
93-3081 


Collision of Amtrak train 66, the Night 
Owl with on-track maintenance-of-way 
equipment, Chester, Pennsylvania, Jan- 
uary 29, 1988 [microform] /, 93-8045, 
93-8053 


Collision of Levy County, Florida school 
bus and Airdrome Tire Centers, Inc. 
truck near Bronson, Florida, August 
28, 1987 [microform] /, 93-10177 


Collision of the Hong Kong-registered 
motor tank ship Mandan with the U.S. 
Army Corps of Engineers’ barge flotil- 
la at mile 10.5 above head of passes in 
the lower Mississippi River near 
Venice, Louisiana, August 15, 1990 
[microform] /, 93-22388 
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Commercial emergency medical service 
helicopter operations [microform] / , 
93-5978 


Crashworthiness of small poststandard 
school buses [microform] , 93-10183 


Derailment of Amtrak train no. 6 on the 
Burlington Northern Railroad, Batavia, 
Iowa, April 23, 1990 [microform] / , 
93-8054 


Derailment of National Railroad Passen- 
ger Corporation train 7 on Burlington 
Northern Railroad near Saco, Mon- 
tana, August 5, 1988 [microform] / , 
93-29627 


Derailment of Southeastern Pennsylvania 
Transportation Authority (SEPTA) 
commuter train 61, Philadelphia, Penn- 
sylvania, March 7, 1990 [microform] / , 
93-10166 


Derailment of steam excursion train Nor- 
folk and Western Railway Company 
train, Extra 611 West, Suffolk, Virgin- 
ia, May 18, 1886 /, 93-8051 


Disappearance of the U.S. fishing vessel 
Nordfjord in the Gulf of Alaska, Sep- 
tember 19, 1987 /, 93-12515 


Engineroom fire aboard the U.S. tankship 
Charleston in the Atlantic Ocean about 
35 miles off the South Carolina coast, 
March 7, 1989 [microform] / , 93- 
29633 


Explosion aboard the Maltese tank vessel, 
Fiona, in Long Island Sound near 
Northport, New York, August 31, 1988 
/, 93-5974 


Explosions and fires aboard the U.S. 
tankship Omi Yukon in the Pacific 
Ocean about 1,000 miles west of Hono- 
lulu, Hawaii, October 28, 1986 /, 93- 
5973 


Explosive decompression — loss of cargo 
door in flight, United airlines flight 
811, Boeing 747-122, N4713U, Honolu- 
lu, Hawaii, February 24, 1989 [micro- 
form] /, 93-8049 

Fatigue, alcohol, other drugs, and medi- 
cal factors in fatal-to-the-driver heavy 
truck crashes [microform] , 93-24692 


Fire and explosion aboard the U.S. tank- 
ship Jupiter, Bay City, Michigan, Sep- 
tember 16, 1990 [microform] / , 93- 
10173 


Fire on board the Bahamian passenger 
ship, the Scandinavian Star, in the Gulf 
of Mexico, March 15, 1988 [microform] 
/, 93-10170 


Flight attendant training and performance 
during emergency situations [micro- 
form], 93-24691 

Fuel farm fire at Stapleton International 
Airport Denver, Colorado, November 
25, 1990 [microform] /, 93-10160 

General aviation accidents involving 
visual flight rules flight into instrument 
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meteorological conditions [microform] 
/, 93-8044 


Greyhound Lines, Inc., intercity bus loss 
of control and overturn Interstate 
Highway 65, Nashville, Tennessee, No- 
vember 19, 1988 /, 93-17330 


Grounding of the Greek tankship World 
Prodigy off the coast of Rhode Island, 
June 23, 1989 [microform] / , 93-8056 


Grounding of the U.S. passenger vessel 
Islander, Woods Hole, Massachusetts, 
July 29, 1988 [microform] / , 93- 
10174, 93-10175 


Grounding of the U.S. tank ship Star 
Connecticut, Pacific Ocean, near Bar- 
bers Point, Hawaii, November 6, 1990 
[microform] /, 93-29636 


Grounding of the U.S. tankship, Exxon 
Valdez on Bligh Reef, Prince William 
Sound near Valdez, Alaska, March 24, 
1989 [microform] /, 93-8055 


Head-end collision of Consolidated Rail 
Corporation freight trains UBT-506 
and TV-61 near Thompsontown, Penn- 
sylvania, January 14, 1988 [microform] 
/, 93-29626 

Head-on collision between Iowa Inter- 
state Railroad Extra 470 West and 
Extra 406 East with release of hazard- 
ous materials near Altoona, Iowa, July 
30, 1988 [microform] /, 93-29628 


Head-on collision of CSX Transportation 
freight trains Extra 4443 North and 
Extra 4309 South, East Concord, New 
York, February 6, 1987 [microform] / 
National Transportation Safety Board., 
93-8052 


Head-on collision of Southern Pacific 
Transportation Company freight trains, 
Yuma, Arizona, June 15, 1987 [micro- 
form] /, 93-10162 


Heavy vehicle airbrake performance [mi- 
croform] /, 93-8059 


Highway work zone safety [microform] , 
93-22389 


Inspection and testing of railroad tank 
cars [microform] /, 93-29625 


Intercity-type buses chartered for service 
to Atlantic City, New Jersey [micro- 
form] : Little Egg Harbor Township, 
New Jersey—July 23, 1988 [and] 
Tinton Falls, New Jersey—November 
29, 1988 /, 93-10176 


Kansas Power and Light Company natu- 
ral gas pipeline accidents, September 
16, 1988 to March 29, 1989 [micro- 
form] /, 93-8057, 93-10181 

L’Express Airlines, Inc., flight 508, Beech 
C99, N7217L, weather encounter and 
crash near Birmingham, Alabama, July 
10, 1991 [microform] /, 93-8048 

Liquid propane pipeline rupture and fire, 
Texas Eastern Products Pipeline Com- 
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pany, North Blenheim, New York, 
March 13, 1990 [microform] / , 93- 
8058 


Locomotive fuel tank integrity [micro- 
form] : safety study., 93-24693 


Markair, Inc., Boeing 737-2X6C, 
N670MA, controlled flight into terrain, 
Unalakleet, Alaska [microform] / , 
93-8046 

Multiple vehicle collision and fire in a 
work zone on Interstate Highway 79 
near Sutton, West Virginia, July 26, 
1990 [microform] /, 93-10180 


National Transportation Safety Board., 
93-27006 


Newark, New Jersey—November 13, 
1986 [microform] , 93-17328 


Philadelphia, | Pennsylvania—December 
10, 1986 : Ardmore, Pennsylvania— 
January 26, 1987 [microform] / , 93- 
29629 

Piedmont Natural Gas Company natural 
gas explosion and fire, Winston-Salem, 
North Carolina, January 18, 1988 [mi- 
croform] /, 93-29637 


Piper Aijrcraft Corporation PA-46 
Malibu/Mirage accidents/incident, 
May 31, 1989 to March 17, 1991 [mi- 
croform], 93-29624 


Progress of state laws on alcohol use in 
recreational boating [microform] / , 
93-24690 


Railroad accident/incident summary 
report [microform] : Chase, Mary- 
land—Appril 12, 1991., 93-27007 

Ramming of the Maltese bulk carrier 
Mont Fort by the British tankship 
Maersk Neptune in Upper New York 
Bay, February 15, 1988 [microform] , 
93-22387 


Ramming of the Sidney Lanier Bridge by 
the Polish bulk carrier, Ziemia Bialos- 
tocka, Brunswick, Georgia, May 3, 
1987 /, 93-17329 

Ramming of the Spanish bulk carrier Ur- 
duliz by the USS Dwight D. Eisen- 
hower (CVN 69), Hampton Roads, 
Virginia, August 29, 1988 /, 93-5975 

Ramming of the U.S. Navy YFU-97 by 
the Panamanian passenger vessel, 
Viking Princess, Port of Palm Beach, 
Florida, February 15, 1989 [microform] 
/, 93-10171 


Rear-end collision of Amtrak/Massachu- 
setts Bay Transportation Authority 
commuter trains, Boston, Massachu- 
setts, November 12, 1987 [microform] / 
» 93-10164 


Recreational boating safety [microform] : 
safety study., 93-29639 

Runway collision of Eastern Airlines 
Boeing 727, flight 111 and Epps Air 
Service Beechcraft King Air A100, At- 
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lanta Hartsfield International Airport, 
Atlanta, Georgia, January 18, 1990 /, 
93-3083 

Ryan International Airlines DC-9-15, 
N565PC, loss of control on takeoff, 
Cleveland-Hopkins International Air- 
port, Cleveland, Ohio, February 17, 
1991 [microform] /, 93-8047 


Safety recommendations /, 93-1096 
Sinking of the passenger vessel, Cougar, 


off the coast of Oregon, September 15, 
1988 /, 93-5976 


Sinking of the U.S. fishing vessel Way- 
ward Wind in the Gulf of Alaska, 
Kodiak Island, Alaska, January 18, 
1988 [microform] /, 93-10169 


Sinking of the U.S. tug Barcona by the 
U.S. Navy nuclear attack submarine 
USS Houston (SNN 713), San Pedro 
Channel near Santa Catalina Island, 
California, June 14, 1989 [microform] / 
, 93-10172 


Uninspected commercial fishing vessel 
safety [microform] /, 93-5977 


United Airlines Flight 811, Boeing 747- 
122, N4713U, Honolulu, Hawaii, Feb- 
ruary 24, 1989 /, 93-3082 


United States. National Vital Statistics 

Division. 

Monthly vital statistics report [[micro- 
form]] : provisional statistics from the 
National Center for Health Statistics., 
93-711 


Vital statistics of the United States., 93- 
7397 


United States. National Weather Service. 
Advanced spotters’ field guide. 93- 
25300 


ASOS, Automated Surface Observing 
System : guide for pilots., 93-23017 


Aware : warning coordination and 
hazard awareness report /, 93-222 


An eight-year climatology of meteorolog- 
ical and SBUV ozone data [microform] 
/, 93-8883 

Flash floods and floods— : the awesome 
power! : a preparedness guide. 93- 
13004 

Hurricane! : a familiarization booklet., 
93-23020 

Key to ASOS (Automated Surface Ob- 
serving System) weather observation., 
93-23032 

A Mariner’s guide to marine weather 
services., 93-10799 

A methodology for updating a conceptu- 
al snow model with snow measure- 
ments [microform] /, 93-8884 


The National cooperative observer., 93- 
220 


Oceanographic monthly summary., 93- 
221 
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Operations concept [microform] : ad- 
vanced weather interactive processing 
system for the 1990’s : AWIPS-90., 
93-17878 


A Pilot’s guide to aviation weather serv- 
ices., 93-27735 


Port Meteorological Officers and the 
Voluntary Observing Ship program : 
PMOs, VOS., 93-17879 


Proceedings of the annual Climate Diag- 
nostics Workshop [[microform].] , 93- 
20383 


Severe thunderstorm cases of July 1988 
thru June 1989 /, 93-8890 


Severe thunderstorm cases of July 1988 
thru [sic] June 1989 /, 93-10796 


Tornadoes, nature’s most violent storms : 
a preparedness guide including safety 
information for schools., 93-13003 


Water supply outlook ... for the North- 
eastern United States [[microform]] / , 
93-219 


Water supply outlook for the western 
United States [[microform]] / , 93-32 


Weekly weather and crop bulletin /, 93- 
227 


United States. National Weather Service. 
Engineering Division. Test and Evaluation 
Branch. 

Functional precision of National Weather 
Service upper-air measurements using 
Space Data Division radiosonde 
(model 909-10-01) [microform] / , 93- 
15520 


Functional precision of National Weather 
Service upper-air measurements using 
VIZ Manufacturing Co. “A” radio- 
sonde (Model 1492-510) [microform] / 
, 93-8885, 93-8886 


United States. National Weather Service. 
Warning and Forecast Branch. 
A Summary of natural hazard deaths for 
199i in the United States., 93-20436 
Winter storms— the deceptive killers : a 
guide to survival., 93-1593 


United States. Natural Gas Deliverability 

Task Force. 

Natural Gas Deliverability Task Force 
report [microform] : to the Secretary 
of Energy and the Chairman of the 
Federal Energy Regulatory Commis- 
sion : delivery of natural gas in the 
United States, is the data reliable?, 93- 
18158 


United States. Naval Air Systems Command. 
Naval aviation news., 93-511 


Technical information indexes: naval car- 
rier aviation., 93-4271 
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United States. Naval Air Systems Command. 
Strategic Planning Branch. 
1992/93 naval aviation systems TEAM : 

strategic plan., 93-25449 


United States. Naval Education and Training 
Command. 

Bibliography for advancement study., 
93-4273 


Catalog of nonresident training courses., 
93-23263 


United States. Naval Energy and 
Environmental Support Activity. 
Energy & environmental news [[micro- 
form].], 93-527 


Navy energy planning guide : January 
1993-December 1994., 93-23257 


United States. Naval Facilities Engineering 
Command. 
The NAVFAC headquarters : quality in- 
stitute : seven steps to organizational 
improvement., 93-25454 


Navy civil engineer., 93-526 


Wanted : seabees for underwater con- 
struction teams., 93-11049 


150 years of doing it right : the Bureau of 
Yards and Docks, the Naval Facilities 
Engineering Command,  1842-1992., 
93-1782 


United States. Naval Medical Command. 
Navy medicine., 93-514 


United States. Naval Military Personnel 


Command. 
Biennial officer billet summary (junior of- 
ficer edition) [microform] , 93-15822 


Enlisted transfer manual : for distribution 
and assignment of enlisted personnel of 
the U.S. Navy., 93-6946 


Health fair resource guide, 1990., 93- 
15821 


Officer transfer manual., 93-13325 


Register of retired commissioned and 
warrant officers, regular and reserve, 
of the United States Navy., 93-4274, 
93-9078 


Shift colors., 93-521 


United States. Naval Military Personnel 
Command. Family Support Program. 
Navy family ombudsmen training guide 

[microform], 93-18107 


United States. Naval Military Personnel 
Command. Personnel Statistics Office. 
Navy military personnel statistics [[micro- 

form].], 93-524 


United States. Naval Military Personnel 
Command. Retired Personnel Support 
Section. 

Shift colors., 93-521 








United States. Naval Oceanographic Office. 

The joint US/UK 1990 epoch world 

magnetic model [microform] / , 93- 
14723 


National oceanographic fleet operating 
schedules for ... [[microform]] / , 93- 
9071, 93-13319, 93-18105 


Notice to mariners /, 93-437 


United States. Naval Oceanography 

Command. 

National oceanographic fleet operating 
schedules for ... [[microform]] / , 93- 
9071, 93-13319, 93-18105 

Oceanographic ships operating schedules 
/, 93-13330 


United States. Naval Reserve. 
Naval reservist news /, 93-519 


Register of commissioned and warrant of- 
ficers of the United States Naval Re- 
serve [[microform].], 93-9077 


United States. Navy. 

Currents over the slope off San Francis- 
co, California [microform] / , 93- 
28733 

Register of commissioned and warrant of- 
ficers of the United States Navy and 
reserve officers on active duty [[micro- 
form].], 93-9075, 93-9076 


United States. Navy. Civil Engineer Corps. 
Navy civil engineer., 93-526 


United States. Navy. Medical Dept. 
Navy medicine., 93-514 


United States. Navy. Office of the Judge 
Advocate General. 
Naval law review [[microform].] , 93- 
4272, 93-27920, 93-27921 


Reference guide to post-government 
service employment activities of De- 
partment of the Navy personnel., 93- 
20739 


United States. Navy. Supply Corps. 
HMC&M |[[computer file]] : hazardous 
material control & management ; 
HMIS : hazardous material information 
system /, 93-533 


Newsletter [[microform]] /, 93-532 


United States. Navy Dept. 
Air navigation [microform] : flying train- 
ing., 93-15844 
Force 2001 : a program guide to the U.S. 
Navy., 93-27919 


Ground-water data for San Nicolas 
Island, California, 1989-90 [microfiche] 
/, 93-2308 

Hydrogeologic framework of USS. 
Marine Corps Base at Camp Lejeune, 
North Carolina /, 93-26250 


Naval Construction Force support of 
MAGTFE operations., 93-15833 


U.S. NOAA Estuarine Programs Office. 
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Records disposition manual., 93-11041 

Report to the Congress [[microform]] / , 
93-9068, 93-9069, 93-9070 

Status of forces policies, procedures, and 
information : legal services., 93-13211 

Storage capacity of Fena Valley Reser- 


voir, Guam, Mariana Islands, 1990 /, 
93-14142 


Supply reserve vision study [microform] : 
summary report., 93-15816 

“The Oldest and the best” decommission- 
ing : United States Ship Prairie, March 
26, 1993, Long Beach, California., 93- 
20738 


United States. Navy Dept. Bureau of 
Medicine and Surgery. 
Navy medicine., 93-514 


United States. Navy Dept. Bureau of 
Medicine and Surgery. Professional 
Development Division. 

U.S. Navy Medical Department officer 
career guide /, 93-1780 


United States. Navy Dept. Office of 
Information. 
Navy fact file [microform] , 93-11040 


United States. Navy Dept. Office of the 
Chief of Information. 
All hands., 93-516 


United States. Navy Dept. Office of the 
Oceanographer of the Navy. 
Oceanographic ships operating schedules 

/, 93-13330 


United States. Navy Internal Relations 
Activity. 
All hands., 93-516 
Navy editor’s service : NES., 93-508 
Navy family lifeline /, 93-507 
Report to the Congress [[microform]] / , 
93-9068, 93-9069, 93-9070 


United States. Navy Publishing and Printing 
Service. Management Office. 
Simply by design [microform] : desktop 
publishing guide., 93-15818 


United States. NOAA Estuarine Programs 

Office. 

Barrier Island/Salt Marsh _ estuaries, 
southeast Atlantic Coast [microform] : 
issues, resources, status, and manage- 
ment : proceedings of a seminar held 
February 17, 1988, Washington, D.C. / 
, 93-1590 

Boston Harbor and Massachusetts Bay 
{microform] : issues, resources, status, 
and management : proceedings of a 
seminar held June 13, 1985, Washing- 
ton, D.C. /, 93-1586 

Galveston Bay [microform] : issues, re- 
sources, status, and management : pro- 
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ceedings of a seminar held March 14, 
1988, Washington, D.C. /, 93-1591 


Hudson/Raritan estuary [microform] 
issues, resources, status, and manage- 
ment : proceedings of a seminar held 
February 17, 1987, Washington, D.C. / 
, 93-1588 


Lake Erie estuarine systems [microform] : 
issues, resources, status, and manage- 
ment : proceedings of a seminar, held 
May 4, 1988, Washington, D.C. /, 93- 
1592 


Puget Sound [microform] : issues, re- 
sources, status, and management : pro- 
ceedings of a seminar held January 21, 
1987, Washington, D.C. /, 93-1587 


Tampa and Sarasota bays [microform] : 
issues, resources, status, and manage- 
ment : proceedings of a seminar, held 
December 10, 1987, Washington, D.C. 
/, 93-1589 


United States. Northeastern Forest 
Experiment Station. 
The timber industries of Kentucky, 1986 
[microform] /, 93-3703 


United States. Nuclear Regulatory 
Commission. Division of Regulatory 
Application. 

A prioritization of research activities /, 
93-8192 


United States. Occupational Safety and 
Health Administration. 
Cotton dust., 93-9816 


Crane or derrick suspended personnel 
platforms., 93-26597 


Discrimination protection for trucking 
employees., 93-21857 


Exposicion a patogenos transmitidos por 
la sangre en el trabajo., 93-2703 


93-7848 
standard., 


Hand and power tools., 


Hazard communication 93- 


21856 


How to prepare for workplace emergen- 
cies., 93-26603 

How to protect yourself from fungal dis- 
eases., 93-29066 


How to protect yourself from safety and 
health hazards during cleanup oper- 
ations., 93-29065 


Job hazard analysis., 93-2702 


Job safety & health quarterly : JS & HQ 


/, 93-902 
Lead in construction., 93-29062 


Occupational exposure to bloodborne 
pathogens : precautions for emergency 
responders., 93-26598 


Occupational exposure to cadmium., 
14486 


Occupational exposure to cadmium in the 
construction industry., 93-26599 


93- 
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Occupational exposure to formaldehyde., 
93-7849 


OSHA CD-ROM [[computer file].] , 
904 


OSHA handbook for small businesses., 
93-16971 


Permit-required confined spaces (permit 
spaces)., 93-26600 


Principal emergency response and pre- 
paredness requirements in OSHA 
standards and guidance for safety and 
health programs., 93-29063 


Process safety management guidelines for 
compliance., 93-5672, 93-19128 


Report of the president to the Congress 
on occupational safety and health for 
calendar year ... [[microform]] /, 93- 
14484 


Respiratory protection., 


93- 


93-26601 
93-26602 


Sulfur dichloride tank explosion., 
24312 


Technical notes /, 93-903 


Where to apply for variances from 
OSHA standards., 93-14487 

4,4’ Methylenedianiline (MDA) for gen- 
eral industry., 93-14485 


Stairways and ladders., 
93- 


United States. Occupational Safety and 
Health Administration. Office of 
Construction and Engineering. 
Construction accidents the workers’ 

compensation data base 1985-1988., 
93-9815 


The 100 most frequently cited OSHA 
construction standards in 1991 [micro- 
form] : a guide for the abatement of the 
top 25 associated physical hazards., 
93-29064 


United States. Occupational Safety and 
Health Administration. Office of 
Occupational Health Nursing, 


Framework for a comprehensive health 
and safety program in the hospital en- 
vironment., 93-29061 





United States. Occupational Safety and 
Health Administration. Office of 
Statistics. 

Selected occupational fatalities related to 
marine cargo handling as found in re- 
ports of OSHA fatality/catastrophe in- 
vestigations., 93-2704 


United States. Ocean Assessments Division. 

Alaska Office. 

Proceedings of the Gulf of Alaska, Cook 
Inlet, and North Aleutian Basin Infor- 
mation Update Meeting, February 7-8, 
1989, Anchorage, Alaska [microform] / 
, 93-20441 
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United States. Office of Aeronautics and 
Space Technology. 
Integrated technology plan for the civil 
space program [[microform].] , 93- 
26720 


OAST space technology accomplish- 
ments FY 1991 [microform] / , 93- 
5716 


United States. Office of Affordable Housing 
Programs. 
First-time homebuyers and the home pro- 
gram : using the home investment part- 
nership program /, 93-26191 


United States. Office of Agricultural 

Biotechnology. 

Abstracts of papers presented at the 
International Symposium on Applica- 
tions of Biotechnology to Tree Cul- 
ture, Protection and Utilization, Co- 
lumbus, Ohio, August 5-8, 1991 [micro- 
form] /, 93-20199 


United States. Office of Aviation 
Information Management. 
Air carrier financial statistics quarterly 
[[microform].] , 93-1127 


Air carrier industry scheduled service 
traffic statistics [[microform]] / , 93- 
1125 


Air carrier traffic statistics monthly [[mi- 
croform].], 93-1126 


United States. Office of Aviation Medicine. 
Air traffic control specialists in the 
airway science curriculum demonstra- 
tion project, 1984-1990 [microform] : 
third summative report /, 93-10215 


A Candidate automated battery for neur- 
opsychological screening of airmen 
[microform] : design and preliminary 
validation /, 93-10222 


A comparison of detection efficiency on 
an air traffic control monitoring task 
with and without computer aiding [mi- 
croform] /, 93-29666 


Comparison of performance on the Ship- 
ley Institute of Living Scale, Air Traf- 
fic Control Specialist Selection Test, 
and FAA Academy screen [microform] 
: final report /, 93-29669 


Comparisons of molecular sieve oxygen 
concentrators for potential medical use 
aboard commercial aircraft [microform 
/ Harvey M. England, Jr., Bruce C. 
Wilcox, Jr., Garnet A. McLean.], 93- 
27032 


Confirmatory factor analysis of burnout 
dimensions [microform] : correlations 
with job stressors and aspects of social 
support and job satisfaction /, 93- 
10220 


Conversion of the CTA, Inc., en route 
operations concepts database into a 
formal sentence online job task taxono- 
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my [microform : final report] / , 93- 
29671 


Cross-level inferences of job satisfaction 
in the prediction of intent to leave [mi- 
croform] /, 93-10212 


Dimensionality and construct validity of 
the Perceptions of Organizational Poli- 
tics Scale (POPS) [microform : final 
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Friendship, Commerce, and Consular 
Rights of February 13, 1934, as modi- 
fied by the protocol of December 4, 
1952, signed at Washington on July 1, 
1991., 93-3123 


Protocol to the Treaty of Friendship, 
Commerce, and Navigation with Ire- 
land : message from the President of 
the United States transmitting the pro- 
tocol between the government of the 
United States of America and the gov- 
ernment of Ireland to the Treaty of 
Friendship, Commerce, and Navigation 
of January 21, 1950, signed at Wash- 
ington on June 24, 1992., 93-3124 


Revised supplemental appropriations re- 
quest : communication from the Presi- 
dent of the United States transmitting 
revised fiscal year 1992 request for ap- 
propriations for the Small Business Ad- 
ministration, pursuant to 31 U.S.C. 


1107., 93-6082 


Status of impoundment messages : com- 
munication from the President of the 
United States transmitting a report on 
the status of budget authority that was 
proposed for rescission by the Presi- 
dent in the fourth through 101st special 
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messages for fiscal year 1992, pursuant 
to 2 U.S.C. 685., 93-3229 


Status of Iraq : communication from the 
President of the United States transmit- 
ting a report on the status of efforts to 
obtain compliance by Iraq with the res- 
olutions adopted by the U.N. Security 
Council, pursuant to Pub. L. 102-1, sec. 
3 (105 Stat. 4)., 93-6086 


Supplemental appropriations request 
communication from the President of 
the United States transmitting amend- 
ments to the fiscal year 1992 request 
for appropriations for the Department 
of Agriculture, pursuant to 31 U.S.C. 
1107., 93-6077, 93-6084 


Supplemental appropriations requests : 
communication from the President of 
the United States transmitting amend- 
ments to the fiscal year 1992 request 
for appropriations for the Departments 
of Defense, Housing and Urban Devel- 
opment, Justice, Labor, and Veterans 
Affairs; the Commission on Civil 
Rights; the Equal Employment Oppor- 
tunity Commission; and the National 
Commission on Libraries and Informa- 
tion Science, pursuant to 31 U.S.C. 
1107., 93-3226, 93-8115, 93-8116 


Treaty on Open Skies : message from the 
President of the United States transmit- 
ting the Treaty on Open Skies, with 
twelve annexes, signed at Helsinki on 
March 24, 1992., 93-3126 


Treaty with Romania concerning the re- 
ciprocal encouragement and protection 
of investment : message from the Presi- 
dent of the United States transmitting 
the treaty between the government of 
the United States of America and the 
government of Romania concerning 
the reciprocal encouragement and pro- 
tection of investment, with protocol 
and related exchange of letters, signed 
at Bucharest on May 28, 1992., 93- 
3125 


Treaty with the Russian Federation con- 
cerning the encouragement and recip- 
rocal protection of investment : mes- 
sage from the President of the United 
States transmitting the treaty between 
the United States of America and the 
Russian Federation concerning the en- 
couragement and reciprocal protection 
of investment, with protocol and relat- 
ed exchanges of letters, signed at 
Washington on June 17, 1992., 93- 
3122 


United Nations Framework Convention 
on Climate Change : message from the 
President of the United States transmit- 
ting the United Nations Framework 
Convention on Climate Change, adopt- 
ed May 9, 1992, by the resumed fifth 
session of the intergovernmental nego- 
tiating committee for a Framework 
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Convention on Climate Change (’’con- 
vention”), and signed on behalf of the 
United States, at the United Nations 
Conference on Environment and De- 
velopment (UNCED) in Rio De Janei- 
ro on June 12, 1992., 93-6015 


Veto—S. 5 : message from the President 
of the United States returning without 
my approval S. 5, the Family and Med- 
ical Leave Act of 1992., 93-8085 


Veto—S. 12 : message from the President 
of the United States returning without 
my approval S. 12, the Cable Televi- 
sion Consumer Protection and Compe- 
tition Act of 1992., 93-8087 


Veto—S. 250 : message from the Presi- 
dent of the United States returning 
without my approval S. 250, the Na- 
tional Voter Registration Act of 1992., 
93-3119 


Veto—S. 323 : message from the Presi- 
dent of the United States returning 
without my approval S. 323, the 
Family Planning Amendments Act of 
1992., 93-8086 


Veto of H.R. 5318 : message from the 
President of the United States transmit- 
ting his veto of H.R. 5318, a bill enti- 
tled, “United States-China Act of 
1992.”, 93-8120 


Veto of H.R. 5517 : message from the 
President of the United States transmit- 
ting his veto of H.R. 5517, a bill pro- 
viding appropriations for fiscal year 
1993 for the District of Columbia., 
93-8121 

Waiving legislative prohibitions on ap- 
proval of United States-origin exports 
to China : message from the President 
of the United States transmitting his 
justification for waiving ... pursuant to 
Public Law 101-246, section 902(b)(2) 
(104 Stat. 85)., 93-6081 


Yellowfin tuna activities : communication 
from the President of the United States 
transmitting his determination thai 
sanctions will not be imposed against 
Canada, Colombia, Malaysia, the Neth- 
erlands, Antilles, Singapore, Spain, and 
the United Kingdom at this time, pur- 
suant to 22 U.S.C. 1978(b)., 93-8112 


United States. President (1989-1993 : Bush) 

Additional measures with respect to the 
Federal Republic of Yugoslavia (Serbia 
and Montenegro) communication 
from the President of the United States 
transmitting a copy of an executive 
order with respect to additional meas- 
ures with the Federal Republic of 
Yugoslavia (Serbia and Montenegro), 
pursuant to 50 U.S.C. 1701 et seq. and 
1601 et seq. and 22 U.S.C. 287c., 93- 
19725 
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Budget baselines, historical data, and al- 
ternatives for the future., 93-24739 


Continuation of the national emergency 
with respect chemical and biological 
weapons : communication from the 
President of the United States transmit- 
ting notification that the emergency re- 
garding export control regulations for 
chemical and biological weapons is to 
continue in effect beyond November 
16, 1992, pursuant to 50 U.S.C. 
1622(d)., 93-19707 


Continuation of the national emergency 
with respect to Iran : communication 
from the President of the United States 
transmitting notification that the Iran 
emergency is to continue in effect 
beyond November 14, 1992, pursuant 
to 50 U.S.C. 1622(d)., 93-19708 


Continuation of the national emergency 
with respect to Libya : communication 
from the President of the United States 
transmitting notification that the 
Libyan emergency is to continue in 
effect beyond January 7, 1993, pursuant 
to 50 U.S.C. 1622(d)., 93-19709 


A Culture of caring : America’s commit- 
ment to children and families. 93- 
17248, 93-17249 


Deferrals of budget authority : communi- 
cation from the President of the United 
States transmitting a report of two new 
deferrals and three revised deferrals of 
budget authority which affect pro- 
grams in international security assist- 
ance, and the Departments of Agricul- 
ture and State, pursuant to 2 U.S.C. 
684(a) and 685(c)., 93-19700 

Determination of Hungary’s laws and 
policies with the Trade Act : message 
from the President of the United States 
transmitting his determination that the 
laws and policies of the Republic of 
Hungary are consistent with the crite- 
ria set out in sections 402(a) and 409(a) 
of the Trade Act of 1974, 19 U.S.C. 
2432(a) and 2439(a). pursuant to 19 
U.S.C. 2432(b) and 2439(b)., 93-29742 


Developments concerning national emer- 
gency with respect to Nicaragua : com- 
munication from the President of the 
United States transmitting a report on 
developments since his last report of 
November 9, 1988, concerning the na- 
tional emergency with respect to Nica- 
Tagua, pursuant to 50 U.S.C. 1641(c) 
and 1703(c)., 93-29741 


Developments concerning the national 
emergency with respect to Iran : com- 
munication from the President of the 
United States transmitting a report on 
developments since his last report of 
May 14, 1992, concerning the national 
emergency with respect to Iran, pursu- 
ant to 50 U.S.C. 1641(c)., 93-19702 
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Developments concerning the national 
emergency with respect to Iraq : mes- 
sage from the President of the United 
States transmitting a report on the de- 
velopments since the last report of 
August 3, 1992, concerning the nation- 
al emergency with respect to Iraq, pur- 
suant to 50 U.S.C. 1703(c)., 93-19729 


Developments concerning the national 


emergency with respect to Libya : 
communication from the President of 
the United States transmitting a report 
on developments since his last report of 
July 7, 1992, concerning the national 
emergency with respect to Libya, pur- 
suant to 50 U.S.C. 1641(c)., 93-22456 


Developments concerning the national 


emergency with respect to Serbia and 
Montenegro : communication from the 
President of the United States transmit- 
ting a report on developments since his 
last report of May 30, 1992, concerning 
the national emergency with respect to 
Serbia and Montenegro, pursuant to 50 
U.S.C. 1641(c)., 93-19703 


Funding for Operation Restore Hope : 


communication from the President of 
the United States transmitting request 
for transfer of funds within the Depart- 
ment of Defense in order to provide 
funding for the incremental costs aris- 
ing from Operation Restore Hope, pur- 
suant to 31 U.S.C. 1107., 93-19717 


Governing international fishery agree- 


ment between the United States and 
the Republic of Lithuania : communi- 
cation from the President of the United 
States transmitting an agreement be- 
tween the government of the United 
States and the government of the Re- 
public of Lithuania concerning fisheries 
off the coasts of the United States, pur- 
suant to 16 U.S.C. 1823(a)., 93-19723 


Intention to add Ethiopia to the list of 


beneficiary developing countries : com- 
munication from the President of the 
United States transmitting notice of his 
intention to add Ethiopia to the list of 
beneficiary developing countries under 
the generalized system of preferences 
(GSP), pursuant to 19 U.S.C. 2462(a)., 
. 93-19704 


Making available an appropriation in 
budget authority : communication from 
the President of the United States 
transmitting a report making available 
an appropriation in budget authority 
for the Department of Agriculture, 
pursuant to section 251(b)(2)(D){i) of 
the Budget Enforcement Act of 1990., 
93-19698, 93-19699 

Merit pay system exclusion : communica- 
tion from the President of the United 
States transmitting notification of his 
exclusion of the U.S. marshals, U.S. 
Department of Justice, from coverage 
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under the Performance Management 
and Recognition System, pursuant to 5 
U.S.C. 5401(6)(2)(B)., 93-19706 

Proposed legislation—Working Family 
Child Care Assistance Act of 1989 and 
Head Start Amendments of 1989 : mes- 
sage from the President of the United 
States transmitting drafts of child care 
legislative proposals prepared by the 
Secretaries of the Treasury and Health 
and Human Services., 93-29743 


Requests for supplemental appropriations 
: communication from the President of 
the United States transmitting requests 
for fiscal year 1993 emergency appro- 
priations language for the Departments 
of Housing and Urban Development 
and the Interior to provide housing as- 
sistance in Florida, Louisiana, Hawaii, 
and Guam to victims of Hurricanes 
Andrew and Iniki and Typhoon Omar, 
and the relief to the drought-stricken 
western United States, and support to 
Louisiana in studying and repairing ec- 
ological damage caused by Hurricane 
Andrew, pursuant to Public Law 102- 
368, chapter 10 (106 Stat. 1158)., 93- 
19728 


Status on Iraq : communication from the 
President of the United States transmit- 
ting a report on the status of efforts to 
obtain compliance by Iraq with the res- 
olutions adopted by the U.N. Security 
Council, pursuant to Public Law 102-1, 
section 3 (105 Stat. 4)., 93-19705, 93- 
19724 


The transfer of certain Iraqi government 
assets held by domestic banks : commu- 
nication from the President of the 
United States transmitting his executive 
order taking additional steps with re- 
spect to the actions and policies of the 
government of Iraq and the national 
emergency described and declared in 
executive order no. 12722, pursuant to 
50 U.S.C. 1621(a)., 93-19701 

Treaty with Argentina concerning the re- 
ciprocal encouragement and protection 
of investment : message from the Presi- 
dent of the United States transmitting 
the treaty between the United States of 
America and the Argentine Republic 
concerning the reciprocal encourage- 
ment and protection of investment, 
with protocol, signed at Washington on 
November 14, 1991; and an amendment 
to the protocol effected by exchange of 
notes at Buenos Aires on August 24 
and November 6, 1992., 93-19675 

Treaty with Bulgaria concerning the en- 
couragement and reciprocal protection 
of investment : message from the Presi- 
dent of the United States transmitting 
the treaty between the United States of 
America and the Republic of Bulgaria 
concerning the encouragement and re- 


Page 1-979 





US. President (1989-1993 : Bush) 


ciprocal protection of investment, with 
protocol and related exchange of let- 
ters, signed at Washington on Septem- 
ber 23, 1992., 93-19676 


Whaling activities of Norway : communi- 
cation from the President of the United 
States transmitting a report on the cer- 
tification by the Secretary of Com- 
merce concerning Norway conducting 
whaling activities that diminish the ef- 
fectiveness of the International Whal- 
ing Commission conservation program, 
pursuant to 22 U.S.C. 1978(b)., 93- 
19712 


Yellowfin tuna activities of Colombia : 
communication from the President of 
the United States transmitting his de- 
termination that sanctions will not be 
imposed against Colombia at this time 
while the Administration continues to 
implement an international dolphin 
conservation program in the eastern 
tropical Pacific Ocean, pursuant to 22 
U.S.C. 1978(b)., 93-19713 


United States. President (1993- : Clinton) 

Additional measures with respect to the 
Federal Republic of Yugoslavia (Serbia 
and Montenegro) : message from the 
President of the United States transmit- 
ting his executive order taking addi- 
tional steps with respect to the actions 
and policies of the Federal Republic of 
Yugoslavia (Serbia and Montenegro), 
pursuant to 50 U.S.C. 1706(d) and 
1641(b)., 93-19750 


Adjustment of the maximum deficit 
amount : message from the President of 
the United States, transmitting notifica- 
tion of his decision that the adjustment 
of the maximum deficit amount, as al- 
lowed under section 253(g)(1)(B) of the 
Act (2 U.S.C. 903(g)(1)(B), shall be 
made, pursuant to 2 U.S.C. 904(c)., 
93-19727 


Amendment to appropriations requests : 
communication from the President of 
the United States transmitting an 
amendment to the fiscal year 1994 re- 
quest for appropriations for the 
Agency for International Development, 
pursuant to 31 U.S.C. 1107., 93-24742 


Amendment to the Montreal protocol on 
substances that deplete the ozone layer 
: message from the President of the 
United States transmitting the amend- 
ment to the Montreal protocol on sub- 
stances that deplete the ozone layer, 
adopted at Copenhagen, November 23- 
25, 1992, by the fourth meeting of the 
parties to the Montreal protocol., 93- 
29694 


Amendments to appropriations requests : 
communication from the President of 


the United States transmitting an 
amendment to the fiscal year 1994 re- 
quest for appropriations for the De- 
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partment of the Interior, pursuant to 31 
U.S.C. 1107., 93-19751, 93-24746, 
93-27100, 93-29752 


Amendments to FY 1994 appropriations 
request communication from the 
President of the United States transmit- 
ting an amendments to the fiscal year 
1994 request for appropriations for the 
Departments of Education and Agri- 
culture, pursuant to 31 U.S.C. 1107., 
93-22468 


Appropriations request EC 1310 : com- 
munication from the President of the 
United States transmitting requests for 
emergency fiscal year 1993 supplemen- 
tal appropriations to provide for emer- 
gency expenses arising from the conse- 
quences of the flooding along the Mis- 
sissippi River and its tributaries., 93- 
29691 


Appropriations request EC 1311 : com- 
munication from the President of the 
United States transmitting an amend- 
ment to the fiscal year 1994 appropria- 
tions request for the Federal Emergen- 
cy Management Agency (FEMA)., 
93-29692 


Blocking government of Haiti property 


and prohibiting transactions with Haiti 
: message from the President of the 
United States transmitting a copy of an 
executive order taking additional steps 
with respect to the actions and policies 
of the de facto regime in Haiti and the 
national emergency described and de- 
clared in executive order no. 12775, 
pursuant to 50 U.S.C. 1701 et seq., and 
1601 et seq., and 22 U.S.C. 287c., 93- 
27101 


Budget request : communication from the 


President of the United States transmit- 
ting requests for fiscal year 1993 sup- 
plemental appropriations for the De- 
partment of Agriculture, Housing and 
Urban Development, Justice, Transpor- 
tation, and Veterans Affairs, as well as 
an additional fiscal year 1993 transfer 
authority for the Department of De- 
fense., 93-24729 

Budget request (EC 1399) : communica- 
tion from the President of the United 
States transmitting a request to consid- 
er amendments to the fiscal year 1994 
appropriations request for the Depart- 
ment of Energy., 93-29693 


Continuation of national emergency re- 
garding export control regulations : 
message from the President of the 
United States transmitting his notifica- 
tion of his declaration continuing the 
national emergency regarding export 
control regulations, pursuant to 50 
U.S.C. 1701 et seq., 93-22464 

Continuation of national emergency with 
respect to Haiti : communication from 
the President of the United States 
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transmitting developments since the 
last report concerning the national 
emergency with respect to Haiti, pur- 
suant to 50 U.S.C. 1703., 93-27104 


Continuation of national emergency with 
respect to Iraq : message from the 
President of the United States transmit- 
ting notification that the Iraqi emergen- 
cy is to continue in effect beyond 
August 2, 1993, pursuant to 50 U.S.C. 
1622(d)., 93-29747 


Continuation of national emergency with 
respect to Libya : communication from 
the President of the United States 
transmitting a report on developments 
since his last report of December 30, 
1992, concerning the national emergen- 
cy with respect to Libya, pursuant to 
50 U.S.C. 1703(c)., 93-27105 


Continuation of national emergency with 
respect to Panama : communication 
from the President of the United States 
zansmitting developments since his last 
report of October 5, 1992, concerning 
the continued blocking of Panamanian 
government assets, pursuant to 50 
U.S.C. 1706(d)., 93-19745 


Continuation of national emergency with 
respect to the Federal Republic of 
Yugoslavia (Serbia and Montenegro) : 
message from the President of the 
United States transmitting notification 
that the Federal Republic of Yugoslav- 
ia (Serbia and Montenegro) emergency 
is to continue in effect beyond May 30, 
1993, pursuant to 50 U.S.C. 1622(d)., 
93-22473 


Continuation of waiver authority : com- 
munication from the President of the 
United States transmitting notification 
of his determination that a continuation 
of a waiver currently in effect for Al- 
bania, Armenia, Azerbaijan, Belarus, 
Georgia, Kazakhstan, Kyrgyzstan, 
Moldova, Mongolia, Romania, Russia, 
Tajikistan, Turkmenistan, Ukraine, and 
Uzbekistan will substantially promote 
the objectives of section 402, of the 
Trade Act of 1974, pursuant to 19 
U.S.C. 2432(d)(1)., 93-22475, 93- 
22477 : 


Convention on the Limitation Period in 
the International Sale of Goods, with 
protocol : message from the President 
of the United States transmitting the 
multilateral United Nations Convention 
on the Limitation Period in the Inter- 
national Sale of Goods, done at New 
York on June 14, 1974, together with 
the 1980 protocol amending that con- 
vention, done at Vienna on April 11, 
1980., 93-29695 

Convention on the Marking of Plastic 
Explosives for the Purpose of Detec- 
tion : message from the President of 
the United States transmitting the Con- 
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vention on the Marking of Plastic Ex- 
plosives for the Purpose of Detection, 
with technical annex, done at Montreal 
on March 1, 1991., 93-27060 


Defense Base Closure and Realignment 
Commission report to the President : 
communication from the President of 
the United States transmitting his certi- 
fication of his approval of all the rec- 
ommendations contained in the Com- 
mission’s report, pursuant to Public 
Law 101-510, section 2903(e) (104 Stat. 
1812)., 93-27110 


Deferrals of budget authority : message 
from the President of the United States 
transmitting a report of three new de- 
ferrals of budget authority, pursuant to 
2 U.S.C. 684(a)., 93-15013 


Designating Ecuador as a beneficiary : 
communication from the President of 
the United States transmitting his intent 
to designate Ecuador as a beneficiary 
of the trade-liberalizing measures pro- 
vided for in the Andean Trade Prefer- 
ence Act, pursuant to 19 U.S.C. 3202., 
93-22462 


Developments concerning the national 
emergency with respect to Iran : mes- 
sage from the President of the United 
States transmitting a report on develop- 
ments since his last report of Novem- 
ber 10, 1992, concerning the national 
emergency with respect to Iran, pursu- 
ant to 50 U.S.C. 1641(c)., 93-22469 


Developments concerning the national 
emergency with respect to Iraq : mes- 
sage from the President of the United 
States transmitting a report on the de- 
velopments since his last report of Feb- 
ruary 16, 1993, concerning the national 
emergency with respect to Iraq, pursu- 
ant to 50 U.S.C. 1703(c)., 93-29749 


Developments concerning the national 
emergency with respect to the Federal 
Republic of Yugoslavia (Serbia and 
Montenegro) : message from the Presi- 
dent of the United States transmitting a 
report on developments since his last 
report of May 30, 1992, concerning the 
national emergency with respect to the 
Federal Republic of Yugoslavia (Serbia 
and Montenegro), pursuant to 50 
U.S.C. 1641(C)., 93-24741 

Drafts of proposed legislation : message 
from the President of the United States 
transmitting drafts of proposed legisla- 
tion entitled the ‘National Service 
Trust Act of 1993” and the “Student 
Loan Reform Act of 1993.”, 93-22465 


Emergency supplemental appropriations 
request communication from the 
President of the United States transmit- 
ting his request for emergency FY 1993 
supplemental appropriations, pursuant 
to 31 U.S.C. 1107., 93-15011, 93- 
27103, 93-27111 





Emigration laws and policies of the Re- 
public of Bulgaria : communication 
from the President of the United States 
transmitting his determination that Bul- 
garia meets the emigration criteria of 
the Jackson-Vanik amendment to the 
Trade Act of 1974, pursuant to 19 
U.S.C. 2432(b) and 2439(b)., 93-22476 


Emigration laws and policies of the Re- 
public of Bulgaria : message from the 
president of the United States transmit- 
ting an updated report that Bulgaria 
meets the emigration criteria of the 
Jackson-Vanik amendment to the 
Trade Act of 1974, pursuant to 19 
U.S.C. 2432(b)., 93-29746 


Extension of nuclear cooperation with 
the European Atomic Energy Commu- 
nity : communication from the Presi- 
dent of the United States transmitting 
his determination that continued nucle- 
ar cooperation with the European 
Atomic Energy Community (EURA- 
TOM) is needed in order to achieve 
U.S. nonproliferation objectives and to 
protect our common defense and secu- 
rity, pursuant to 42 U.S.C. 2155(a)(2)., 
93-17371 


Fishing agreement with the Republic of 
Latvia : message from the President of 
the United States transmitting a copy 
of an agreement between the United 
States government and the government 
of the Republic of Latvia concerning 
fisheries off the coasts of the United 
States, with annex, signed at Washing- 
ton on April 8, 1993, pursuant to 16 
U.S.C. 1823(a)., 93-24747 

Humanitarian aid to Somalia : communi- 
cation from the President of the United 
States transmitting his report regarding 
the humanitarian crisis in Somalia, pur- 
suant to 22 U.S.C. 2151 NT., 93- 
19710, 93-19711 


Intent to suspend Mauritania from the list 
of beneficiaries under the GSP : com- 
munication from the President of the 
United States transmitting notification 
of his intent to suspend indefinitely 
Mauritania from their status as GSP 
beneficiaries, pursuant to 19 U.S.C. 
2462(a)., 93-29745 

Making available appropriations : com- 
munication from the President of the 
United States transmitting notification 
making available emergency appropria- 
tions in budget authority for the De- 
partment of Agriculture, Education 
and the Interior ...., 93-19736 

Military strike on Iraq : communication 
1487 from the President of the United 
States transmitting notification of his 
decision to order a military strike on 
Iraq on June 26, 1993, pursuant to 50 
U.S.C. 1544(a)., 93-29744 


The NAFTA : expanding U.S. exports, 
jobs, and growth : Clinton administra- 
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tion statement on the North American 
Free Trade Agreement., 93-29439 


National Endowment for Democracy 
1992 annual report : message from the 
President of the United States transmit- 
ting the ninth annual report of the Na- 
tional Endowment for Democracy, 
which covers fiscal year 1992, pursuant 
to 22 U.S.C. 4413(i)., 93-15012 


Nondiscriminatory treatment to the prod- 
ucts of Romania : communication from 
the President of the United States 
transmitting a copy of the “agreement 
on trade relations between the govern- 
meat of the United States and the gov- 
ernment of Romania” will promote the 
purposes of the Trade Act of 1974 and 
is in the national interests, pursuant to 
19 U.S.C. 2437(a)., 93-27107 


Progress of United States efforts in So- 
malia : communication from the Presi- 
dent of the United States transmitting a 
report on U.S. peacekeeping contribu- 
tions and the use of U.S. armed forces 
in Somalia., 93-27102 


Progress on United States efforts in So- 
malia : communication from the Presi- 
dent of the United States transmitting 
progress report of United States efforts 
in Somalia., 93-24743 

Proposed _legislation—”*Comprehensive 
Child Immunization Act of 1993” : 
message from the President of the 
United States transmitting a draft of 
proposed legislation to provide for the 
immunization of all children in the 
United States against vaccine prevent- 
able diseases, and for other purposes., 
93-19737 


Proposed legislation—”Goals 2000: Edu- 
cate America Act” : message from the 
President of the United States transmit- 
ting a draft of proposed legislation enti- 
tled “Goals 2000: Educate America 
Act.”, 93-19744 

Proposed Legislation-Expedited Exclu- 
sion and Alien Smuggling Enhanced 
Penalties Act of 1993 : message from 
the President of the United States 
transmitting a draft of proposed legisla- 
tion designed to address the growing 
abuse of legal immigration and political 
asylum systems by illegal aliens holding 
fraudulent documents and by alien 
smugglers, including a section-by-sec- 
tion analysis., 93-27116 

Proposed legislation, the Community De- 
velopment Banking and Financial Insti- 
tutions Act of 1993 : message from the 
President of the United States transmit- 
ting a draft of proposed legislation to 
facilitate the establishment of communi- 
ty development financial institutions., 
93-27112 


Page I-981 





U.S. President (1993- : Clinton) 


Proposed rescission of budget authority : 
message from the President of the 
United States transmitting one pro- 
posed rescission and one revised defer- 
ral of budget authority, pursuant to 2 
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exports, and apparent consumption, 
calendar year ..., 93-5614 


Bulk ibuprofen from India [microform] : 
determination of the Commission in in- 
vestigation no. 701-TA-308 (prelimi- 
nary) under the Tariff Act of 1930, to- 
gether with the information obtained in 
the investigation : determination of the 
Commission in investigation no. 731- 
TA-526 (preliminary) under the Tariff 
Act of 1930, together with the informa- 
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tion obtained in the investigation., 93- 
2618 

California pesticide residue initiative : 
probable effects on U.S. international 
trade in agricultural food products : in- 
terim report to the President on inves- 
tigation no. 332-292 under section 
332(g) of the Tariff Act of 1930, as 
amended., 93-2597 


Certain acetylsalicylic acid (aspirin) from 
Turkey : determination of the commis- 
sion in investigation no. 701-TA-283 
(final) under the Tariff Act of 1930, 
together with the information obtained 
in the investigation : determination of 
the commission in investigation no. 
731-TA-364 (final) under the Tariff Act 
of 1930, together with the information 
obtained in the investigation. 93- 
19072 


Certain bimetallic cylinders from Japan 
[microform] : determination of the 
commission in investigation no. 731- 
TA-383 (final) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigation., 93-2625 


Certain brass sheet and strip from Japan 
and the Netherlands [microform] 
view on remand in investigations nos. 
731-TA-379 and 380 (final)., 93-2624 


Certain carbon steel butt-weld pipe fit- 
tings from China and Thailand [micro- 
form] : determinations of the Commis- 
sion in investigations nos. 731-TA-520 
and 521 (final) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigations., 93-5603 

Certain chemiluminescent compositions 
and components thereof and methods 
of using, and products incorporating, 
the same [microform] : investigation 
no. 337-TA-285 : (Commission decision 
of October 11, 1989)., 93-2609 


Certain circular, welded, non-alloy steel 
pipes and tubes from Brazil, the Repub- 
lic of Korea, Mexico, Romania, 
Taiwan, and Venezuela [microform] : 
determination of the Commission in in- 
vestigation no. 701-TA-311 (prelimi- 
nary) under the Tariff Act of 1930, to- 
gether with the information obtained in 
the investigation : determinations of the 
Commission in investigation no. 731- 
TA-532 through 537 (preliminary) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigations., 93-2620 


Certain circular, welded, non-alloy steel 
pipes and tubes from Brazil, the Repub- 
lic of Korea, Mexico, Romania, 
Taiwan, and Venezuela [microform] : 
determinations of the Commission in 
investigations nos. 731-TA-532 through 
537 (final) under the Tariff Act of 
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1930, together with the information ob- 
tained in the investigations., 93-19073 


Certain compact ductile iron waterworks 
fittings and accessories thereof from 
the People’s Republic of China [micro- 
form] : determination of the Commis- 
sion in investigation no. 731-TA-621 
(preliminary) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigation., 93-19076 

Certain final judicial decisions relating to 
tariff treatment [microform] : report to 
the Committee on Ways and Means 
and to the Committee on Finance and 
to the President, on investigation no. 
332-273 under section 332 of the Tariff 
Act of 1930., 93-5577 


Certain forged steel crankshafts from 
Brazil : determination of the commis- 
sion in investigation no. 701-TA-282 
(final) under the Tariff Act of 1930, 
together with the information obtained 
in the investigation., 93-2613 


Certain gene amplification thermal 
cyclers and subassemblies thereof from 
the United Kingdom [microform] : de- 
termination of the Commission in in- 
vestigation no. 731-TA-485 (final) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 93-2641 

Certain helical spring lockwashers from 
the People’s Republic of China and 
Taiwan [microform] : determinations of 
the Commission in investigations nos. 


731-TA-624 and 625 (preliminary) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigations., 93-19078 


Certain high-information content flat 
panel displays and display glass there- 
for from Japan [microform] : determi- 
nation of the Commission investigation 
no. 731-TA-469 (final) under the Tariff 
Act of 1930, together with the informa- 
tion obtained in the investigation., 93- 
2635 

Certain hot-rolled lead and bismuth 
carbon steel products from Brazil, 
France, Germany, and the United 
Kingdom [microform] : determinations 
of the Commission in investigations 
nos. 701-TA-314 thru 317 (preliminary) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigations : determinations of the 
Commission in investigations nos. 731- 
TA-552 thru 555 (preliminary) under 
the Tariff Act of 1930, together with 
the information obtained in the investi- 
gations., 93-26523 

Certain personal word processors from 


Japan [microform] : determination of 
the Commission 


in investigation no. 
731-TA-483 (final) under the Tariff Act 
of 1930, together with the information 
obtained in the investigation., 93-2640 
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Certain pharmaceuticals and intermediate 
chemicals [microform] : identification 
of applicable 6-digit HS subheadings 
for products covered by the proposed 
Uruguay Round Pharmaceutical 
Agreement : investigation no. 332-322., 
93-5584 


Certain residential door locks and parts 
thereof from Taiwan [microform] : de- 
termination of the Commission in in- 
vestigation no. 731-TA-433 (final) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 93-5598 


Certain sodium sulfur chemical com- 
pounds from the Federal Republic of 
Germany, the People’s Republic of 
China, Turkey, and the United King- 
dom [microform] : determination of the 
Commission in investigation no. 701- 
TA-303 (preliminary) under the Tariff 
Act of 1930, together with the informa- 
tion obtained in the investigation; de- 
terminations of the Commission in in- 
vestigations nos. 731-TA-465-468 (pre- 
liminary) under the Tariff Act of 1930, 
together with the information obtained 
in the investigations., 93-2617 


Certain stainless steel butt-weld pipe fit- 
tings from Korea and Taiwan [micro- 
form] : determinations of the Commis- 
sion in investigations nos. 731-TA-563 
and 564 (preliminary) under the Tariff 
Act of 1930, together with the informa- 
tion obtained in the investigations., 
93-5611 


Certain steel pails from Mexico : determi- 
nation of the Commission in investiga- 
tion no. 731-TA-435 (preliminary) 
under the Tariff act of 1930, together 
with the information obtained in the 
investigation., 93-2630 


Certain telephone systems and subassem- 
blies thereof from Korea [microform] : 
determination of the Commission in in- 
vestigation no. 731-TA-427 (final) 
under of the Tariff Act of 1930, togeth- 
er with the information obtained in the 
investigation., 93-5597 

Certain weided siainiess steel pipes from 
the Republic of Korea and Taiwan [mi- 
croform] : determinations of the Com- 
mission in investigations nos. 731-TA- 
540 and 541 (preliminary) under the 
Tariff Act of 1930, together with the 
information obtained in the investiga- 
tions., 93-11962, 93-19074 


Chartbook, composition of U.S. merchan- 
dise trade [[microform].] , 93-11964, 
93-16942 


Chrome-plated lug nuts from the People’s 
Republic of China and Taiwan [micro- 
form] : determinations of the Commis- 
sion in investigations nos. 731-TA-474- 
475 (final) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigations., 93-2637 
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Coated groundwood paper from Belgium, 


Finland, France, Germany, and the 
United Kingdom [microform] : deter- 
mination of the Commission in investi- 
gations nos. 731-TA-487, 488, 489, 490, 
and 494 (final) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigation., 93-2642 


Cold-rolled carbon steel plates and sheets 


from Argentina [microform] : views on 
remand in investigation no. 731-TA-175 
(final) (second remand)., 93-2622 


Color picture tubes from Canada, Japan, 


the Republic of Korea, and Singapore : 
determinations of the Commission in 
investigations nos. 731-TA-367 through 
370 (final) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigations., 93-5595 


Competitive conditions in the U.S. and 


world markets for fresh cut roses : 
report to Congress on investigation no. 
332-263 under section 332(g) of the 
Tariff Act of 1930 as amended., 93- 
2594 


The competitive position of Canadian 


live cattle and beef in U.S. markets 
[microform] : report to the Senate 
Committee on Finance on Investigation 
No. 332-241, under section 232 of the 
Tariff Act of 1930, as amended., 93- 
16941 


Crushed limestone from Mexico [micro- 


form] : determination of the Commis- 
sion in investigation no. 731-TA-562 
(preliminary) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigation., 93-5610 


Digital readout systems and subassemblies 


thereof from Japan : determination of 
the commission in investigation no. 
731-TA-390 (preliminary) under the 
Tariff Act of 1930, together with the 
information obtained in the investiga- 
tion., 93-2628, 93-5596 


DRAMs of one megabit and above from 


the Republic of Korea [microform] : 
determination of the Commission in in- 
vestigation no. 731-TA-556 (prelimi- 
nary) under the Tariff Act of 1930, to- 
gether with the information obtained in 
the investigation., 93-19075 


Dry film photoresist from Japan [micro- 


form] : determination of the Commis- 
sion in investigation no. 731-TA-622 
(preliminary) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigation., 93-19077 


The economic effects of significant U.S. 


import restraints [microform. phase II, 
Agricultural products and natural re- 
sources] : report to the Committee on 
Finance of the United States Senate on 
investigation no. 332-262 under section 
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332 of the Tariff Act of 1930. 93- 
2593 


The economic effects of significant U.S. 
import restraints, phase III, services 
[microform] : with a computable gener- 
al equilibrium analysis of significant 
U.S. import restraints : report to the 
Committee on Finance of the United 
States Senate, on investigation no. 332- 
262 under section 332 of the Tariff Act 
of 1930., 93-5574 


The Effects of greater economic integra- 
tion within the European Community 
on the United States [microform] : first 
follow-up report., 93-5575 


The Effects of greater economic integra- 
tion within the European Community 
on the United States [microform] : 
fourth followup report., 93-5576 


The Effects of greater economic integra- 
tion within the European Community 
on the United States [microform] : 
second followup report., 93-2595 


Electromechanical digital counters from 
Brazil [microform] : determination of 
the Commission in investigation no. 
731-TA-453 (preliminary) under the 
Tariff Act of 1930, together with the 
information obtained in the investiga- 
tion., 93-2632 


Extruded rubber thread from Malaysia 
[microform] determination of the 
Commission in investigation no. 303- 
TA-22 (preliminary) under the Tariff 
Act of 1930, together with the informa- 
tion obtained in the investigation ; de- 
termination of the Commission in in- 
vestigation no. 731-TA-527 (prelimi- 
nary) under the Tariff Act of 1930, to- 
gether with the information obtained in 
the investigation., 93-2591 


Fabric and expanded neoprene laminate 
from Taiwan : determination of the 
commission in investigation no. 731- 
TA-371 (final) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigation., 93-2623 


Ferrosilicon from Argentina, Kazakhstan, 
the People’s Republic of China, Russia, 
Ukraine, and Venezuela [microform] : 
determination of the Commission in in- 
vestigation no. 303-TA-23 (preliminary) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation : determinations of the 
Commission in investigations no. 731- 
TA-565-570 (preliminary) under the 
Tariff Act of 1930, together with the 
information obtained in the investiga- 
tions., 93-5572 


Foreign protection of intellectual proper- 
ty rights and the effect on U.S. indus- 
try and trade : report to the United 
States Trade Representative, investiga- 
tion no. 332-245, under Section 332(g) 
of the Tariff Act of 1930., 93-2592 





Fresh and chilled Atlantic salmon from 


Norway [microform] : determination of 
the Commission in investigation no. 
701-TA-302 (preliminary) under the 
Tariff Act of 1930, together with the 
information obtained in the investiga- 
tion, 93-2616 


Fresh, chilled, or frozen pork from 


Canada [microform] : views on second 
remand in investigation no. 701-TA-298 
(final)., 93-2615 


Fresh kiwifruit from New Zealand [mi- 


croform] : determination of the Com- 
mission in investigation no. 731-TA-516 
(final) under the Tariff Act of 1930, 
together with the information obtained 
in the investigation., 93-5602 


Frozen concentrated orange juice from 


Brazil [microform] : views on remand 
in investigation no. 731-TA-326 (final)., 
93-5592 


Global competitiveness of U.S. advanced- 


technology manufacturing industries 
[microform] : communications technol- 
ogy and equipment : report to the 
Committee on Finance, United States 
Senate, on investigation no. 332-301 
under section 332(g) of the Tariff Act 
of 1930., 93-5579, 93-5580 


Global competitiveness of U.S. advanced- 


technology manufacturing industries 
[microform] : semiconductor manufac- 
turing and testing equipment, report to 
the Committee on Finance, United 
States Senate, on investigation No. 332- 
303, under section 332(g) of the Tariff 
Act of 1930., 93-2599 


Granular polytetrafluoroethylene resin 


from Italy and Japan [microform] : de- 
terminations of the commission in in- 
vestigations nos. 731-TA-385 and 386 
(preliminary) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigations., 93-2627 


High-information content flat panel dis- 


plays and subassemblies thereof from 
Japan [microform] : determination of 
the Commission in investigation 
no.731-TA-469 (preliminary) under the 
Tariff act of 1930, together with the 
information obtained in the investiga- 
tion., 93-5601 


High-tenacity rayon filament yarn from 


Germany [microform] : determination 
of the Commission in investigation no. 
731-TA-530 (final) under the Tariff Act 
of 1930, together with the information 
obtained in the investigation., 93-5605 


High-tenacity rayon filament yarn from 


Germany and the Netherlands [micro- 
form] : determinations of the Commis- 
sion in investigations nos. 731-TA-530 
and 531 (preliminary) under the Tariff 
Act of 1930, together with the informa- 
tion obtained in the investigations., 
93-2651 
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Imports under items 806.30 and 807.00 of 
the tariff schedules of the United States 
[[microform].], 93-11957, 93-11958 


In the matter of certain air impact 
wrenches [microform] : investigation 
no. 337-TA-314 (Commission decision 
of June 18, 1991)., 93-26521 


In the matter of certain automotive fuel 
caps and radiator caps and related 
packaging and promotional materials 
[microform] : investigation no. 337-TA- 
319 (Commission order of August 16, 
1991)., 93-26522 


In the matter of certain battery-powered 
ride-on toy vehicles and components 
thereof [microform] : investigation no. 
337-TA-314 : (Commission decision of 
April 9, 1991)., 93-5585 


In the matter of certain dynamic sequen- 
tial gradient compression devices and 
component parts thereof [microform] : 
investigation no. 337-TA-335 determi- 
nation on motion for temporary relief., 
93-19071 


In the matter of certain electric power 
tools, battery cartridges, and battery 
chargers [microform] : investigation no. 
337-TA-284 : (Commission decision of 
February 20, 1990)., 93-2608 

In the matter of certain erasable program- 
mable read-only memories, components 
thereof, products containing such 
memories, and processes for making 
such memories : investigation no. 337- 
TA-276., 93-2606 


In the matter of certain feathered fur 
coats and pelts, and process for the 
manufacture therof : investigation no. 
337-TA-260., 93-2604 


In the matter of certain internal mixing 
devices and components thereof [mi- 
croform] : investigation no. 337-TA- 
317 (Commission decision of Novem- 
ber 2, 1990)., 93-2612 

In the matter of certain key blanks for 
keys of high security cylinder locks 
[microform] : investigation no. 337-TA- 
308 (Commission decision of August 
23, 1990)., 93-2611 

In the matter of certain methods of 
making carbonated candy products [mi- 
croform] : investigation no. 337-TA- 
292 (Commission decision of March 8, 
1990)., 93-2610 


In the matter of certain papermaking ma- 
chine forming sections for the continu- 
ous production of paper and compo- 
nents thereof [microform] : investiga- 
tion no.337-TA-147., 93-2603 

In the matter of certain reclosable plastic 
bags and tubing : investigation no. 337- 
TA-266., 93-2605 

In the matter of certain recombinant 
erythropoietin : investigation no. 337- 
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TA-281 (Decision of April 10, 1989)., 
93-2607 


In the matter of certain rotary printing 
apparatus using heated ink composi- 
tion, components thereof, and systems 
containing said apparatus and compo- 
nents [microform] : investigation no. 
337-TA-320., 93-19070 


Industrial nitrocellulose from Yugoslavia 
[microform] determination of the 
commission in investigation no. 731- 
TA-445 (final) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigation., 93-2631 


The likely impact on the United States of 
a free trade agreement with Mexico 
[microform] : report to the Committee 
on Ways and Means of the United 
States House of Representatives and 
the Committee on Finance of the 
United States Senate on investigation 
no. 332-297 under section 332 of the 
Tariff Act of 1930., 93-2598 

Liquid crystal display television receivers 
from Japan : determination of the 
Commission in investigation no. 751- 
TA-14 under the Tariff Act of 1930, 
together with the information obtained 
in the investigation., 93-5613 


Macadamia nuts [microform] : economic 
and competitive factors affecting the 
U.S. industry : report on investigation 
no. 332-320 under section 332(g) of the 
Tariff Act of 1930., 93-21781 


Magnesium from Canada and Norway 
[microform] determination of the 
Commission in investigation no. 701- 
TA-309 (preliminary) under the Tariff 
Act of 1930, together with the informa- 
tion obtained in the investigation : de- 
terminations of the Commission in in- 
vestigation nos. 731-TA-528 and 529 
(preliminary) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigations., 93-2619 


Minivans from Japan [microform] : deter- 
mination of the Commission in investi- 
gation no. 731-TA-522 (final) under the 
Tariff Act of 1930, together with the 
information obtained in the investiga- 
tion., 93-5604 


Natural bristle paint brushes from the 
People’s Republic of China [micro- 
form] : views on remand in investiga- 
tion no. 731-TA-244 (final)., 93-5591 


Nepheline syenite from Canada [micro- 
form] : determination of the Commis- 
sion in investigation no. 731-TA-525 
(final) under the Tariff Act of 1930, 
together with the information obtained 
in the investigation, 93-2647, 93- 
2648 


New steel rails from Japan, Luxembourg, 
and the United Kingdom [microform] : 
determinations of the Commission in 
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investigations nos. 731-TA-557-559 
(preliminary) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigations., 93-5609 


New steel rails from the United Kingdom 
[microform] determination of the 
Commission in investigation no. 731- 
TA-559 (final) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigation., 93-28987 


Nitrile rubber from Japan [microform] : 
determination of the Commission in in- 
vestigation no. 731-TA-384 (final) 
under the Tariff act of 1930, together 
with the information obtained in the 
investigation., 93-2626 


Nonrubber footwear quarterly statistical 
report [[microform].], 93-833 


Operation of the trade agreements pro- 
gram [[microform].], 93-5615 


Pads for woodwind instrument keys from 
Italy : [microform] determination of the 
Commission in investigation 731-TA- 
627 (preliminary) under the Tariff Act 
of 1930, together with the information 
obtained in the investigation. 93- 
19079 


Phase II, Japan’s distribution system and 
options for improving U.S. access : 
report to the House Committee on 
Ways and Means on investigation no. 
332-283 under section 332(g) of the 
Tariff Act of 1930 /, 93-2596 


Polyethylene terephthalate film, sheet, 
and strip from Japan, the Republic of 
Korea and Taiwan : determinations of 
the Commission in investigations nos. 
731-TA-458 through 460 (preliminary) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigations., 93-2633 


Portable seismographs from Canada [mi- 
croform] : determination of the Com- 
mission in investigation no. 701-TA-313 
(preliminary) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigation., 93-5588 


Potassium hydroxide from Canada, Italy, 
and the United Kingdom [microform] : 
determinations of the Commission in 
investigation no. 731-TA-542, 543, amd 
544 (preliminary) under the Tariff Act 
of 1930, together with the information 
obtained in the investigations. 93- 
2650 


Potential effects of a North American 
Free Trade Agreement on apparel in- 
vestment in CBERA countries [micro- 
form] : report to the United States 
Trade Representative on investigation 
no. 332-321., 93-26520 


Preshipment inspection programs and 
their effects on U.S. Commerce 
report to the President on investigation 
no. TA-332-242 under section 332 of 
the Tariff act of 1930., 93-16940 
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President’s list of articles which may be 
designated or modified as eligible arti- 
cles for purposes of the U.S. general- 
ized system of preferences., 93-9737 


Pressure-sensitive PVC battery covers 
from West Germany [microform] : de- 
termination of the Commission in in- 
vestigation no. 731-TA-452 (prelimi- 
nary) under the Tariff Act of 1930, to- 
gether with the information obtained in 
the investigation., 93-5600 


Processed mushrooms—U.S. producers’ 


production, sales, and inventories, and 
U.S. imports, exports, and apparent 
consumption ... annual report, market- 
ing year ... : report to the President on 
Investigation no. 332-206 under section 
332 of the Tariff Act of 1930. 93- 
11960 


Production sharing [[microform]] : U.S. 


imports under Harmonized Tariff 
Schedule subheadings 9802.00.60 and 
9802.00.80., 93-11959, 93-19067, 93- 
21782 


Professional electric cutting and sanding/ 


grinding tools from Japan [microform] 
: determination of the Commission in 
investigation no. 731-TA-571 (prelimi- 
nary) under the Tariff Act of 1930, to- 
gether with the information obtained in 
the investigation., 93-5612 


Proposed modifications to the Harmo- 


nized Tariff Schedule of the United 
States [microform] : investigation no. 
1205-2, report to the President, pursu- 
ant to section 1205 of the Omnibus 
Trade and Competitiveness Act of 
1988., 93-2589 


The Pros and cons of entering into nego- 


tiations on free trade area agreements 
with Taiwan, the Republic of Korea, 
and ASEAN, or the Pacific Rim 
Region in general report to the 
Senate Committee on Finance on In- 
vestigation no. TA-332-259, under sec- 
tion 332 of the Tariff Act of 1930., 
93-19068 


Quarterly report on the status of the steel 


industry [[microform]] : report to the 
Committee on Ways and Means on In- 
vestigation no. 332-226 under section 
332 of the Tariff Act of 1930., 93-834 


Quarterly report to the Congress and the 


Trade Policy Committee, trade be- 
tween the United States and China, the 
Soviet Union, Central and Eastern 
Europe, the Baltic nations, and other 
selected countries during ... [[micro- 
form].], 93-831 


Refined antimony trioxide from the Peo- 
ple’s Republic of China [microform] : 
determination of the Commission in in- 
vestigation no. 731-TA-517 (final) 
under the Tariff Act of 1930, together 
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with the information obtained in the 
investigation., 93-2645 


Review of trade and investment liberal- 
ization measures by Mexico and pros- 
pects for future United States—Mexi- 
can relations [microform] : investiga- 
tion no. 332-282., 93-5578 


Rules of origin issues related to NAFTA 
and the North American automotive 
industry [microform] : report to the 
Committee on Ways and Means, U.S. 
House of Representatives, on investiga- 
tion no. 332-314 under section 332 of 
the Tariff Act of 1930., 93-2602 


Rum, annual report covering ... on select- 
ed economic indicators [[microform].] , 
93-5619, 93-5620, 93-24209, 93- 
28990 


Shipbuilding Trade Reform Act of 1992 
[microform] : likely economic effects of 
enactment : report to the Committee 
on Ways and Means, on investigation 
no. 332-316 under Section 332(g) of the 
Tariff Act of 1930., 93-5582 


Shock absorbers and parts, components, 
and subassemblies thereof from Brazil : 
determination of the Commission in in- 
vestigation no. 731-TA-421 (prelimi- 
nary) under the Tariff act of 1930, to- 
gether with the information obtained in 
the investigation., 93-2629 


Shop towels from Bangladesh [micro- 
form] : determination of the Commis- 
sion in investigation no. 731-TA-514 
(final) under the Tariff Act of 1930, 
together with the information obtained 
in the investigation., 93-2644 


Silicon metal from Argentina [microform] 
: determination of the Commission in 
investigation no. 731-TA-470 (final) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 93-2639 


Silicon metal from Brazil [microform] : 
determination of the Commission in in- 
vestigation no. 731-TA-471 (final) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 93-2636 


Softwood lumber from Canada [micro- 
form] : determination of the Commis- 
sion in investigation no. 701-TA-312 
(preliminary) under section 703(a) of 
the Tariff Act of 1930, together with 
the information obtained in the investi- 
gation., 93-2621, 93-5587 


Sparklers from the People’s Republic of 
China [microform] : determination of 
the Commission in investigation no. 
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[microform] : (SOAR) user’s guide, 
version 4.2 /, 93-12117 

Trajectories of inner and outer helios- 
pheric spacecraft predicted through 
1999 [microform] /, 93-12119 
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/, 93-14235 


Wu, Angela Y. (Angela Yuen), 1949- 
Sensory processing and world modeling 
for an active ranging device [micro- 
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form] /, 93-26344 


Yellets, Jeffrey P. 
The design and construction of a state-of- 
the-art high temperature tribometer 
[microform] /, 93-1538 


Page I-1037 





Yellow Owl, Anthony Wm., 1961- 


Yellow Owl, Anthony Wm., 1961- 
The artistry of Anthony Wm. Yellow 
Owl, Sr. ; paintings by Willie Preach- 
er., 93-26198 


Yenni, Edward J. 
Large transient fault current test of an 
electrical roll ring [microform] /, 93- 
12147 


Yesley, Michael S., 1939- 
Bibliography [microform] : ethical legal 
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levels on the discharge and water qual- 
ity of springs in coastal Citrus and Her- 
nando counties, Florida /, 93-18833 


Yokota, Jeffrey W. 

Unsteady shear disturbances within a 
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Assessing the content validity of teachers’ 
reports of content coverage and its re- 
lationschip to student achievement [mi- 
croform] /, 93-28220 


York County (Va.). Dept. of Environmental 
Services. 


Hydrogeologic framework of the shallow 
aquifer system of York County, Virgin- 
ia /, 93-18835 


Hydrogeology and water quality of the 
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